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TOPICAL  DISCUSSION  ON  THE  ROLE 

OK  THE  SEVERAL  ALLOYINO 

ELEMENTS  IN  THE  ALLOY 

STEELS. 


THE  ROLE  of  manganese. 
By  Henry  M.  Howe. 

Passing  by  the  deoxidizing  and  desulfurizing  effect  of 
manganese  as  foreign  to  our  present  piupose,  its  effect  on  the 
mechanical  properties  of  the  steel  seems  to  me  in  the  last  analysis 
due  primarily  to  its  retarding  action  both  on  the  transformations 
and  on  the  coalescence  of  the  micro-constituents  into  progres- 
sively coarser  masses,  which  while  increasing  the  ductility 
lessens  the  cohesion  in  general,  including  the  hardness  and  the 
elastic  limit,  and  thus  lessens  the  effective  strength. 

We  may  consider  the  action  of  manganese  first  in  Hadfield's 
manganese  steel,  containing  about  12  per  cent  of  manganese, 
and  second  in  carbon  steel,  in  which  the  proportion  of  manganese 
rarely  exceeds  1.50  per  cent. 

Before  considering  the  retarding  of  the  transformations 
by  manganese  let  us  refresh  om*  memory  as  to  these  transforma- 
tions, and  as  to  the  three  prominent  states  of  steel,  between 
which  they  play,  (l)  the  common  low- temperature  alpha  or 
pearUtic  state,  (2)  the  high-temperature  or  non-magnetic  aus- 
tenite  state  into  which  the  metal  passes  spontaneously  when 
heated  up  through  the  transformation  range,  say  725  to  900°  C, 
Acl-Ac3,  and  (3)  the  intermediate  or  martensitic  state,  in  which 
carbon  steel  is  caught  in  transit  from  the  austenite  to  the  pearlite 
state  by  means  of  a  rapid  cooling,  as  for  instance  on  hardening 
by  quenching  small  pieces  in  water.  The  alpha  state  is  magnetic 
and  relatively  soft  and  ductile,  as  in  annealed  carbon  steel; 

(5) 
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6  Topical  Discussion  on  Alloy  Steels. 

the  intermediate  or  martensitic  state  is  magnetic,  hard,  and 
brittle  as  in  hardened  steel;  while  the  non-magnetic  high  tem- 
perature or  austenitic  state  when  preserved  in  the  cold,  as  in 
manganese  steel,  combines  great  ductility  with  hardness  of  a 
peculiar  kind  to  which  I  will  refer  shortly. 

In  carbon  steel  this  transformation  is  so  rapid  that  it  occurs 
to  a  very  marked  degree  even  in  the  water  quenching  of  thin 
pieces,  as  is  familiar  to  us  in  the  fact  that  when  this  steel  is 
made  non-magnetic  and  austentic  by  heating  say  to  900°  C, 
and  is  then  quenched  in  water,  it  transforms  as  far  as  the  mag- 
netic, hard,  brittle,  martensitic  state  of  common  hardened 
steel  even  in  this  rapid  cooling. 

Most  of  the  alloying  elements,  and  notably  carbon,  man- 
ganese, and  nickel,  retard  this  transformation  greatly.  Thus 
2  per  cent  of  manganese  plus  2  per  cent  of  carbon  retard  it  so 
that  in  the  water  quenching  of  thin  pieces  the  austenite  state 
is  preserved.  With  5  to  7  per  cent  of  manganese  it  is  so  slow 
that  even  in  air  cooling  it  goes  only  as  far  as  the  intermediate 
martensitic  state.  Hence  the  brittleness  of  these  steels  of 
intermediate  manganese  content.  With  say  12  per  cent  of 
manganese  the  transformation  is  so  sluggish  that  the  austenitic 
state  is  preserved  even  through  a  common  slow  cooUng.  The 
water-quenching  of  manganese  steel  in  current  manufacture 
is  not  to  prevent  the  loss  of  the  austenitic  state,  but  to  suppress 
the  precipitation  of  the  iron-manganese  carbide,  cementite, 
which  woidd  ocair  during  slow  cooling.  The  broad  plates  of 
this  cementite  would  embrittle  the  mass  by  forming  partings 
of  low  cohesion.  It  is  derived  from  the  large  carbon  content 
of  the  ferro-manganese  used,  the  cheapest  source  of  manganese. 
Carbon-free  manganese  steel  should  not  need  quenching. 

The  industrial  value  of  this  manganiferous  austenite  or 
manganese  steel  seems  to  be  due  to  its  combination  of  great 
ductility  with  great  effective  hardness.  I  say  effective  hard- 
ness, because  initially  it  is  rather  soft.  My  own  experiments^ 
indicate  that  the  Brinell  hardness  of  an  undeformed  specimen 
is  only  125,  or  that  of  steel  of  about  0.22  per  cent  of  carbon  when 
annealed,  that  of  ultra  low-carbon  steel  being  about  75.  But 
the  hardness  increases  very  greatly  on  the  slightest  deforma- 

>  ''The  Metallography  of  Sted  aad  Cast  Iron,"  p.  464,  1916.  ' 
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tion.  Even  that  incidental  to  the  Brinell  test  increases  the 
observed  Brinell  hardness  to  223  easily,  or  to  that  of  0.60-per- 
cent carbon  steel  when  annealed. 

This  hardening  under  deformation  is  one  of  the  first  things 
that  forces  itself  on  the  user  of  this  material.  The  first  strokes 
of  the  hack  saw  cut  it  rather  easily,  but  the  defom^ation  thus 
set  up  in  the  path  of  the  saw  qui(±ly  causes  such  hardness  as 
to  bring  the  sawing  to  an  abrupt  end,  thus  giving  the  absolutely 
false  impression  that  the  material  has  a  soft  skin.  This  harden- 
ing causes  the  apparently  contradictory  combination  of  effective 
hardness  with  very  low  proportional  limit,  even  as  low  as  28,250 
lb.  per  sq.  in.  The  proportional  limit  represents  the  cohesion 
of  the  imdeformed  material,  the  effective  hardness  represents 
the  cohesion  as  exaggerated  by  the  deformation  incidental  to 
service.  In  the  same  way  the  act  of  tensile  rupture  may  increase 
the  Brinell  hardness  to  540,*  or  that  of  about '0.50-per-cent 
carbon  steel  when  hardened. 

The  surface  of  the  jaw  of  a  manganese-steel  rock  crusher, 
deforming  under  the  great  pressure,  quickly  hardens  itself, 
so  that  the  combination  of  a  very  hard  surface  with  a  ductile 
back  develops  spontaneously.  As  fast  as  this  hard  surface 
wears  away  it  is  replaced  by  a  new  one  made  equally  hard  by 
the  deformation  which  it  at  once  receives. 

This  hardening  probably  represents  in  part  the  same 
cause  which  leads  to  the  increase  of  cohesion  in  general,  including 
the  hardness,  of  all  the  malleable  metals  under  all  forms  of 
deformation,  such  as  wire  drawing,  and  in  part  the  marten- 
sitizatioiiof  the  austenite.  That  is  to  say,  the  arrested  trans- 
formation from  austenite  through  martensite  to  the  alpha  state 
which  is  due  in  cooling  through  the  transformation  range  but 
is  restrained  by  the  retarding  action  of  the  manganese,  is  now 
stimulated  by  the  deformation  sufficiently  to  .cause  it  to  pro- 
ceed as  far  as  the  martensitic  state,  with  consequent  hardening 
and  enibrittling  effect.  This  martensitization  through  the 
stimulation  of  the  arrested  transformation  by  deformation  is  a 
common  property  of  austenitic  steels  which  have  only  a  moderate 
excess  of  the  retarding  elements  over  the  quantity  needed  for 

1  Hadfidd  and  Hopkinson,  Transactunu,  Am.  Inst.  Min.  Bii«re.,  Vol.  50.  p.  486  (1914), 
and  Journal,  Iron  and  Steel  Institute,  Vol.  89. 1,  pp.  112  and  124  (1914). 
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causing  the  retention  of  the  austenitic  state.  It  occurs  strikingly 
in  austenitic  20-per-cent  nickel  steel.^ 

Turning  now  to  carbon  steel,  the  retarding  eflFect  of  man- 
ganese on  the  structural  changes  shows  itself  by  leading  in 
general  to  finer  structure,*  to  finer  ferrite  masses,  finer  network 
structiure,  and  finer  pearlite,  indeed  probably  often  to  the  replac- 
ing of  lamellar  pearlite  with  sorbite.  This  greater  fineness  leads 
to  better  quality  in  general,  and  to  a  higher  elastic  limit  in 
particular,  though  of  course  with  a  corresponding  sacrifice  of 
ductility.  The  great  value  of  manganese  for  this  purpose  has 
not  begim  to  receive  the  attention  which  it  deserves.  It  is 
probable  that  a  manganese  content  of  say  1.25  per  cent,  with  a 
correspondingly  lessened  ciarbon  content,  may  be  used  so  as  to 
lessen  the  danger  of  cracking  and  the  residual  stresses  when 
a  high  elastic  limit  is  sought,  because  this  large  manganese 
content  in  and  by  itself  raises  the  elastic  Umit  by  giving  a  fine- 
ness of  structiure  which  otherwise  would  be  sought  by  increased 
violence  of  cooling  or  by  the  use  of  a  lower  drawing  temperature. 
In  other  words,  the  use  of  1 .25  per  cent  of  manganese  lessens  the 
needed  violence  of  cooling,  and  permits  the  use  of  a  higher 
residual  drawing  temperature,  in  both  ways  tending  to  mitigate  the 
stresses,  and  in  the  former  way  lessening  the  chances  of  cracking. 

An  additional  way  in  which  manganese  retards  and  lessens 
the  rapidity  of  cooling  needed  to  cause  hardening  is  its  retarding 
the  transformation  itself. 

The  lessening  of  the  rapidity  of  cooling  to  which  I  have 
referred  may  be  brought  about  in  various  ways,  for  instance  by 
substituting  oil  for  water  quenching,  or  air  cooling  for  oil  quench- 
ing, or  quenching  in  water  covered  with  a  film  of  oil,  or  with- 
drawing the  quenched  object  from  the  quenching  bath  after  a 
predetermined  time. 

What  I  have  said  is  wholly  consistent  with  the  tendency  of 
manganese  to  increase  the  danger  of  cracking  for  given  rapidity 
of  cooling  and  for  given  carbon  content.  It  is  by  enabling  us  to 
lessen  the  carbon  content,  or  the  rapidity  of  cooling,  or  both, 
that  manganese  may  be  made  to  lessen  the  danger  of  cracking. 

iCarpeiit«r,  Hadfield.  and  Longmuir,  Seventh  Report,  AOoys  Reaearch  Conunittae, 
(Britiah)  Inst.  Mech.  Bng.,  1905.  p.  949. 

t  Henry  M.  Howe,  "Life  History  of  Network  and  Ferrite  Grains  in  Carbon  Sted.*' 
Proceedings,  Am.  Soc.  Test.  Mats.,  Vol.  XI,  pp.  322  and  365  (1911).  Howe  and  Levy,  Pro- 
uedings,  Cleveland  Inst.  Engineers,  July  1914,  p.  237. 
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THE  ROLE  of  nickel. 
By  R.  R.  Abbott. 

In  its  most  simple  and  fundamental  form  steel  is  a  more  or 
less  rigid  mechanic^  mixture  of  pearlite  and  iron,  the  pearlite 
itself  being  a  much  finer  mechanical  mixtiire  of  cementite  (FesC) 
and  iron.  In  common  with  such  mechanical  mixtures  the  physi- 
cal properties  of  this  alloy  bear  some  ratio  to  the  percentage  of  its 
constituents.  For  various  reasons  the  ratios  of  these  physical 
properties  are  not  straight-line  functions  of  the  carbon  contents. 
One  of  these  reasons  is  that  fact  that,  practically,  we  do  not  have 
a  perfect  mechanical  mixture,  but  the  iron  always  carries  some 
carbide  in  solution,  the  amount  of  which  increases  with  the  carbon 
content  of  the  alloy.  Another  reason  is  the  changing  ratio 
between  the  areas  of  the  botmdaries  between  the  iron  and  the 
cementite,  and  the  amotmt  of  these  two  constituents  as  the 
carbon  content  varies. 

Fig.  1  represents  relations  existing  between  the  carbon  con- 
tent and  the  elastic  limit,  tensile  strength,  reduction  of  area  and 
precentage  of  elongation  of  piure  iron-carbon  alloys  up  to  0.9 
per  cent  of  carbon  (approximately  from  0  to  100  per  cent  of 
pearlite).  Fig.  1  does  not  represent  ordinary  steels,  as  the  influ- 
ence of  nothing  but  carbon  is  considered.  For  the  sake  of  sim- 
plicity and  because  it  represents  very  accurately  true  conditions, 
it  has  been  drawn  as  two  lines  with  the  break  at  0.45  per  cent  of 
carbon.  It  also  represents  perfectly  annealed  alloys.  Cementite 
is  extremely  hard,  strong  and  brittle:  iron  is  soft  and  ductile: 
therefore  we  should  expect  to  obtain  with  any  single  alloy,  physi- 
cal properties  depending  upon  the  percentage  composition  of 
the  constituents. 

Now  it  is  very  evident  that  in  order  to  make  a  change  in  the 
physical  properties  of  any  individual  alloy  of  this  series,  we  could 
proceed  in  one  of  three  ways:  (l)  To  change  the  nature  of  the 
pearUte;  (2)  to  change  the  nature  of  the  iron;  and  (3)  to  change 
the  natiure  of  both  the  pearlite  and  the  iron.  The  second  cannot 
be  entirely  distinct  from  the  first  procedure,  because  of  the  iron 
in  the  pearlite. 

(9) 
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In  practice  the  physical  properties  of  this  simple  iron-pearlite 
alloy  is  changed  by  three  methods: 

1.  Addition  of  various  elements  to  it; 

2.  Changing  the  relative  amount  of  free  iron  present;   and 

3.  A  combination  of  both  methods  Nos.  1  and  2. 

Under  method  No.  1,  if  more  than  the  normal  amount  of  any 
element  present  in  a  simple  carbon  steel  is  added,  the  steel  is 


90000 


80000 


70000 


c  c  60000 


llsoooo 

t  E  40000 


£  °  30000 

h-  uj 


20000 


10000 


1 

1 

1 
1 

1 

^^ 

1 

.j^ 

<^ 

"^ 



"^ 

S5», 

/ 

A 

1 
1 
1 

/ 

xC 

J 

^o. 

^ 

?< 

/^ 

t 

.imi'f'  _ 

;::::^ 

^'"***^ 

^ — 

/^ 

^^^/o. 

'^^ 

/ 

"p/      — 

^^ 

c  /n. 

— i — 

90 


80 


70 


60 


50 


40 


30 


20 


c  o 


0.10        0.20        0.30 


0.A0    I    0.50 
0.45 


0.60        0.70        0.80        0.90 


Carbon,  percent. 
Fig.  1. — Physical  Properties  of  Pure  Carbon- Iron  Alloys, 

known  as  an  alloy  steel.    Under  method  No.  2  come  the  various 
processes  of  heat  treatment. 

When  nickel  is  added  to  our  iron-pearlite  alloy  it  dissolves 
entirely  in  the  iron,  and  the  physical  properties  of  the  alloy  are 
changed  approximately  to  the  extent  we  should  expect,  when  we 
consider  that  it  is  a  solid  solution  of  nickel  and  iron  for  one  ele- 
ment and  a  pearhte  with  this  solution  for  one  of  its  constituents, 
for  the  other. 
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The  effect  of  alloying  nickel  with  pure  iron  is  to  increase  the 
elastic  limit,  tensile  strength,  and  reduction  of  area,  but  to 
decrease  the  percentage  of  elongation.  This  effect  is  the  same 
when  carbon  is  present,  and  it  is  found  that  a  given  amount  of 
nickel  produces  about  the  same  change  in  physical  properties, 
irrespective  of  the  percentage  of  carbon. 

The  average  effect  of  nickel  up  to  8  per  cent,  upon  an  iron- 
carbon  alloy  is  as  follows : 

0.01  per  cent  of  nickel  increases  elastic  limit 40    lb.  per  sq.  in. 

0.01       "        "       "  "        tensile  strength.     42 

0.01       "        "      "  ".       reduction  of  area  0 .  005  per  cent. 

0.01       "        "      "      decreases  elongation 0.010   "      " 

Expressing  this  for  a  3.5-per-cent  nickel  steel,  which  is  the 
most  common  commercial  alloy,  we  see  that  such  a  nickel  steel 
should  have  14,000  lb.  per  sq.  in.  higher  elastic  limit,  14,700 
lb.  per  sq.  in.  higher  tensile  strength,  1.5  per  cent  greater  reduc- 
tion of  area,  3.5  per  cent  less  percentage  of  elongation  than  a 
steel  of  the  same  analysis,  but  without  the  nickel.  (By  the  per- 
centage of  reduction  of  area  and  elongation,  is  meant  the  actual 
nmnber  of  units  of  change.  For  example:  A  steel  with  no  nickel 
has  a  reduction  of  area  of  53  per  cent  and  an  elongation  of  26 
per  cent;  the  same  steel  with  3.5  per  cent  nickel  woidd  have  a 
reduction  of  area  of  54.5  per  cent  and  an  elongation  of  22.5 
per  cent.) 

The  elastic  limit  and  tensile  strength  are  then  increased  by 
nickel  due  to  the  increased  properties  of  the  solid  solution  of  the 
nickel  in  the  iron.  The  reduction  is  practically  altered  but  little, 
but  the  elongation  is  quite  appreciably  decreased. 

When  a  plain  carbon-iron  alloy  is  heated  above  the  upper 
critical  point  (Ac3),  the  cementite  is  dissolved  in  the  iron  of  the 
pearlite  at  the  passage  through  the  lower  critical  point  (Acl)  and 
this  solution  progressively  dissolves  the  remaining  iron  during 
the  heating  up  to  the  Ac3  point,  at  which  point  it  is  all  dissolved 
and  the  solution  is  homogeneous.  Upon  cooling,  the  reverse  action 
takes  place,  but  when  nickel  is  present  this  separation  of  the 
cementite  from  the  iron-nickel  solution  does  not  progress  as  com- 
pletely nor  as  easily  as  from  a  plain  iron  solution,  and  therefore 
the  pearlite  areas  in  a  nickel  steel  are  larger  and  much  poorer 
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defined  than  would  be  the  case  in  the  same  steel  without  nickel. 
This  effect  becomes  more  marked  the  more  rapid  the  cooling, 
and  since  the  pearlite  areas  are  much  stronger  than  the  iron 
areas  we  find  that  in  practice  a  nickel  steel,  compared  to  one 
without  nickel,  when  air  cooled,  will  have  a  higher  increase  in 
tensile  strength  than  that  given  above,  which  represents  pre- 
fectly  annealed  alloy. 

When  steel  is  broken  down  too  rapidly  in  rolling,  it  frequently 
shows  a  decided  segregation  of  the  pearlite  areas  along  Unes  par- 
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Pig.  2. — Critical  Temperatures  for  a  Pure  Iron-Pearlite  Hypo-Butectoid 

Alloy. 


allel  to  the  rolling  direction.  Nickel  apparently  tends  to  intensify 
this  effect  and  occasionally  imder  even  normal  rolling  this  con- 
dition is  encountered  in  nickel  steel. 

Fig.  2  represents  the  critical  temperatures  for  a  pure  iron- 
pearlite  hypo-eutectoid  alloy  upon  heating.  Line  GOS  repre- 
sents the  upper  absorption  point  (Ac3),  MO  the  magnetic  point 
(Ac2),  and  PS  the  lower  absorption  point  (Acl). 

The  lower  and  upper  absorption  (critical)  points  upon  heat- 
ing, as  well  as  the  magnetic  critical  point,  are  all  lowered  by  the 
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addition  of  nickel.    The  amount  of  tlie  lowering  is  given  approxi- 
mately by  the  following: 

0.01  per  cent  of  nickel  lowers  GO 0^.235  CX 

0.01        "        "       "  "      OS 0M80C. 

0.01        "        "       "  "      MO about  0^.087  C- 

0.01        "        "       "  "      PS 0«.103C. 

In  working  with  the  Ac2  point  these  figures  are  not  based 
upon  as  accurate  an  investigation  as  for  the  Acl  and  Ac3  points. 
As  the  nickel  contents  are  increased  and  the  critical  temperature 
progressively  lowered,  it  is  evident  that  finally  the  upper  absorp- 
tion point  will  reach  the  temperature  of  the  atmosphere  (20^  C.) 
and  we  will  have  an  austenitic  alloy;  the  greater  the  amount  of 
carbon  the  less  nickel  it  takes  to  reach  this«condition.  Also  as 
the  nickel,  increases  points  O  and  S  (Fig.  2),  move  to  the  left 
until  they  finally  successively  coincide  with  G.  As  soon  as  the 
line  MO  or  any  point  on  OS  are  brought  below  the  temperature 
of  the  atmosphere,  we  have  a  non-magnetic  alloy. 

When  a  piece  of  steel  is  quenched  from  above  the  upper 
absorption  point  rapidly  enough  the  result  will  be  the  complete 
absence  of  iron  as  a  constituent  of  the  alloy.  This  process  is  the 
basis  of  most  heat  treatments. 

The  martensite  which  is  thus  produced  has  physical  prop- 
erties entirely  different  from  the  mechanical  mixture  with  which 
we  started.  A  martensite  containing  nickel  has  a  higher  elastic 
limit  and  maximum  strength,  but  a  slightly  lower  reduction  and 
elongation  than  a  similar  one  without  the  nickel. 

A  heat-treated  nickel  steel,  while  having  a  lower  reduction 
and  elongation  than  a  correspondingly  heat-treated  steel  without 
nickel,  has  more  than  enough  increase  in  strength  to  make  up 
for  it;  in  other  words  with  a  given  strength  the  nickel  steel  will 
have  a  greater  degree  of  toughness.  Likewise,  as  we  increase  the 
strength  of  an  alloy  (either  heat-treated  or  not)  by  means  of  nickel, 
the  loss  in  reduction  of  area  and  percentage  elongation  is  far 
below  the  loss  secured  when  the  strength  is  increased  by  increas- 
ing the  carbon  content.  In  other  words  nickel  as  a  strength- 
giving  element  is  not  accompanied  by  such  a  loss  in  toughness  as 
is  carbon. 

The  effect  of  nickel  upon  the  elastic  limit  and  tensile  strength 


Digitized  by  VjOOQIC 


14  Topical  Discussion  on  Alloy  Steels. 

of  heat-treated  steel  varies  with  the  amount  of  ''draw"  or  tem- 
perature of  reheat  after  quenching. 

The  following  formulas  represent  the  effect  of  0.01  per  cent 
of  nickel  upon  a  f-ia.  bar  of  steel;  in  these  formulas  T  is  the 
temperature  of  draw  in  degrees  Centigrade  and  the  results  rep- 
resent the  increase  in  poimds  per  square  inch. : 

Elastic  limit 287  —  0. 17J  T 

Tensile  strength 294  —  0.214  T 

The  reduction  of  area  and  percentage  of  elongation  are 
reduced  approximately  the  same  amoimt,  and  this  amount  is 
not  affected  greatly  by  the  temperature  of  draw;  0.01  per  cent 
of  nickel  lowers  the  reduction  of  area  and  percentage  of  elonga- 
tion about  0.0073  per  cent  in  heated-treated  steels.  This  slight 
amount  is  practically  negligible  for  commercial  nickel  steel. 

Nickel  decreases  the  rate  at  which  steel  will  absorb  carbon 
in  the  carbonizing  process.  The  amoimt  of  this  is  approximately 
0.04  per  cent  for  each  0.01  per  cent  of  nickel. 
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THE  ROLE  of  silicon. 
By  W.  E.  Ruder. 

For  many  years  after  Mushet  found  that  quartz  sand,  when 
added  to  molten  iron,  produced  a  product  that  was  hard  and 
brittle,  the  presence  of  silicon  in  steel  was  looked  upon  with  sus- 
picion and  distrust.  Even  to-day  there  are  undoubtedly  many 
metallurgists  who  would  be  very  slow  to  specify  even  small  per- 
centages of  this  element  for  most  grades  of  steel. 

Less  than  thirty  years  ago,  however,  the  researches  of 
Barrett,  Brown  and  Hadfidd^  gave  to  silicon  a  place  as  a  useful 
alloying  element  with  iron,  which  has  not  since  been  usurped  or 
even  approached  by  any  other  element.  It  is  true  that  in  this 
country,  some  years  before  this,  small  percentages  of  silicon  had 
been  found  useful  to  reduce  magnetic  aging  of  mild  steels  used 
in  the  construction  of  magnetic  circuits,  but  the  percentage  was 
so  smaU  that  it  could  scarcely  be  classed  as  an  alloy  steel. 

The  effect  of  small  percentages  of  silicon,  such  as  are  met 
with  in  carefully  made  steel  from  any  process,  upon  the  mechani- 
cal properties  has  been  carefully  investigated  by  many  authorities 
and  it  is  the  general  concert  of  opinion  that  its  effect  is  negligible. 

Where  it  has  been  found  in  proportions  exceeding  0.1  per 
cent  and  poor  results  obtained,  such  results  are  usually  traceable 
to  accident  or  lack  of  care  in  manipulation  during  the  process 
of  manufacture. 

It  is  beyond  the  scope  of  a  discussion  of  this  kind  to  lay 
before  you  again  the  details  of  any  of  the  very  valuable  experi- 
ments carried  on  by  Turner*,  Baker*,  Hadfield,  Paglianti'*, 
Charpy  and  Comu-Thenard*,  Gumlich*  or  Guillet^.  I  desire 
only  to  outline  the  essential  points  which  these  investigators 

X  Barrett.  Brown  and  Hadfield.    ScUnHific  TnttuaOhiu,  Royal  Dublin  Soc,  VoL  2.  Part  4 
(1900):  alM  JoMTMi,  Inst.  Blac  Bnsrt..  VoL  31.  p.  674  (1901). 

*  Report  of  Comznittee  Britlah  Aasodation,  1888. 

•Baker.  Jomtm^.  Iron  and  Steal  Init.,  VoL  64,  No.  II.  p.  312  (1903). 
•PagUanti,  MttdOmiU,  VoL  9.  p.  217  (1912). 

*  Charpy  and  Coma*Thenard.  Jctmai,  Iron  and  Steal  Inat..  VoL  91,  No.  I.  p.  276  (1915). 

*  Gumlicfa.  TVMMedtotf,  Faraday  Soc.,  Vol.  8.  p.  98  (1912).  .     ... 
iQvH^,  Rtm»  d€  MttaOmrgU,  Memoiza,  VoL  I.  p.  46  (1904). 
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have  established  and  to  give  opportunity  thereby  for  a  discussion 
of  their  merits. 

Efect  of  Silicon  upon  Mechanical  Properties. — ^lii  most  of 
the  investigations  the  effect  of  silicon,  particularly  in  amounts 
less  than  1  per  cent,  have  been  masked  or  modified  by  the  pres- 
ence of  varying  percentages  of  manganese  and  carbon.  In  a 
recent  paper  Yensen^  has  re-examined  the  series  of  forgeable  sili- 
con alloys  using  as  a  base  pure  electrolytic  iron  and  giving  us  a 
more  exact  idea  of  the  effect  of  silicon  alone.  Although  his  figures 
differ  in  some  Cases  from  those  found  by  previous  investigators 
the  general  trend  of  his  curves  is  the  same. 

Silicon  increases  the  tensile  strength  of  pure  iron  from  38,000 
to  about  90,000  lb.  per  sq.  in.  at  4  per  cent  in  annealed  samples. 
Beyond  this  point  the  value  rapidly  falls  off.  The  elastic  limit 
is  likewise  steadily  increased  up  to  4  per  cent  silicon.  The  ulti- 
mate elongation  and  reduction  of  area  are  practically  unaffected 
until  2.5  per  cent  of  silicon  is  reached.  From  this  point  the  drop 
is  rapid. 

It  is  interesting  to  note  that  whereas  Yensen's  values  for 
elastic  limit  and  ultimate  strength  are  generally  lower  than  those 
of  previous  investigators,  his  values  for  reduction  of  area  and 
ultimate  elongation  are  in  general  higher,  particularly  for  silicon 
content  below  2.5  per  cent.  This  would  indicate  that  silicon  in 
itself  does  not  cause  brittleness  when  below  2.5  per  cent,  and 
that  the  presence  of  small  percentages  of  carbon  increase  the 
strength  at  some  sacrifice  of  ductility.  The  decrease  in  ductility 
is  about  coincident  with  the  beginning  of  the  marked  tendency 
for  large  grain  growth  which  silicon  imparts  to  mild  steel  and 
with  the  beginning  of  the  precipitation  of  graphite. 

Although  the  limit  of  forgeability  is  given  as  about  7  per 
cent  of  silicon,  the  practical  limit  for  sheet  rolling  is  something 
under  5  per  cent. 

An  interesting  new  development  in  the  study  of  iron-silicon 
alloys  is  noted  in  Yensen's  work  in  which  he  appears  to  have 
established  a  heretofore  unnoticed  critical  point  at  which  there 
is  a  sudden  drop  in  all  mechanical  values  at  about  2.5  per  cent  of 
silicon.  The  phenomenon  was  first  noticed  from  the  fact  that 
two  ingots  in  this  range  broke  up  in  forging.    A  further  examina- 

>  Yeiuen.  BidUUn  No.  85,  Univenity  of  IlUnois,  November.  1915. 
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tion  showed  that  there  was  a  sharp  drop  in  all  values  at  2.5  per 
cent  and  an  equally  sharp  recovery  at  2.7  per  cent  of  silicon. 
The  formation  of  a  compound  FeigSi  is  suggested  as  an  explana- 
tion, but  seems  hardly  adequate.  However,  no  satisfactory 
explanation  has  yet  been  arrived  at. 

Effect  of  Silicon  Upon  the  Critical  Points. — Gumlich  has 
shown  that  the  second  (magnetic)  transition  point  is  steadily 
lowered  with  increased  silicon  content  until  it  reaches  a  value  of 
about  660*^  C.  for  8.35  per  cent  silicon,  while  the  first  (pearlitic) 
point  steadily  rises,  the  two  coinciding  at  2.2  per  cent  siUcon,  and 
becomes  practically  extinct  at  2.5  per  cent  silicon.  In  an  exhaus- 
tive study  Charpy  and  Cornu-Thenard  later  confirmed  this 
observation  and  definitely  connected  the  disappearance  of  the 
Al  point  with  the  precipitation  of  graphite. 

Silicon  forms  a  solid  solution  with  iron  in  all  proportions  up 
to  about  20  per  cent  of  silicon  and  since  this  is  far  beyond  the 
region  of  present  usefulness  it  is  unnecessary  to  discuss,  at  this 
time,  the  iron-silicon  diagram. 

Effect  of  Silicon  Upon  Magnetic  Properties. — ^Just  as  tung- 
sten, chromium,  nickel  and  manganese  have  found  their  specific 
uses  when  alloyed  with  iron,  so  also  siUcon  quickly  found  its  place 
as  an  alloy  for  magnetic  circuits  for  alternating  fields.  Although 
carbon  steels,  containing  from  0.2  to  0.4  per  cent  of  silicon,  are 
made  for  tires  and  automobile  springs,  and  certain  tool  and  gun 
steels  are  reported  to  have  from  0.3  to  0.6  per  cent  of  silicon,  the 
almost  exclusive  use  of  silicon  alloys  is  for  magnetic  circuits. 
Something  over  100,000  tons  of  silicon  alloy  sheets  were  used  in 
this  coimtiy  alone  during  the  past  year. 

Silicon  raises  the  resistivity  of  mild  steels  about  10  microhms 
per  cubic  centimeter  for  each  per  cent  added,  so  that  a  silicon 
steel  containing  4.5  per  cent  of  silicon  has  a  resistivity  of  59 
microhms  per  cubic  centimeter.  This  has  an  important  effect 
in  reducing  the  eddy  current  losses. 

Gumlich  found  that  the  coercive  force  was  very  greatly 
reduced  by  the  addition  of  0.06  per  cent  of  silicon  in  both  rods 
and  shtets.  This  reduction  continued  in  the  sheets,  reaching 
its  lowest  value  at  O^per  cent  of  silicon  and  thereafter  rising. 
In  il^ds,  however,  thm  is  an  immediate  rise  up  to  1  per  cent  of 
silicon,  and  then  a  gradual  falling  o£F.     Yensen,  on  the  other 
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hand,  working  with  very  pure  alloys  in  the  shape  of  rods  only, 
finds  two  minimum  points  of  equal  value,  one  at  0.15  per  cent 
silicon  and  one  at  about  4  per  cent.  In  maximum  permeability 
there  is  fair  agreement  as  to  the  shape  of  the  curve,  that  is,  each 
shows  two  maximum  values  at  about  0.2  and  3.5  per  cent  respec- 
tively, although  their  numerical  values  differ  very  greatly.  In 
this  case,  however,  we  are  comparing  Yensen's  rods  with  Gum- 
lich's  sheets.  From  his  rods  the  latter  gets  widely  different  and 
unexplained  results. 

The  explanation  of  the  wide  difference  which  Gumlich  finds 
between  sheets  and  rods  and  the  agreement  in  the  shape  of  his 
curves  for  sheets  with  those  of  Yensen's  rods  probably  lies  in  the 
fact  that  the  former's  sample  contained  from  0.18  to  0.34  per 
cent  of  carbon.  This  carbon  remained  in  the  combined  form  for 
the  rods  under  2  per  cent  silicon,  while  in  the  sheets  it  precipitated 
out  as  graphite,  this  graphitization  being  aided  in  this  case  by 
the  freer  access  of  oxygen  during  the  annealing  and  possibly  by 
the  fact  that  it  had  more  severe  mechanical  working. 

The  effect  of  silicon,  therefore,  seems  to  be,  unlike  that  of  the 
ferromagnetic  metal  cobalt,  an  indirect  one.  Its  first  effect  is 
to  act  as  a  deoxidizer,  its  presence  in  small  percentages  indicating 
its  excess  over  the  amount  of  removable  oxygen  originally  present, 
and  therefore  explaining  the  first  peak  in  permeability  curve  and 
depression  in  hysteresis  value.  From  this  point  on  to  about  2  to 
2.5  per  cent,  the  silicon  merely  acts  as  a  diluent  causing  a  steady 
drop  in  saturation  value  and  permeability  and  an  increase  in 
coercive  force.  At  about  2  per  cent,  however,  its  influence  as  a 
grain  growth^  stimulator  becomes  evident  (Hadfield)  and  there 
is  a  consequent  rise  in  permeability  and  decrease  in  coercive 
force.  This  effect  reaches  a  maximimi  and  from  this  point 
onward  any  added  silicon  again  acts  as  a  mere  diluent. 

In  some  recent  unfinished  experiments  I  have  gathered  some 
evidence  that  hydrogen  appears  to  form  an  alloy  with  iron  pro- 
ducing much  the  same  effect  on  the  maximum  permeability  and 
saturation  value.  This  alloy,  however,  appears  to  be  stable 
only  at  low  temperatures. 

The  increased  solvent  power  for  gases  imparted  by  the  silicon 
and  the  decreased  solvent  power  for  carbon  are  also  undoubtedly 

1  Ruder.  Bulletin,  Am.  Inst.  Min.  Bngrs.,  December,  1913,  p.  2805. 
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large  factors  where  these  are  present.  In  commercial  silicon 
steels  these  properties  are  of  the  utmost  importance.  Charpy 
and  Cornu-Thenard  have  shown  that  a  3.9-per-cent  silicon  steel 
containing  0.14  per  cent  of  carbon  had  its  carbon  completely 
separated  out  as  graphite  after  an  annealing  of  three  hours  at 
800°  C.  This  graphitization  accounts  in  part  for  the  second 
maximmn  point,  particularly  in  alloys  containing  over  0.1  per 
cent  of  carbon. 

The  effect  of  grain  size  on  the  two  components  of  total  watt 
loss,  namely,  hysteresis  and  eddy  currents,  and  upon  the  permea- 
bility, is  interesting  and  the  reason  is  not  altogether  clear. 
Increased  grain  size  causes  a  decrease  in  hysteresis  and  an  increase 
in  permeability  at  medium  and  low  densities.  The  eddy  current 
losses  increase  with  the  grain  size  but  apparently  not  in  as  direct 
a  ratio  as  the  decrease  in  hysteresis.  From  recent  data,  this 
increased  permeability  seems  to  be  due  to  a  higher  permeability 
in  the  direction  of  crystal  orientation  and  the  high  eddy  loss  to 
a  consequent  non-uniform  permeability  in  the  cross-section 
tested. 

Heretofore  it  has  been  considered  that  the  resistivity  of  the 
material  and  the  thickness  of  laminations  was  the  sole  factor 
governing  the  eddy  current  losses,  but  I  have  found  many  cases^ 
where  the  eddy  current  losses  have  been  doubled  with  increased 
grain  size  without  change  in  resistivity  or  thickness  in  lamination. 

Increased  grain  size  in  the  direction  of  rolling  also  accounts 
for  the  increased  permeability  and  decrease  in  watt  loss  of  silicon 
steeP  when  tested  in  sheets  cut  parallel  to  the  direction  of  rolling 
when  compared  with  those  cut  across. 

Other  elements  as  tin  and  arsenic  have  been  shown  (Burgess 
&  Aston)  to  have  similar  eflfects  upon  magnetic  properties  of 
iron,  but  none  of  them  combine  all  of  the  beneficial  effects  of 
deoxidation,  graphitization,  increased  grain  size,  increased 
electrical  resistance  and  solvent  power  imparted  by  silicon. 

^Ball  and  Ruder,  General  Electric  Review,  Vol.  17.  p.  487  (1914). 
>Spooq?r,  metric  Journal.  Vol.  14,  p.  90  (1917). 
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THE  ROLE  of  vanadium. 
By  G.  L.  Norms. 

The  metallic  element  vanadium  is  one  of  the  fifth  group  of 
chemical  elements  which  includes  phosphorus,  arsenic,  anti- 
mony, nitrogen,  etc.  It  has  an  atomic  weight  of  51.06;  specific 
gravity  of  5.5,  and  melts  at  1680°  C.  It  is  grayish- white  in  color, 
non-magnetic,  has  high  electric  resistivity,  is  the  hardest  of  the 
metallic  elements,  and  the  most  difficult  to  reduce.  It  has  not 
been  produced  in  the  pure  metallic  state.  Although  discovered 
in  1830  and  soon  found  to  be  widely  distributed,  its  known  occur- 
rences were  in  such  small  quantities  that  for  many  years 
vanadium  was  considered  one  of  the  rarest  elements. 

The  first  metallmrgical  application  of  vanadium  appears  to 
have  been  in  1896,  when  it  was  used  in  making  several  heats  of 
steel  at  Firminy,  France.  The  results  of  this  test  showed  a 
remarkable  superiority  of  the  vanadium  steel  in  physical  prop- 
erties. Under  the  same  heat  treatment,  the  vanadiimi  steel 
showed  an  increase  of  44.8  per  cent  in  elastic  limit  and  31.5  per 
cent  in  tensile  strength,  with  slightly  lower  percentage  of 
elongation  but  greater  reduction  of  area. 

These  tests  developed  considerable  interest  in  the  metal- 
lurgical possibilities  of  vanadimn,  and  the  manufacture  of  ferro- 
vanadium  was  actively  undertaken,  notably  by  The  New  Vana- 
dium Alloys  Co.,  Ltd.,  of  London,  from  the  vanadium  lead  ores 
of  Santa  Marta,  Spain.  It  was  at  the  instance  of  this  company 
that  Professor  Arnold  of  Sheffield  undertook,  in  1899,  investiga- 
tions of  the  effect  of  vanadiimi  on  steel.  These  investigations 
demonstrated  conclusively  that  the  presence  of  a  few  tenths  of 
a  per  cent  of  vanadium  gave  a  remarkable  increase  in  elastic 
limit  and  tensile  strength  without  seriously  impairing  the  duc- 
tility, or  presenting  any  difficulty  in  the  hot  or  cold  working. 
Professor  Arnold  at  the  time  gave  it  as  his  opinion  that  vanadiiun 
was  imdoubtedly  the  element,  which,  together  with  carbon,  acts 
with  the  greatest  intensity  in  the  way  of  improving  alloys  of 
iron;  that  is  to  say,  in  very  small  percentages. 

Following  the  publication  of  these  investigations,  came  in 

(20) 
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rapid  succession  those  of  J.  A.  Mathews  and  F.  W.  Taylor  on 
high-speed  steel;  Sankey  and  Smith  on  chrome-vanadium  steel; 
Paul  Putz,  Leon  Guillet  and  others,  so  that  by  1906  the  metal- 
lurgy of  vanadiiun  as  related  to  steel  was  well  established. 

At  about  the  same  time,  1905,  the  opportime  discovery  of 
an  enormous  deposit  in  the  Peruvian  Andes  of  a  previously 
unknown  mineral  of  vanadium,  made  it  available  conmiercially 
in  quantities  adequate  to  meet  indefinitely  all  the  requirements 
of  the  steel  industiy. 

The  following  discussion  will  be  confined  almost  entirely  to 
the  consideration  of  pearUtic-vanadium-temary  steel,  or  simple 
carbon-vanadium  steel,  and  will  not  more  than  briefly  touch  on 
the  quaternary-vanadium  steels.  First,  however,  the  writer 
wishes  to  touch  briefly  upon  a  still  somewhat  prevalent  popular 
idea  that  vanadium  is  a  powerful  scavenger,  and  that  the  bene- 
ficial effects  of  its  use  in  steel  are  principally  due  to  its  removal 
of  minute,  residual  amoimts  of  oxygen  and  nitrogen  from  the 
steel.  It  has  even  been  advanced  by  some  individuals  that 
when  all  the  vanadium  added  has  been  completedly  used  up  in 
scavenging,  and  none  remains  in  the  steel,  all  the  improvement 
or  beneficial  effects  possible  have  been  accomplished;  despite  the 
fact  that  there  is  an  increase  in  the  mechanical  properties  of  the 
steel  with  increasing  amounts  of  vanadiimi  present,  and  that 
vanadium  has  equally  as  great  beneficial  effects  in  steels  made 
under  reducing  conditions  such  as  crucible  and  electric  furnace 
steels,  as  in  the  case  of  steels  made  under  oxidizing  conditions 
like  open-hearth  and  Bessemer  steels.  While  it  is  true  that 
vanadimpL  oxidizes  readily  and  will  combine  with  nitrogen,  its 
value  as  a  scavenger  is  negligible,  as  there  are  much  cheaper 
metals  that  are  as  effective,  or  perhaps  more  so. 

The  remarkable  effects  of  vanadium  on  steel  are  due  entirely 
to  its  presence  in  the  steel  as  an  alloying  element,  and  its  influ- 
ence on  the  other  constitutents  with  which  it  is  in  combination. 
When  added  to  steel  it  is  foimd  in  both  the  main  constituents, 
ferrite  and  pearlite,  but  principally  in  the  latter.  Only  a  few 
hundredths  of  one  per  cent  of  the  vanadium  combines  with  the 
ferrite.  This  minute  amount,  however,  appears  to  increase  the 
strength,  toughness,  hardness  and  resistance  to  abrasion  of  the 


Digitized  by  VjOOQIC 


22  Topical  Discussion  on  Alloy  Steels. 

ferrite.  Nearly  all  the  vanadium,  however,  is  found  in  the  pearl- 
ite,  in  chemical  combination  with  the  cementite,  as  a  compound 
carbide  of  vanadium  and  iron  in  the  case  of  ternary  steel,  and 
as  more  complex  carbides  in  the  case  of  quaternary  steels. 

Vanadium  replaces  the  iron  in  the  cementite  or  the  carbide 
by  increasing  amoimts  until  finally  when  the  percentage  of  vana- 
dium is  about  5  per  cent  all  the  iron  has  been  replaced  by  the 
vanadiimi.  The  vanaditun  containing  cementite  is  not  as  mobile 
as  ordinary  cementite  and  consequently  does  not  segregate  into 
as  large  masses,  but  occurs  in  relatively  minute  particles  and, 
therefore,  is  more  uniformly  distributed.  It  does  not,  conse- 
quently, readily  occur  as  lamella  or  thin  plates  in  the  pearlite, 
but  in  a  granular  or  sorbitic  condition.  This  strong  tendency 
of  vanadium  to  form  sorbitic  and  even  troostitic  pearlite,  is 
doubtless  one  of  the  reasons  for  the  mechanical  superiority  of 
steels  containing  vanadium,  not  only  statically  but  dynamically. 

Vanadium  carbide  is  not  as  readily  soluble  on  heating  as 
iron  carbide,  and  consequently  vanadium  steel  requires  a  higher 
temperature  to  dissolve  the  cementite  and  put  the  steel  in  the 
austenitic  condition  for  quenching. 

The  presence  of  vanadium  does  not  raise  the  Acl  and  Arl 
points  more  than  about  10°  C,  and  repeated  heatings  do  not 
seem  to  lower  the  Arl  point.  The  Ac2-3  and  Ar2-3  points  are 
raised  somewhat  more  and  continue  to  rise  with  increase  in 
percentage  of  vanadium. 

The  eflfect  of  vanadium  on  the  physical  or  mechanical  prop- 
erties of  steel  increases  with  the  percentage  of  vanadium  until 
about  1  per  cent  is  present,  after  which  there  is  a  decrease,  even 
in  the  case  of  quenched  steels,  and  with  3  per  cent  or  more  of 
vanadium  the  steel  is  actually  softened  on  quenching  until 
unusually  high  temperatures  are  reached,  say  about  1300  to 
1400°  C. 

Vanadium  steel  hardenite  has  a  greater  thermal  stability,  or 
power  to  withstand  elevated  temperatures  without  softening  or 
breaking  down  or  separation  of  cementite.  This  property  is 
responsible  for  the  great  improvement  in  high-speed  steels, 
through  the  addition  of  vanadium  to  stand  up  longer  under  the 
high  temperatures  developed  at  the  point  of  the  tool  in  taking 
heavy  cuts  at  high  speed.    Percentages  of  vanadium  as  high  as 
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3.50  have  been  successfully  used  in  high-speed  steel,  and  1.50 
to  2.50  per  cent  are  not  uncommon,  although  only  a  few  years 
ago  the  percentage  ranged  from  0.30  to  0.75,  and  it  was  thought 
that  the  addition  of  over  1  per  cent  gave  very  little  additional 
advantage.  The  improvement  in  high-speed  steel  through  the 
use  of  vanadixmi  has  borne  an  almost  direct  relation  to  the  per- 
centage of  vanadium  present,  and  is  considered  to  be  from  60 
to  100  per  cent. 

In  the  case  of  carbon- vanadium  tool  steel  the  use  of  vana- 
dium has  proved  almost  equally  beneficial,  although  at  present 
only  abbut  0.2  per  cent  of  vanadium  is  used  in  such  steel.  It 
has  a  wider  quenching  range, — that  is,  can  be  heated  higher  with- 
out injury, — ^hardens  deeper,  retains  cutting  edge  longer,  and  is 
very  much  tougher  and  stronger.  A  bar  of  1-per-cent  carbon 
tool  steel  containing  0.25  per  cent  vanadium,  quenched  and  drawn 
back  at  400°  C,  will  bend  90  deg.  without  failure  whereas  a 
similar  steel  without  vanadium  will  bend  only  about  20  or  pos- 
sibly 30  deg.  Comparative  compression  tests  of  such  tool  steels 
with  like  tempering  or  draw  bade  gave  on  l}-in.  cubes,  490,000 
lb.  for  the  vanadium  steel  and  278,000  lb.  for  the  steel  without 
vanadiiun.  For  battering  tools,  such  as  pneumatic  chisels, 
setts,  calking  tools,  rock  drills,  etc.,  vanadium  tool  steel  possesses 
marked  superiority  on  account  of  its  combination  of  hardness, 
strength  and  tou^mess. 

One  of  the  principal  applications  of  vanadium  steel  has 
been  for  steel  castings,  particularly  for  locomotive  frames.  The 
composition  of  the  steel  is  the  same  as  usual  for  such  castings, 
excepting  for  0.15  per  cent  or  more  vanadium.  The  addition  of 
this  small  amount  of  vanadium  increases  the  elastic  limit  of  the 
annealed  castings  25  to  30  per  cent  without  lowering  the  duc- 
tility. The  tensile  strength  is  not  increased  proportionately  in 
the  case  of  thoroughly  annealed  castings,  but  is  usually  10  to  15 
per  cent  greater.  The  following  averages  of  tests  within  the 
same  ranges  of  composition  are  typical: 

Average  Chemical  Composition. 

Carbon,  per  cent 0. 25 

Manganese,  per  cent 0 .  62 

Silicon,  per  cent 0. 27 

Vanadium,  per  cent 0.18 
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Physical  Properties. 

Carbon  Stbbl.  Vanadium  Stsbl. 

Elastic  limit,  lb.  per  sq.  in 36  495  48  210 

Tensile  strength,  lb.  per  sq.  in 73  820  79  930 

Elongation  in  2  in.,  per  cent 27. 3  26.6 

Reduction  of  area,  per  cent 46. 0  48 . 1 

For  reasons  apparent  from  what  has  been  previously  stated, 
vanadium-steel  castings  require  a  somewhat  higher  annealing 
temperature  than  ordinary  steel  castings.  They  are  also  more 
susceptible  to  hardening,  and  therefore  should  be  cooled  slowly 
in  the  annealing  furnace  until  they  have  cooled  below  the  Arl 
point.    The  annealing  temperature  should  be  about  875°  C. 

There  is  a  growing  tendency  to  heat  treat,  quench  and 
temper  steel  castings  for  many  purposes.  Vanadium  steel  is 
much  more  suitable  for  heat-treatment  than  ordinary  steel,  as 
it  hardens  more  on  quenching  and  consequently  much  higher 
physical  properties  can  be  obtained.  Even  air  cooling  from  the 
annealing  temperature,  followed  by  an  annealing  at  a  low  tem- 
perature, greatly  increases  the  elastic  limit  without  affecting  the 
ductility.  One  company  by  this  treatment  meets  the  following 
minimum  physical  requirements  with  vanadimn  steel  of  the 
average  chemical  composition  previously  given: 

Elastic  limit,  lb.  per  sq.  in 65  000 

Tensile  strength,  lb.  per  sq.  in 90  000 

Elongation  in  2  in.,  per  cent 20 

Reduction  of  area,  per  cent.'. 40 

Tests  of  quenched-and-tempered  castings  of  this  same  com- 
position show  as  follows,  the  quenching  and  draw-back  tempera- 
tures being  the  same  for  both  steels: 

Carbon  Stebl.  Vanadium  Stbbl. 

Elastic  limit,  lb.  per  sq.  in 58  630  72  860 

Tensile  strength,  lb.  per  sq.  in 90  630  95  630 

Elongation  in  2  in.,  per  cent 25  26 

Reduction  of  area,  per  cent 52  56 

Water  was  the  quenching  medium. 

For  higher  carbons,  the  advantage  in  favor  of  vanadium 
steel  is  even  greater. 

There  is  also  doubtless  a  great  future  for  vanadiimi-quater- 
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nary-sted  castings,  both  annealed  and  heat-treated— -particu- 
larly the  latter — ^for,  as  in  the  case  of  forged  or  rolled  quater- 
nary steels,  the  improvement  in  the  mechanical  properties  from 
the  presence  of  vanadium  would  be  much  greater  even  than  in 
the  case  of  simple  carbon- vanadium  steel.  The  value  of  vana- 
diimi  in  simple  carbon  forging  steels  has  been  over-shadowed  by 
the  greater  mechanical  properties  of  the  vanadium-quaternary 
steels,  such  as  chrome-vanadium,  yet  they  have  mechanical 
properties  equal  to  those  of  ordinary  3-per-cent  nickel  steel  under 
like  conditions.  Excepting  where  the  very  high  physical  prop- 
erties obtainable  from  quaternary  steels  are  desired,  carbon- 
vanadium  steel  can  be  used  to  advantage,  especially  for  large 
forgings. 

This  steel  presents  fewer  manufacturing  diflBiculties  than 
quaternary  steels.  It  is  less-  liable  to  losses  from  shrinkage 
cracks  and  checks  in  the  ingot,  and  to  heating  and  cooling 
strains  in  the  forging  and  heat-treatment  operations.  It  requires 
no  more  special  care  in  handling  than  ordinary  carbon  steel,  and 
is  worked  with  equal  facility. 

Carbon-vanadium  forging  steel  in  the  normalized  condition, 
which  may  be  described  as  annealed  for  grain  refinement,  has 
physical  properties  superior  to  those  specified  for  heat-treated 
carbon-steel  forgiogs  by  this  Society.  This  simple  treatment 
alone,  therefore,  gives  physical  properties  sufficiently  high  for  a 
great  number  of  forgings  that  would  otherwise  have  to  be 
quenched  and  tempered. 

A  large  field  for  annealed  or  normalized  carbon-vanadium 
steel  is  its  use  for  locomotive  forgings.  It  is  generally  conceded 
that  there  is  need  of  a  steel  of  greater  strength,  not  only  to  meet 
present  conditions,  but  also  to  permit  of  reducing  sections  of 
reciprocating  parts  to  obtain  better  counterbalancing.  To  meet 
this  requirement,  the  railroads  several  years  ago  turned  to  heat- 
treated  carbon  and  heat-treated  alloy  steels,  notably  chrome- 
vanadiiun.  The  use  of  heat-treated  locomotive  forgings  has  not 
proved  altogether  satisfactory  for  a  nimiber  of  reasons.  One 
objection  to  the  use  of  these  forgings  is  the  lack  of  heat-treating 
equipment  ia  most  railroad  shops.  This  operates  particularly 
in  repair  work  where  for  any  reason  the  forging  has  to  be  locally 
heated  to  straighten,  stretch  or  shorten,  destroying  thereby  the 
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Fig.  1.— As  Cast. 


Fig.  2.— Annealed  860°  C. 

Carbon 0. 27  per  cent 

Manganese 0. 54        " 

Silicon 0.29        " 

Open-hearth  Carbon-Steel  Casting  Coupon  (X60). 
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Fig.  S.—As  Cast. 


Fig.  4.— Annealed  860**  C. 

Carbon 0.28  per  cent 

Manganese 0.58        *' 

Silicon 0. 26 

Vanadium 0.16        " 

Open-hearth  Vanadium  Steel  Casting  Coupon  (X60). 
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Fig.  5.— Annealed  800°  C. 

Carton 0. 45  per  cent 

Manganese 0. 48       " 

Open-hbarth  Stbbl  Bar  (X250). 


Fig.  6.— Annealed  790°  C. 

Carbon 0. 34  per  cent 

Manganese 0. 87       " 

Vanadium 0.13       " 

Opbn-hbarth  Vanadium-Stbbl  Bar  (X270). 
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Fig.  7.— Annealed  at  800**  C. 

Carbon 0. 43  per  cent 

Manganese 1 .  30       " 

Open-hbarth  Steel  Bar  (X250). 


Fig.  S.—Annealed  at  800°  C. 

Carbon 0. 47  per  cent 

Manganese 0.90       " 

Vanadium 0.15       " 

Open-hbarth  Vanadium-Steel  Bar  (X250). 
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Fig.  9.— Annealed  800°  C. 

Carbon 0 .  65  per  cent 

Vanadium none 

Crucible  Steel  Bar  (X600). 


Fig.  10.— Annealed  800°  C. 

Carbon 0 .  65  per  cent 

Vanadium 0. 22        " 

Crucible  Vanadium-Steel  Bar  (X600). 
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Tablb  I. — Physical  Properties  of  Carbon-Vanadium  Forging  Steel. 


Gompo- 

■taon, 

fwroent. 


Eindof 


Treatment 


Elastio 

Tensile 

Elonn- 

Limit, 

Strength. 

tionin 

lb.  per 
flq.ln. 

t'^ 

2  in., 
percent 

78000 

102000 

28 

65  000 

86000 

28 

90000 

118000 

25 

85  000 

102500 

22 

03  000 

110000 

24 

100  000 

125  000 

10 

112500 

130000 

19 

115  000 

133850 

19 

118500 

145000 

15 

132500 

160000 

12 

75  000 

102000 

28 

70000 

90000 

28 

00000 

114  000 

22 

02000 

118500 

21 

MOOO 

120500 

23 

85  000 

102000 

26 

07000 

115  000 

28 

100000 

120000 

23 

02000 

119000 

20 

87000 

116000 

20 

05000 

121000 

18 

08000 

135  000 

16 

70000 

108000 

21 

70000 

107000 

22 

75000 

107500 

21 

05000 

120000 

22 

97000 

125  000 

21 

100000 

128000 

21 

117000 

137000 

19 

112  000 

139000 

18 

115  000 

142500 

17 

122000 

136000 

20 

130000 

144  000 

19 

150000 

172  000 

15 

140000 

171000 

11 

68000 

123  000 

16 

52000 

00000 

24 

82  000 

112  500 

23 

70000 

117  000 

16 

54  000 

94  000 

22 

.80000 

115000 

20 

85  000 

131000 

17 

67000 

105  000 

28 

86000 

123  000 

20 

63000 

97000 

24 

64000 

99  500 

23 

65  000 

100000 

23 

ReduA- 

iionof 

Area, 

percent 
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1  The  BrineU  hnrdneaa  numbers  of  this  specimen  were  added  by  Mr.  Norrip  subsequent  to  th#  annual 
See  p.  54.— En. 

i  from  aeroplane  engine  erank  shaft  forged  from  4  by  4-in.  bUlet  cut  from  4  by  16-in.  slab. 
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effect  of  the  original  heat  treatment  and  producing  inequalities 
which  may  result  in  failure.  Probably  no  other  class  of  forgings 
is  subject  to  as  abusive  use  as  locomotive  forgings,  and  under 
such  conditions  ordinary  heat-treated  forgings  have-  5ot  been 
foimd  reliable.  For  these  and  other  reasons  annealed  forgings 
are  preferred.  Consequently,  a  steel  that  could  give  in  an 
annealed  condition  physical  properties  equal  to' or  even  better 
than  those  specified  for  heat-treated  carbon-steel  forgings,  would 
prove  very  desirable. 

Carbon-vanadium  forging  steel  respond^jko  heat  treatment 
in  a  very  superior  manner,  and  in  this  condition  will  meet  the 
requirements  specified  by  the  Society  for  quenched-and-tempered 
nidsiel-steel  forgings.^ 

Table  I  shows  the  physical  properties  of  carbon-vanadium 
forging  steel  under  various  conditions  of  section  and  treatment. 
Figs.  1  to  10,  inclusive,  illustrate  the  marked  influence  of  vana- 
dium on  the  microstructure  of  simple  carbon  steel. 

As  previously  stated,  the  influence  of  vanadiimi  on  the 
mechanical  properties  of  quaternary  steels  is  even  greater  than 
on  simple  or  carbon  steel.  The  best  known  and  most  extensively 
used  of  these,  is  chrome-vanadium  steel,  which  forms  the  subject 
of  Mr.  Griffith's  contribution  to  this  discussion. 

Nickel-vanadiimi  steel,  while  having  possibly  even  higher 
tensile  properties  than  chrome-vanadium  steel,  is  considerably 
more  expensive  and  has  not  been  found  to  meet  all  conditions  as 
satisfactorily  as  chrome-vanadium  steel.  It  does  not  appear  to 
have  as  high  a  resistance  to  shocks  and  repeated  stresses. 

Nickel-chrome-vanadium  steel  has  found  extensive  applica- 
tion in  light  armor  such  as  deck  plate,  gun  shields,  and  armor- 
piercing  projectiles,  where  its  use  has  greatly  improved  the 
efficiency  of  these  materials. 

>  "Standard  Specifications  for  Carbon-Sted  and  Alloy-Steel  FoxKings,"  (Serial  Designation: 
A  18-16).  1916  Book  of  A.&T.M.  Standards,  p.  141. 
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By  F.  J.  Griffiths. 

Better  products  require  better  material,  and  it  was  this 
demand,  created  by  the  need  of  higher-strength  steels,  that  was 
the  fomidation  for  the  impetus  imparted  to  investigational 
activity  in  metallurgical  work  in  this  country. 

This  research  activity  has  proceeded  along  definite  pre- 
scribed channels  and  the  experimental  metallurgist,  like  the 
alchemist  of  olden  days,  engaged  in  this  meritorious  occupation, 
has  contributed  considerably  to  the  progress  of  American  metal- 
lurgy by  the  discovery  of  the  properties  bestowed  upon  iron 
when  alloyed  with  chrome  vanadiimi.  It  is  not  a  little  gratify- 
ing to  contemplate  the  many  problems  which  have  been  sur- 
mounted in  the  production  of  a  chrome-vanadium  steel  of 
general  commercial  value,  and  to  witness  the  growth  of  this 
alloy  steel  through  the  various  stages  of  its  development,  until 
it  has  assumed  such  dimensions  as  to  be  represented  by  a  large 
proportion  of  the  total  tonnage  of  accepted  standard  grades  of 
alloy  steels  manufactured  to-day.  The  enthusiastic  acceptance 
of  this  particular  alloy  steel  by  the  manufacturer  of  important 
parts,  which  are  subject  to  unusual  stresses  is  silent  testimony 
of  the  merits  of  this  quaternary  alloy. 

Chrome-vanadium  steel  holds  the  position  virtually  at  the 
head  of  the  commercial  alloy  steels,  and  owes  this  prestige  to 
the  extremely  wide  range  of  physical  qualities  which  are  capable 
of  being  developed  from  this  metal  by  proper  methods  of  heat 
treatment.  Like  all  alloy  steels  it  is,  as  its  earlier  name  signifies, 
a  special  steel,  meaning  not  only  that  it  is  designed  for  special 
purposes,  but  also,  that  its  preparation  for  the  particular  work 
it  is  called  upon  to  perform  must  be  carried  out  along  certain 
lines  calculated  to  yield  in  the  final  result,  those  qualities  which 
shall  represent  100  per  cent  eflSciency  in  the  final  product. 
Many  specifications  to-day  allow  a  variation  of  1  or  2  per  cent 
in  the  elongation*  and  restrict  also  the  ultimate  strength  and 
yield  point  to  extremely  narrow  limits.  Examination  of  these 
specifications  alone  would  serve  to  show  the  wide  range  of  quali- 
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ties  of  chrome-vanadium  steel,  and  the  absolute  delicate  accu- 
racy with  which  by  proper  management  it  may  be  put  into 
condition  to  perform  its  highest  functions. 

Chrome  vanadium  combines  in  such  a  manner  with  iron, 
that  the  separate  constituents  of  the  final  alloy  produced  cannot 
be  distinguished,  regardless  of  the  methods  selected  to  separate 
them.  Whether  we  adopt  mechanical  means  or  use  the  micro- 
scope under  large  magnification  the  result  is  the  same;  the  dis- 
covery of  a  homogeneous  blending  of  the  allied  elements  which 
defies  detection  of  the  constituent  substances.  This  phenome- 
non indicates  a  quite  strong  combination  between  the  alloying 
elements  and  defines  the  combination  immistakably. 

It  is  generally  recognized  that  when  one  metal  allo3rs  with 
one  or  more  other  metals,  its  properties  are  changed  in  a  remark- 
able manner.  The  fusion  may  be  lowered,  the  hardness  and 
strength  increased,  the  ductility  affected  proportionately  and  the 
transformation  temperatures  raised  or  lowered,  depending  upon 
the  nature  and  characteristics  of  the  alloying  elements.  There- 
fore, by  properly  alloying  a  metal,  the  properties  of  the  resulting 
alloy  may  possess  such  profound  qualities  as  to  render  it  more 
adaptable  for  the  purpose  for  which  it  was  originally  intended. 
It  is  the  endeavor  to  decrease  injurious  properties  and  to  increase 
the  desirable  ones.  For  this  fimdamental  reason,  the  iron  alloys 
have  become  to  a  considerable  extent  standardized.  Those 
better  known  to  metallurgy  and  fabricators  are  the  nickel  and 
nickel-chromixun  steels.  Until  recently,  little  investigation  has 
been  ventured  to  ascertain  the  definite  properties  of  chrome 
vanadium,  and  the  advantages  secured  by  this  alloying  element 
were  relatively  imknown  except  to  a  favorite  few,  who,  through 
their  own  research  work,  acquired  intimate  knowledge  of  the 
characteristics  bestowed  upon  iron  by  the  addition  of  this  alloy. 

Chrome  vanadium  alloys  with  iron  in  all  proportions  and 
affects  the  properties  to  a  marked  degree,  depending  upon  the 
percentage  of  chrome  vanadium  present.  The  qualities  which 
become  inherent  are  influenced  also  more  or  less  proportionately 
by  the  amoimt  of  carbon  contained.  In  this  respect  chrome- 
vanadixun  steel  is  a  special  steel  in  another  sense  of  the  word, 
and  cannot  be  judged  by  the  same  standards  as  the  old  carbon 
steels. 
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The  point  of  view  of  the  examiner  of  the  old  conunercial 
steel  is  always  that  of  the  actual  condition  in  which  the  metal 
exists  as  he  sees  it  before  him,  and  governed  by  the  amoimt  of 
carbon  present.  But  this  point  of  view  has  dtered  gradually 
until  with  chrome-vanadium  steel,  the  carbon  range  permissible 
to  obtain  specific  characteristics  has  become  narrowed.  The 
presence  of  chrome  vanadium  in  steel  intensifies  the  effect  of 
the  carbon  in  all  the  best  qualities  which  it  is  capable  of  pro- 
ducing alone.  These  increases  take  form  not  only  in  physical 
results,  dynamic  strength,  resistance  to  wear,  increased  harden- 
ing power,  lack  of  brittleness,  etc.,  but  also  in  purity,  soundness 
and  homogeneity  of  the  metal.  These  are  the  specific  contri- 
butions which  chrome  vanadium  brings  to  iron  as  compared  to 
the  older  simple  steel. 

Unfortunately,  many  of  these  qualities  eniunerated  have 
no  current  and  accepted  method  of  measurement,  whereby  they 
may  be  offered  on  a  basis  for  comparison.  Figiu-es  may  be,  and 
often  are,  offered  to  show  accurately  the  result  of  comparative 
tests  which  are  intended  as  a  means  of  comparison  of  the  func- 
tions of  a  particular  steel,  but,  ordinarily,  the  test  conditions 
would  vary  so  much  imder  the  manipulation  of  other  experi- 
menters that  no  comparable  results  are  really  obtainable.  In 
any  event,  the  data  submitted  usually  mean  nothing  to  the 
other  man. 

The  property  of  soundness  of  the  casting  and  ingots,  pro- 
duced by  the  use  of  chrome  vanadium,  induces  freedom  from 
occluded  gases  and  greatly  increases  the  desirable  physical 
qualities  of  the  forgings  subsequently  made  from  this  steel,  such 
as  strength,  ductility  and  resilience.  These  desirable  properties 
are  amply  proved  not  only  from  the  results  obtained  from  tests, 
but  also  from  the  more  vital  trial  of  actual  use.  The  user  of  an 
alloy  steel  is  concerned  entirely  with  what  ultimate  qualities  the 
metal  is  capable  of  developing,  regardless  of  the  experience  with 
which  he  may  have  previously  contended. 

According  to  the  old  view  and  judging  from  the  results  of 
tests  chrome-vanadiiun  steel,  as  rolled  or  annealed,  may  appear 
to  be  a  worthless  product.  It  may  have,  as  in  examples  to  be 
given  later,  a  percentage  of  elongation,  reduction  of  area,  elastic 
limit  and  ultimate  strength  corresponding  to  simple  carbon 
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steel.  Stress  is  laid  on  this  particularly,  because  there  is  still 
a  large  and  unreasonable  prejudice  in  certain  quarters  against 
the  use  of  steels  which  have  to  be  put  in  special  condition,  or 
more  plainly,  heat  treated,  before  they  are  capable  of  doing  their 
best  work.  Of  course,  as  we  all  know,  this  feeling  is  largely 
giving  way  before  the  splendid  performance  which  steels  of  this 
character  are  offering  in  service,  and  given  sufficient  time,  the 
special  steels  themselves  will  demonstrate  the  unsoundness  of 
this  objection,  based  largely  upon  the  limitations  of  the  older 
simple  carbon  steels. 

In  order  to  place  the  foregoing  more  definitely  before  you, 
in  figures  rather  than  in  words,  your  attention  is  invited  to  the 
sub-joined  tests,  which  are  in  no  sense  exceptional.  They  have 
been  selected  almost  at  random  from  records  merely  for  the 
purpose  of  illustration.  You  will  note  that  they  cover  briefly 
four  classes  of  chrome-vanadium  steel,  as  follows: 

1.  A  steel  with  a  composition  of  about  0.31  per  cent  of 
carbon,  0.95  per  cent  of  chromiimi  and  0.14  per  cent  of  vanadium; 

2.  A  steel  of  0.42  to  0.49  per  cent  of  carbon,  approximately 
1.10  per  cent  of  chromium,  and  0.15  per  cent  of  vanadium; 

3.  High-carbon  chrome-vanadium  steel  of  a  composition  of 
0.98  per  cent  of  carbon,  1.06  per  cent  of  chromium  and 
0.12  per  cent  of  vanadium;  and 

4.  Low-carbon  chrome-vanadium  steel  of  an  analysis  suit- 
able for  most  structural  purposes,  namely,  carbon,  0.24  per  cent; 
manganese,  0.69  per  cent;  chrome,  1.10  per  cent,  and  vanadium, 
0.15  per  cent. 

It  is  to  be  regretted  that  while  we  are  engaged  on  extensive 
tests  of  the  third  class  of  material  mentioned,  our  experi- 
mental data  are  not  at  present  available  for  use  here.  How- 
ever, the  extreme  softness  and  ductility  of  this  steel  in  the 
annealed  condition  may  be  noted  from  the  one  example  given. 
This  result  is  rather  surprising  in  view  of  the  high-carbon  con- 
tent present.    Table  I  gives  results  of  tests  on  these  steels. 

After  an  examination  of  these  results,  which  are  concerned 
only  with  the  simplest  quenching  and  drawing  treatments,  little 
comment  is  needed  to  draw  attention  to  what  might  be  termed 
the  versatility  of  chrome-vanadium  steel.  One  comment,  how- 
ever, based  upon  a  practical  consideration  and  not  upon  theory, 
may  well  be  made  here.    Test  results  such  as  these  just  presented 
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Table  I. — Physical  Properties  of  Steels  of  Various  Chemical 
Compositions. 
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are  valuable  only  in  so  far  as  they  are  recognized  for  what  they 
are,  namely,  test  results.  They  represent,  it  is  true,  what  it  is 
possible  to  do  with  the  metal  when  it  is  in  the  finished  state, 
but  they  do  not  necessarily  represent  what  the  qualities  of  the 
metal  in  the  final  product  will  be,  if  the  heat  treatment  is  carried 
on  imder  exactly  the  same  conditions  as  those  which  obtain  in 
the  tests.  When  it  comes  to  question  of  heat  treatment  of  the 
final  product,  the  conditions  must  of  necessity  be  altered  some- 
what, and  the  treatment  of  each  class  of  articles  then  becomes 
a  special  problem.  This  should  not  be  considered  in  the  light 
of  admission  on  the  part  of  the  steel  manufacturer;  it  should  be 
rather  conceded  as  the  principle  by  which  he  is  most  willing 
to  work. 

One  of  the  principal  effects  produced  in  steel  by  the  addi- 
tion of.  chrome  vanadium,  is  to  raise  the  temperature  at  which 
the  carbides  dissolve  in  the  iron,  and  the  temperature  at  which 
they  are  precipitated  out  of  solution.  This  elevation  of  the 
solution  temperature  is  quite  noticeable,  the  carbon  content 
aflfecting  this  temperature  but  slightly.  In  connection  with  the 
question  of  the  position*  of  the  critical  ranges  of  chrome- vanadimn 
steel,  Figs.  1,  2,  3  and  4  show  both  the  heating  and  cooling 
curves  obtained  by  means  of  a  Leeds  &  Northrup  transformation- 
point  apparatus.  Upon  reference'  thereto,  a  quite  remarkable 
characteristic  is  demonstrated.  The  peak  of  each  curve  on 
heating  occurs  between  770  and  793°  C.  and  the  greatest  exten- 
sion of  the  cooling  curve  is  found  to  branch  out  at  about  695°  C, 
These  curves,  taken  with  the  Leeds  &  Northrup  apparatus 
mentioned  above,  indicate  the  temperature  relationship  between 
the  sample  being  tested  and  a  uniformly  heating  body  heated 
together  in  the  same  furnace.  In  the  chart  the  actual  tempera- 
tures are  plotted  as  abscissas  and  the  temperature  differences 
as  ordinates.^  The  temperature  differences,  however,  are  not 
given  definite  values  in  degrees  in  these  curves  inasmuch  as 
this  is  taken  care  of  by  the  instrument  itself,  which  is  specifically 
designed  to  record  tMs  difference  autographically.  These  four 
steels  have  respective  carbon  contents  of  0.18,  0.22,  0.49,  and 


>  la  the  chart  plotted  by  the  instrument  the  actual  temperatures  are  ordlnates  and  the 
temperature  differences  abscissas,  but  for  convenience  of  publication  this  arrangement  has 
been  reversed,  as  noted  above. — ^Bd. 
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1.05  per  cent,  with  varying  chromium  and  vanadium  contents. 
They  show  the  wide  transformation  ranges  at  the  high  tempera- 
tures characteristic  of  this  alloy.  It  will  be  noted  that  the  range 
of  temperature  intervening  between  the  completion  of  the  upper 
transformation  on  heating  and  the  completion  of  the  lower 
transformation  on  cooling  is  approximately  as  follows: 

Chrome-vanadium  steel  with  0. 1 8  per  cent  of  carbon  —  183*  C. 
If  u  u       u   Q22    "     "    "       "     ....  170' C. 

"  "  "        "   0.49    "     "    "       "     ....  138* C. 

"  "  "        "    1.05    "     "    "        "     ....  100* C. 

Figs.  1  to  4,  inclusive,  furnish  conclusive  evidence  that  when 
chrome  vanadium  is  added  to  steel,  it  raises  the  critical  points 
on  heating  above  the  corresponding  carbon-steel  temperatures, 
but  on  cooling  the  critical  point  is  considerably  depressed,  roughly 
in  proportion  to  the  maximum  temperature  from  which  the  steel 
is  cooled.  The  higher  the  maximiun  temperature  reached  the 
lower  the  critical  range  will  be  on  cooling.  This  fact  serves  to 
show  the  slowness  with  which  the  structural  changes  occur  in 
this  aUoy  and  the  additional  time  required  for  the  transforma- 
tion to  be  effected  completely. 

It  is  imnecessary  to  point  out  the  practical  utility  in  com- 
mercial practice  of  working  with  a  steel,  in  which  this  slow  rate 
of  transformation  can  be  taken  advantage  of  by  the.  use  of  higher 
temperatures  without  resulting  injury  to  the  product,  and  also 
by  the  fact  that  the  steel  can  stand  exposure  at  these  higher  tem- 
peratures without  the  attendant  harmful  effects  characteristic 
of  other  steels  subjected  to  the  same  conditions.  In  fact,  chrome 
vanadium  seems  to  attain  its  greatest  combination  of  desirable 
qualities  at  higher  treatment,  temperatures  than  would  be 
expected  from  the  location  of  its  critical  range,  due  principally. 
to  the  greater  length  of  time  necessary  to  dGfect  the  complete 
transformation  of  its  constituents  into  a  uniform  and  homo- 
geneous solid  solution.  This  point  is  emphasized  because  certain 
other  commercial  alloy  steels,  although  excellent  in  many 
respects,  have  very  narrow  limits  of  annealing  and  hardening 
temperatures,  and  therefore  require  unusual  care  in  their  treat- 
ment, a  slight  deviation  from  the  correct  temperatures  resulting 
unsatisfactorily. 

A  single  quenching  and  drawing  treatment,  as  we  have  seen 
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from  the  tests  submitted,  is  sufficient  for  general  purposes  to 
effect  complete  refinement  and  hardening  of  chrome-vanadiimi 
steel.  This  characteristic  of  simplicity  in  treatment  obviously 
insures  a  high-grade  product  imder  ordinary  commercial  condi- 
tions, and  when  compared  with  the  double  and  triple  heat  treat- 
ments required  for  the  refinement  of  other  alloy  steels,  the  econ- 
omy presented  is  obvious.  These  properties,  possessed  only  by 
the  chrome-vanadium  alloy,  characterize  this  steel  as  a  material 
universally  applicable  for  any  commercial  requirement.  They 
also  simplify  ihe  treating  instructions  necessary  to  successfully 
handle  alloy  steel  of  this  chemical  composition.  One  heat- 
treating  specification  is  adaptable  for  any  carbon  analysis, 
whether  the  steel  is  destined  for  case-hardening  purposes  or  for 
oil-treating  for  gears  and  cones,  etc.  It  has  been  foimd  by  expe- 
rience that  a  temperature  of  775°  C,  which  is  suitable  for  harden- 
ing a  case-hardening  steel  and  still  retain  desirable  toughness 
of  the  core,  can  also  be  employed  for  hardening  oil-treated  parts. 

The  lower-carbon  chrome-vanadium  steels  are  apparently 
pearlitic  in  nature  and,  as  such,  possess  the  increased  strength 
and  hardness  resulting  from  the  effect  of  the  special  elements, 
in  producing  a  ferrite  of  superior  strength,  subsequently  result- 
ing in  a  more  dense  and  improved  pearlite.  With  the  increase  in 
the  carbon  and  alloy  contents,  this  steel  becomes  more  or  less 
cementitic  and  it  is  probably  this  quality  which  demands  the 
use  of  higher  temperatures  than  usual  in  treatment  in  order  to 
produce  complete  absorption  of  its  component  parts. 

The  quality  of  chrome-vanadium  steel  often  described  as 
"tough  hardness"  is  one  of  its  especially  desirable  properties, 
and  is  due  probably  to  the  somewhat  finer  and  denser  structure 
of  the  microscopic  constituents,  and  to  their  more  uniform  dis- 
tribution. This  effect  is  obtained  not  only  through  the  actual 
influence  of  the  chromium  and  vanadium  as  component  parts 
of  the  alloy,  but  also  to  the  influence  of  the  combination  of  both 
of  these  elements  in  producing  in  the  molten  metal  a  condition 
of  purity  and  freedom  from  gases,  and,  therefore,  subsequently 
forming  a  metal  which,  at  the  time  when  the  structural  dianges 
occur,  is  in  the  best  possible  condition  for  these  changes  to  take 
place,  that  is,  in  the  highest  form  in  which  the  alloy  composi- 
tion renders  it  possible. 
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We  have  found  then  from  the  foregoing  remarks,  substan- 
tiated by  conclusive  tests,  that  chrome-vanadium  steel  can  be 
truly  described  as  a  universal  steel.  With  the  carbon  present 
in  variable  amounts,  almost  any  physical  property  desired  can 
be  secured.  It  is  adaptable  for  case  hardening  where  the  carbon 
should  not  exceed  0.20  per  cent.  For  axle  shafts,  etc.,  where 
nominal  strength  is  essential;  for  oil-treated  gears  and  vana- 
dium springs,  where  great  resilience  and  resistance  to  repeated 
shock  is  required;  for  dies,  where  surface  hardness  and  tough- 
ness must  both  be  present;  for  drills,  etc.,  where  wear-resisting 

Table  II. — ^Results  of  Tests  on  Chrome-Vanadium  Steels. 


SpedmoiNo. 

YkM 

Point, 

lb.  per  aq.  in. 

Tennle 
lb.  per  sq.  in. 

peroent. 

Reduetbn 
ofAwa, 
percent. 

Brinen 

HardflMi 

No. 

1 

162820 
160180 
160840 
169620 
164480 
161000 
164670 
168920 
146690 
146700 
146080 
148620 

172860 
172000 
172000 
171680 
164760 
162240 
166160 
168  690 
162790 
166860 
167790 
168090 

14 

14 

16 

14.6 

14 

14 

16 

16 

16 

16 

16.6 

16.6 

49.7 
49.6 
40.9 
46.9 
62.4 
65.7 
62.8 
64.0 
66.6 
66.7 
66.8 
66.8 

418 

2 

418 

1 

887' 

4 

876 

5 

864 

6 

364 

7 

864 

8 

851 

9 

840 

10 

840 

11 

821 

12 

832 

qualities  and  lack  of  potential  brittleness  is  necessary;  for  cones 
and  racewa)^  of  bearings,  which  must  possess  a  glass-hard  sur- 
face, accompanied  with  proportionate  toughness  to  prevent 
checking  and  cracking  under  the  stresses  imposed,  chrome- 
vanadium  steel  is  employed  to  advantage. 

The  adaptability  of  chrome-vanadium  steel  is  general,  and 
where  strength  and  hardness  and  resistence  to  fatigue  properties 
are  the  prerequisite,  there  is  a  chrome-vanadium  steel  for  the 
ptupose.  When  the  steel  is  case  hardened,  a  glass-hard  surface 
and  tough  fibrous  core  is  easily  obtained.  These  properties  are 
obtained   without   complex    treatment,    consisting    of    simple 
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quenching,  with  reheating  and  quenching.  For  other  heat- 
treated  parts,  a  simple  heating,  quenching  and  drawing  gives  a 
steel,  relatively  so  tough  and  strong,  that  it  is  unlike  any  other 
hardening  alloy  steel.  Chrome-vanadium  steel  is  a  universal 
alloy  steel  and  stands  forth  unmistakably  as  the  master  alloy. 

Table  II  gives  results  of  tests  made  by  a  large  automobile 
manufactiurer  using  chrome-vanadium  steel  for  principal  parts. 
The  tests  given  represent  those  made  from  0.30  to  0.40-per-cent 
carbon  chrome-vanadium  steel  used  for  axle  shafts,  and  demon- 
strate results  that  are  secured  from  routine  practice.  The  uni- 
form strength  exhibited  supplies  incontestible  testimony  of  the 
dependable  qualities  inherent  in  this  analysis  steel  when  treated 
in  commercial  quantities. 
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Discussion  on  Nickel. 

Mr.  Henry  M.  Howe  (by  letter). — The  quantity  of  carbide  Mr.  Howe, 
in  solution  in  any  hardened  carbon-iron  alloy  is  so  extremely 
small  that  I  doubt  whether  we  can  reasonably  assign  to  it  any 
appreciable  weight  in  influencing  the  tensile  properties.  Slight 
irregularities  in  the  curves  such  as  Mr.  Abbott's,  shown  in 
his  Fig.  1,  are  not,  I  think,  more  than  should  be  expected  from 
the  intermingling  of  two  components  such  as  ferrite  and  cement- 
ite,  having  such  very  different  properties.  Should  we,  for 
instance,  be  surprised  to  learn  that  a  variation  in  the  proportion 
.  of  sand  and  cement  in  concrete  produced  a  straight-line  variation 
in  the  properties  of  the  concrete? 

Discussion  on  Silicon. 

Mr.  C.  W.  Burrows. — In  Mr.  Ruder's  paper,  the  follow-  Mr.  Burrows, 
ing  statement  referring  to  percentages  of  silicon  between  2  per 
cent  and  a  trace  appears:  "The  silicon  merely  acts  as  a  diluent 
causing  a  steady  drop  in  saturation  value  and  permeability  and 
an  increase  in  coercive  force."  The  first  two  statements  are 
obvious,  but  I  cannot  see  why  an  increase  in  coercive  force 
should  be  an  indication  that  the  silicon  is  a  diluent. 

Mr.  W.  E.  Ruder. — In  answer  to  Mr.  Burrows'  question,  Mr.  Ruder. 
I  would  say  that  in  my  opinion  anything  added  to  iron  as  an 
alloying  element  which  does  not  increase  the  grain  sise  will 
increase  the  coercive  force;  and  any  material  or  compound,  such 
as  slag,  carbon,  or  sonims,  that  is  in  solution,  or  mixed  with  the 
steel,  will  increase  the  coercive  force.  Another  reason  for  that 
statement  is  the  general  fact  that,  although  there  are  exceptions, 
anything  which  decreases  the  permeability  increases  the  hys- 
teresis, and,  consequently,  the  coercive  force. 

Mr.  R.  R.  Abbott  {by  letter),— Mr.  Ruder  says  that  the  Mr.  Abbott, 
strength  of  pure  iron  is  increased  from  38,000  to  about  90,000  lb. 
per  sq.  in.  by  4  per  cent  of  silicon.    It  may  be  interesting  to  note 

(45) 
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Mr.  Abbott  that  my  formulas  for  the  eflFect  of  silicon  on  pure  iron  give  a 
calculated  value  of  93,480  lb.  per  sq.  in.  for  a  4-per-cent  silicon 
alloy,  which  agrees  closely  with  Mr.  Ruder's  figures.  My 
formulas  give  an  elastic  limit  for  a  4-per-cent  silicon  steel  of 
62,500  lb.  per  sq.  in.  However,  I  am  not  entirely  in  accord  with 
Mr.  Ruder's  figures  for  reduction  of  area  and  elongation,  as  my 
formulas  give  for  2.5  per  cent  of  silicon  a  drop  in  percentage  of 
reduction  from  72.5  to  61.0  and  a  drop  in  percentage  of  elonga- 
tion from  46.5  to  36.5. 

Mr.  Ruder  states  that  carbon  steels  containing  0.2  to  0.4 
per  cent  of  silicon  are  used  for  automobile  springs.  The  ordinary 
type  of  silicon  steel  used  for  automobile  springs  contains  from 
1.8  to  2.2  per  cent  of  silicon. 

Mr.  Rttder.  Mr.  Ruder  (Author^ s  closure  by  letter), — Referring  to  Mr. 
Abbott's  discussion,  I  wish  to  say  that  the  figures  which  I  gave 
for  the  mechanical  properties  of  iron-silicon  alloys  were  intended, 
not  as  specific  values,  but  only  to  indicate  the  general  effect, 
of  silicon.  Mr.  Yensen's  values,  referred  to  in  the  paper,  show 
that  for  pure  annealed  alloys  the  ultimate  strength  is  91,600  lb. 
per  sq.  in.  at  4.44  per  cent  silicon,  or  about  86,000  lb.  at  4  per 
cent.  Other  investigators  have  given  values  of  from  76,000  to 
87,000  lb.  None  have  exceeded  this  last  value.  It  would 
appear,  therefore,  that  Mr.  Abbott's  calculated  value  of  93,480  lb. 
per  sq.  in.  is  rather  high. 

Actual  figures  for  reduction  of  area  show  a  decrease  from 
81  to  75  per  cent  for  2.5  per  cent  of  silicon.  Again  referring  to 
Mr.  Yensen's  results,  he  finds  that  there  is  an  immediate  rise 
in  value  to  about  90  per  cent,  this  value  persisting  until  about 
2.5  per  cent  of  silicon  is  added.  Other  investigators  testing  less 
pure  alloys,  give  curves  which  fall  more  or  less  regularly  from 
72-70  to  25  per  cent  for  2.5  per  cent  of  silicon.  These  latter  val- 
ues will  be  foimd  to  correspond  more  closely  with  Mr.  Abbott's 
calculations.  In  percentage  elongation  the  values  are  55  to 
45  per  cent  at  2.5  per  cent  of  silicon.  Mr.  Yensen  here  gives  a 
drop  from  58  to  45  per  cent  for  2.38  per  cent  of  silicon.  Paglianti, 
Baker  and  Hadfield  give  values  varying  from  45-47  to  18-38 
per  cent.  These  figures  again  agree  with  those  calculated  by 
Mr.  Abbott  more  closely  than  those  obtained  on  purer  materials. 
With  regard  to  the  amoimts  of  siUcon  used  for  springs. 
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it  is  true  that  specifications  for  silico-manganese  steels,  for  Mr.  Rnder. 
example,  call  for  ^con  as  high  as  2  per  cent. 

Discussion  on  Vanadium. 

Mr.  Abbott. — ^Mr.  Norris  states  that  a  vanadium  steel  Mr.  Abbott, 
containing  cementite  does  not  readily  occur  as  thin  plates  in 
the  pearlite  but  in  a  granular  or  sorbitic  condition.  My  experi- 
ence has  been  that  whenever  we  wish  to  obtain  a  particularly 
good  example  of  lamellar  pearlite  we  carbonize  a  chrome- 
vanadium  steel  and  cool  it  slowly.  Whether  the  chrome  or  the 
vanadium  causes  the  more  perfect  formation  of  lamellar  pearlite 
is  not  important,  however;  the  presence  of  the  vanadium 
certainly  in  this  case  at  least  does  not  prevent  the  formation  of 
this  perfect  lamellar  pearlite. 

Mr.  Norris  states:  "Yet  they  (vanadium-carbon  steels) 
have  mechanical  properties  equal  to  those  of  ordinary  3-per- 
cent nickel  steel."  This  is  evidently  a  mistake  unless  I  misun- 
derstand the  statement.  Certainly  a  steel  containing  in  the 
neighborhood  of  0.2  per  cent  of  vanadium  is  not  the  equal  in 
physical  properties  of  a  3-per-cent  nickel  steel  of  the  same  com- 
position otherwise. 

The  physical  properties  given  by  Mr.  Norris  in  Table  I  of 
his  paper  are  practically  what  we  get  in  a  steel  corresponding  to 
the  chemical  composition  given,  even  if  the  vanadium  is  not 
present.  The  higher  physical  properties  shown  in  this  table 
over  the  ordinary  carbon  steel  woidd  appear  to  be  due  almost 
entirely  to  the  use  of  a  high  percentage  of  manganese.  The 
ordinary  carbon  forging  stock  has  a  manganese  content  of  about 
0.50  per  cent.  The  steels  given  in  Mr.  Norris'  Table  I  have  a 
manganese  content  of  about  0.90  per  cent  and  a  vanadium  con- 
tent of  about  0.14  per  cent.  These  steels  therefore  contain 
nearly  twice  as  much  manganese  as  the  ordinary  forging  steel. 
Now  the  relative  effects  of  vanadium  and  manganese  upon  the 
physical  properties  of  steels  vary  with  the  heat  treatment.  Con- 
sider a  single  example:  In  annealed  steels  the  tensile  strength 
is  increased  approximately  210  lb.  per  sq.  in.  by  0.01  per  cent  of 
vanadium  and  150  lb.  per  sq.  in.  by  0.01  per  cent  of  manganese; 
therefore  the  annealed  steels  in  this  table  owe  13,500  lb.  per 
sq.  in.  of  their  tensile  strength  to  the  manganese  present  and 
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Mr.  Abbott  2940  lb.  per  sq.  in.  to  the  vanadium;  or  considering  the  effect 
of  only  that  amount  of  manganese  in  excess  of  the  amount 
normally  present  in  ordinary  forging  steel  this  excess  manganese 
has  added  6000  lb.  per  sq.  in.  to  the  tensile  strength.  In  Fig.  1 
I  have  given  the  physical  results  obtained  from  two  steels  of 
practically  the  same  chemical  contents,  except  that  one  has  an 
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excess  of  manganese  and  no  vanadium  while  the  other  contains 
vanadium. 

Vanadium,  weight  for  weight,  is  more  powerful  in  increasing 
the  physical  properties  of  annealed  forging  steels,  than  any  other 
of  the  common  elements  found  in  ordinary  steels  excepting  car- 
bon (and  phosphorous  in  small  amounts);  however,  the  small 
amounts  which  are  normally  used  exert  no  remarkable  effect 
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upon  the  physical  properties.  This  statement  is  also  true  in  gen-  Mr.  Abbott 
eral  for  heat-treated  steels.  As  an  example:  considering  the 
effect  of  the  same  amounts  of  the  various  elements  upon  the 
tensile  strength  of  annealed  steels  with  carbon  contents  less 
than  0.45  per  cent  and  calling  the  effect  of  vanadium  unity,  we 
have  the  following  table: 

Carbon 4.19 

Vanadium 1.00 

Silicon 0. 76 

Manganese 0. 70 

Nickel 0.20 

Chrome 0.17 

This  table  represents  the  variations  only  when  the  normal 
amounts  of  these  elements  are  present. 

Mr.  E.  O'C.  Acker. — I  wish  to  take  issue  with  Mr.  Norris  Mr.  Acker, 
on  the  last  paragraph  of  his  paper,  in  which  he  says:  ^'Nickel- 
chrome- vanadium  steel  has  found  extensive  application  in  light 
armor,  such  as  deck  plate,  gun  shields,  and  armor-piercing  pro- 
jectiles, where  its  use  has  greatly  improved  the  eflSdency  of  these 
materials."  The  best  armor-piercing  projectiles  being  furnished 
to-day  contain  no  vanadium;  they  are  made  of  chrome-nickel 
steel.  The  two  manufacturers  who  stand  at  the  head  of  the  list 
in  the  quality  of  their  projectiles  do  not  use  vanadium  at  present, 
nor  have  they  ever  used  it.  A  similar  condition  exists  in  regard 
to  the  light  armor  of  which  Mr.  Norris  speaks,  which  is  called 
special  treatment  steel  in  the  Navy  specifications.  This  steel 
to-day  is  being  made  without  vanadium  by  several  manufac- 
turers, and  in  the  last  three  weeks  I  witnessed  the  ballistic  testing 
of  a  plate  4  in.  thick,  which  was  equal  to  any  chrome-m'ckel- 
vanadium  plate  of  the  same  dimensions  I  have  ever  seen  tested, 
and  sui)erior  to  many  of  them. 

It  is  extremely  unlikely  from  the  evidence  that  the  addi- 
tion of  vanadium  to  chrome-nickel  steel  has  '*  improved  the  effi- 
ciency of  these  materials." 

Mr.  G.  L.  Norris. — Replying  to  Mr.  Abbott's  criticisms  I  Mr.  Norrii. 
would  say  that  his  description  of  how  he  produces  specimens  of 
lamellar  pearlite  from  chrome-vanadium  steel  confirms  rather 
than  disproves  the  statement  that  vanadium  containing  cemen- 
tite  does  not  readily  occur  as  thin  plates  in  the  pearlite,  but  in  a 
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Mr.  Nonis.  granular  or  sorbitic  condition.  His  specimens  were  not  "readily  " 
produced,  but  were  the  result  of  an  unusual,  slow  and  drastic  treat- 
ment. By  "readily  "  I  mean  under  the  ordinary  and  usual  condi- 
tions that  steel  is  handled.  This  characteristic  of  vanadiimi 
cementite  was  first  mentioned  by  J.  O.  Arnold,  and  has  been 
noted  by  a  number  of  subsequent  investigators  since.  It  is  char- 
acteristic of  pure  iron  carbide  or  cementite  to  form  thin  plates^ 
and  beautiful  specimens  of  lamellar  pearlite  can  generally  be 
obtained  from  0.40  to  0.60-per-cent  carbon-steel  bars  as  rolled. 

I  have  found  that  in  general  the  statement  that  simple 
carbon-vanadium  forging  steels,  such  as  I  have  described,  are 


Table  I. 

Teit 
No. 

Carbon, 
per 
eenu 

Man. 
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M             M 

Tert  No.  1.—R.R.  Abbott 
"     -  2.— FlanneryBlDtCo. 
**     '*  8.— M.A.Ainmon,WUl?e-OTcrbiodCo. 
**     "  4.— R.R.  Abbott.  A-WMdiiifft.  Am.  8oe.Mech.Bncn..  1915. 
"  Noe.  6  and  6w— Bethlehem  Steel  Co. 

equal  to  "ordinary"  3-per-cent  nickel  steels  is  correct,  with  the 
possible  exception  of  when  drawn  back  at  very  low  temperatures. 
The  tests  given  in  Table  I  are  in  confirmation  of  this. 

I  believe  that  the  elastic  limit  given  in  the  first  test  of  test 
No.  1  must  be  wrong,  as  the  elastic  ratio  is  considerably  greater 
than  in  the  second  test  of  the  same  steel  with  a  lower  draw  back 
or  temper.  Assuming  the  same  elastic  ratio  for  the  first  test  as 
was  obtained  in  the  second  test,  0.867,  which  is  about  what  it 
should  be,  the  elastic  limit  would  be  94,500  lb.  per  sq.  in.,  which 
I  believe  is  more  nearly  correct. 

The  tests  of  the  vanadium  steel  are  not  as  high  as  if  made 
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on  as  small  a  section  as  in  the  case  of  the  nickel  steels  and  hence  Mr.  Norris. 
do  not  show  to  as  great  an  advantage  as  they  otherwise  would. 

Recent  tests  of  the  vanadium  steel  just  compared  with  the 
nickel  steel  in  the  form  of  helmets  shows  it  to  be  superior  to 
3j-per-cent  nickel  steel  imder  the  ballistic  tests. 

Relative  to  Mr.  Abbott's  remark  that  the  physical  proper- 
ties which  I  give  for  the  carbon- vanadium  forging  steels  are  due 
almost  entirely  to  the  manganese,  and  that  the  small  amounts  of 
vanadium  normally  used  exert  no  remarkable  effect,  I  would 
submit  the  tests  given  in  Table  II.  I  would  also  mention  that 
several  forging  concerns  are  using  simple  carbon  forging  steel  of 
ordinary  analysis  to  which  about  0.08  per  cent  of  vanadium  has 

Table  II. 
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"     **  4.— M.  A.  AmmoB,  WnijFa-OretlaBd  Co. 
*'     *«  5.-CamefieStedCo. 


been  added  and  are  very  well  satisfied  that  the  steel  has  been 
materially  improved  thereby. 

The  test  from  the  li-in.  round  bar  does  not  show  as  high 
physical  properties  as  if  treated  in  a  |-in.  section  like  the  steel 
with  which  it  is  compared.  Here  we  find  that  the  vanadium  steel 
with  0.87  per  cent  manganese  is  equal  to  a  simple  steel  with  1.61 
per  cent  manganese,  or  that  0. 13  per  cent  vanadium  is  equivalent 
to  0.74  per  cent  manganese,  and  not  0.20  per  cent  according  to 
Mr.  Abbott.  Or  instead  of  being  1 J  times  more  powerftd,  vana- 
dium is  apparently  5.7  times  more  powerful  than  manganese. 

I  maintain  from  my  own  experience  and  that  of  others  that 
the  small  amounts  of  vanadium  normally  present  in  steels  do 
have  a  very  great  effect  on  the  physical  properties.    This  has  been 
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Mr.  Norrit.  SO  thoroughly  established  and  generally  accepted  during  the  past 
ten  or  more  years  that  it  seems  strange  to  have  Mr.  Abbott  take 
this  stand,  while  at  the  same  time  admitting  that  '^vanadiiun, 
weight  for  weight,  is  more  powerful  in  increasing  the  physical 
properties  of  annealed  forging  steels  than  any  other  of  the  com- 
mon elements  found  in  ordinary  steels  excepting  carbon." 

Mr.  Acker's  remarks  about  the  use  of  vanadium  in  armor- 
piercing  projectiles  and  thin  armor  plate  amount  to  a  general 
denial  that  it  is  used  for  these  purposes.  Owing  to  Mr.  Acker's 
connection  with  one  of  the  largest  producers  of  such  material 
in  this  country,  I  am  naturally  placed  in  a  somewhat  embar- 
rassing position.  However,  I  propose  to  show  that  Mr.  Acker 
is  mistaken. 

In  Table  III  arfr  given  analyses  of  recently  manufac- 

Table  III. 
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tured  12  and  14-in.  armor-piercing  projectiles  by  three  concerns 
in  this  country,  including  the  company  with  which  Mr.  Acker  is 
connected,  which  show  that  vanadium  is  used  for  this  purpose. 
Most  of  the  bullet-proof  steel,  gun-shield  steel,  made  in  this 
country  and  England,  and  I  believe  prior  to  the  war  in  Germany 
also,  is  to  the  following  typical  analysis: 


Carbon 0. 37  per  cent. 

Manganese 0.35 

Nickel. ... .-. 3.30 

Chromiiun 1.15 

Molybdentim. t^ 0. 25 

Vanadium 0. 25 
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Recent  analyses  of  gun-shield  steel  from  four  makers  in  this  Mr.  Nonit. 
country  shows  vanadium  present  in  all  cases  and  ranging  from 
0. 18  to  0.24  per  cent.  Thousands  of  helmets  for  the  English  army 
have  been  made  from  nickel-chrome-molybdenum- vanadium  steel 
of  the  gun-shield  composition,  and  the  following  analysis  of  a 
German  helmet  shows  that  they  have  a  similar  steel: 

Carbon 0. 396  per  cent. 

Manganese 0.34  " 

Nickel 4.11 

Chromium 1.22  " 

Vanadium 0. 24  " 

According  to  a  recent  issue  of  The  Iron  Age,  there  was 
exported  during  the  eleven  months  ending  May,  1 9 1 7, 2,42 1 ,072  lb. 
of  ferro-vanadium.  I  am  positive  from  my  knowledge  of  the 
destination  of  a  lot  of  this  ferro-vanadium  that  much  of  it  was 
used  in  the  manufacture  of  spedal-treatment  steel  or  deck  plate. 

It  is  evident  that  foreign  governments  like  England  and 
Italy  using  these  plates  consider  that  vanadium  improves  them, 
for  it  was  only  after  extensive  tests  that  they  went  from  nickel- 
chrome  to  nickel- chrome- vanadium  steel.  It  is  reasonable  to 
suppose  that  imder  the  present  financial  stress. they  would  not 
stand  the  additional  expense  of  vanadium  if  the  plates  were  not 
better  through  its  use. 

I  believe  that  the  analyses  and  other  information  above  con- 
firms the  paragraph  to  which  Mr.  Acker  takes  exception. 

Mr.  Howe  {by  Utter). — ^If  Mr.  Norris  cotdd  give  us  the  Mr.  Howe. 
Brinell  hardness  data  for  the  specimens  represented  in  his 
Table  I,  that  would  increase  the  value  of  the  table  greatly. 

The  value  of  the  paper  could  be  increased  further  by  show- 
ing graphically  the  influence  of  the  drawing  temperature  on  the 
several  series  of  specimens  quenched  and  tempered,  Table  I. 

There  is  a  striking  contrast  between  Fig.  1  and  3  in  that 
the  latter  lacks  the  prominent  Wiedmannstattian  straight 
beams  of  ferrite  conmion  in  unannealed  carbon-steel  castings. 
But  even  in  the  latter  these  beams  are  often  lacking  from  many 
parts  of  the  specimen  and  even  from  many  fields  of  the  given 
section,  so  that  some  parts  of  the  specimen  may  be  like  his 
Fig.  1  and  others  like  his  Fig.  3.    Would  he  kindly  tell  us  whether 
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Mr.  Howe,  these  Wiedmannstattian  beams  are  wholly  laddng  from  such 
vanadium  steel,  or  whether  they  are  merely  less  common,  and 
if  the  latter,  can  he  get  any  notion  of  about  how  much  less 
common  they  are? 

Mr.  Fay.  Mr.  Henry  Fay  (by  letter), — ^I  have  read  with  extreme 

interest  the  paper  of  Mr.  Norris  on  the  effect  of  vanadium  on 
steel,  and  believe  the  idea  of  presenting  papers  of  this  kind  an 
excellent  one.  There  is,  however,  one  important  thing  missing 
in  this  paper  and  that  is  the  references  to  the  sources  of  informa- 
tion. Those  of  us  who  are  in  the  business  of  transmitting  knowl- 
edge to  others  are  often  asked  for  the  original  papers  on  which 
our  statements  are  founded,  and  it  would  be  a  great  help  if  we 
knew  how  much  of  this  paper  could  be  traced  to  other  sources 
than  Mr.  Norris'  extended  experience. 

Much  of  the  literature  of  vanadium  steels  is  confusing 
because  the  steels  referred  to  have  also  contained  chromium  and 
it  is  very  difficult  to  believe  that  vanadium  confers  all  of  the 
wonderful  properties  and  chromium  none.  It  seems  to  me  that 
we  should  make  a  sharp  distinction  between  vanadium  steels 
and  chrome-vanadium  steels,  and  if  Mr.  Norris  c^  help  us  in 
this  line  he  will  be  doing  a  great  ser\ice. 

Mr.  Nonii.  Mr.  Norris  {Author* s  closure  by  letter). — In  reply  to  Mr. 
Howe,  I  regret  that  I  cannot  supply  the  Brinell  hardness 
numbers  for  all  of  the  tests  for  Table  I  in  my  paper,  as  hard- 
ness measurements  were  made  only  on  the  li-in.  round  bars  at 
the  head  of  the  table.     These  hardness  niunbers  are  as  follows: 

Trxatiixnt  Brinbll  Hardnbss. 

As  rolled 228 

Annealed  800"  C 187 

Oil  Q.  and  T.,  900/600**  C 241 

Oil  Q.  and  T..  875/600'*  C 

Water  Q.  and  T.,  845/600"  C 248 

Water  Q.  and  T.,  845/565"  C. . 274 

Water  Q.  and  T.,  845/540"  C 272 

Water  Q.  and  T.,  845/510"  C 282 

Water  Q.  and  T.,  845/455"  C 319 

Water  Q.  and  T.,  845/400"  C. 351 

In  general  the  Wiedmannstattian  structure  is.  absent  in 
vanadium-steel  castings.  It  may  occasionally  occur,  but  I 
believe  such  occiurence  would  be  exceptional. 
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In  reply  to  Mr.  Fay's  criticism  of  lack  of  definite  references  Mr.  Nonis. 
to  original  sources  of  information  madfe  use  of,  I  can  only  plead 
in  extenuation  the  very  short  and  much  interrupted  time  in 
which  I  had  to  prepare  my  contribution  to  this  topical  discus- 
sion. The  most  important  of  these  references  to  vanadium 
steels  I  have  given  in  the  following  list.  I  have  included  in  this 
list  only  references  to  simple  or  ternary  vanadium  steel. 

It  is  not  my  intention,  nor  I  believe  of  any  competent  per- 
son, to  claim  that  vanadium  confers  all  the  wonderful  properties 
on  steel  and  chromium  or  other  alloying  metals  none.  The 
presence  of  vanadium  increases  the  properties  of  such  steels  very 
greatiy,  and  this  increase  is  brought  about  by  a  relatively  minute 
amount  of  vanadium,  usually  only  about  0.15  per  cent. 

Refbrencbs: 

J.  O.  Arnold,  Reports  to  The  Alloy  Syndicate,  Ltd.,  and  The  New  Vana- 
dium Alloy,  Ltd.,  London,  1900  and  1902. 

J.  O.  Arndd,  "Record  of  the  Discovery  of  the  Influence  of  Vanadium  on 
Steel,"  Journal,  Iron  and  Steel  Inst.,  1915;  comprises  above  reports. 

J.  O.  Arnold,  "Iron,  Vanadium  and  Carbon  in  Steel;  Their  Chemical 
and  Mechanical  Relations,"  Journal,  Iron  and  Steel  Inst.,  1912. 

Capt.  Nicolardot,  "Le  Vanadium,"  1904. 

L.  Guillet,  "The  Use  of  Vanadium  in  Metallurgy,"  Journal,  Iron  and 
Steel  Inst.,  1905. 

L.  Guillet,  "Les  Acier  Speciaux,"  1906. 

L.  Guillet,  "Etude  Industrielle  des  les  Alliages  Metallique,"  1906. 

Paul  Putz,  "Der  Einfluss  des  Vanadins  auf  Eisen  imd  Stahl,"  Metallurgie, 
1906. 

Walter  Geisen,  "The  Special  Steels  in  Theory  and  Practice,"  Journal, 
Iron  and  Steel  Inst.,  Carnegie  Fellowship  Memoirs,  1909. 

A.  M.  Portevin,  "Contribution  to  the  Study  of  the  Special  Ternary 
Steels,"  Journal,  Iron  and  Steel  Inst.,  Carnegie  Fellowship  Memoirs,  1909. 

Andrew  McWilliam  and  Ernest  Barnes,  "Influence  of  Vanadiimi  on 
Steels  of  Varying  Carbon  Contents,"  Journal,  Iron  and  Steel  Inst.,  1911. 

W.  H.  Hatfield,  "Influence  of  Vanadium  upon  the  Physical  Properties 
of  Cast  Iron,"  Journal,  Iron  and  Steel  Inst.,  1911. 

Discussion  on  Chrome  Vanadium. 

Mr.   Abbott. — ^Mr.    Griffiths   states   that   chrome-vana-  Mr.  Abbott, 
dium  steel  stands  forth  unmistakably  as  a  master  alloy.     I 
will  produce  in  nine  times  out  of  ten,  as  good  or  better  physical 
results  with  a  plain  nickel  or  a  chrome-nickel  steel,  than  can  be 
done  with  the  ordinary  chrome-vanadium  steel. 
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Mr.  Darke.  Mr.  J.  M.  Darke. — I  should  like  to  inquire  as  to  the  size 

of  the  test  pieces  used  by  Mr.  Griffiths. 

Mr.  Griffiths.  Mr.  F.  J.  GRIFFITHS. — ^The  Standard  2-in.  test  piece  recom- 
mended by  this  Society  was  used  in  the  experiments  described. 
The  specimens  are  not  threaded,  however,  and  inasmuch  as  we 
use  wedge  grips  in  our  testing  machine,  the  total  length  of  the 
test  piece,  including  the  turned  and  unturned  portions,  is  approx- 
imately 18  in. 

In  response  to  the  query  about  the  specific  usqs  to  which 
certain  alloy  steels  may  be  put  and  the  fact  that  their  particular 
qualities  seriously  limit  their  complete  usefulness  in  fields  out- 
side of  those  to  which  they  are  particularly  adapted,  I  will  state 
that  at  our  plant,  where  we  are  making  all  grades  of  alloy  steel, 
we  do  not  have  this  feeling  towards  chrome  vanadium.  We  con- 
sider, I  might  say,  that  chrome  vanadium  is  not  designed  to  be 
best  for  certain  specific  uses  but  has  rather  been  proved  to  be 
specifically  best  for  all  uses.  As  we  have  said  elsewhere,  for 
every  general  conmiercial  purpose  there  is  a  suitable  type  of 
chrome-vanadium  steel.  I  have  no  desire  to  make  these  state- 
ments seem  too  broad  to  be  credited,  but  I  think  there  need  be  no 
uncertainty  in  regard  to  the  reasonable  grounds  which  they 
are  intended  to  cover.  Of  course  I  do  not  mean  to  say  that  it  is 
advisable  to  use  chrome-vanadium  steel  in  places  where  the 
properties  of  ordinary  carbon  steel  are  sufficient  to  ensure  a 
satisfactory  performance  of  the  required  duty,  nor  am  I  speaking 
of  such  ultra-special  requirements  as  are  necessary  in  the  case, 
for  example,  of  self-hardening  high-speed  steel. 

General  Discussion. 

Mr.  Howe.  Mr.  Howe  {by  letter). — ^These  papers  as  a  whole  seem  to 

bear  out  an  opinion  which  I  have  long  held,  that  the  chief 
merit  of  the  pearlitic  alloy  steels  over  plain  carbon  steel  is 
due  to  the  sluggishness  of  coalescente  caused  by  the  alloying 
element,  whether  manganese,  nickel,  chromium,  or  vanadium. 
This  leads  to  the  presence  of  sorbite  instead  of  pearlite.  These 
alloy  steels,  as  for  instance  chrome-vanadiimi  (page  41),  can 
be  worked  at  a  relatively  high  temperature  without  being  unduly 
coarsened,  the  coarsening  being  simply  one  form  of  coalescence. 


Digitized  by  VjOOQIC 


Discussion  on  Alloy  Steels.  57 

Again  vanadium  steel  castings  can  be  given  a  higher  annealing  Mr.  Howe, 
tonperature  than  those  of  carbon  steel  (page  24),  thus  effacing 
better  the  solidificational  heterogeneousness,  without  undue 
coarsening.  In  general,  the  finer  the  structure  the  better  the 
quality,  irresoluble  sorbite  being  best,  then  sorbitic  pearlite, 
then  lameDar  pearlite,  then  divorced  pearlite,  and  last  of  all 
granular  pearlite.  So,  too,  with  the  pro-eutectoid  element 
present,  the  ferrite  or  cementite.  The  finer  it  is  the  better  is  the 
quality. 

A  striking  example  of  this  advantage  is  its  enabling  us  to 
lessen  the  cooling  stresses,  while  still  getting  the  sorbitic  state 
by  restricting  the  coalescence.  Thus  an  oil  cooling  or  even  an 
air  cooling  may  give,  in  an  alloy  steel,  the  fineness  of  structure 
which  in  the  case  of  carbon  steel  could  be  had  only  by  water 
quenching,  with  its  attendant  severe  stresses  and  danger  of 
cracking.  And  after  quenching  or  air  cooling,  such  stresses 
as  have  been  caused  can  be  relieved  more  completely  than  in 
carbon  steel  without  losing  the  irresoluble  sorbitic  state,  because 
the  alloy  steel  can  be  drawn  at  a  higher  temperature,  and  thus 
with  more  complete  relief  of  stress,  than  a  carbon  steel,  for  like 
degree  of  coalescence  of  the  ferrite  and  the  cementite. 

This  line  of  thought  gives  force  to  the  words  of  Mr.  Abbott 
in  this  discussion,  that  some  of  the  merit  of  the  vanadium  steel 
forgings  of  Mr.  Norris'  Table  I  must  be  referred  to  their  high 
manganese  content. 

One  is  inclined  to  suspect  that,  in  the  pearlitic  state,  these 
alloy  steels  are  in  large  part  interchangeable,  and  that  the  true 
line  of  inquiry  for  learning  the  relative  value  of  the  alloying 
elements  is  to  trace  their  relative  quantitative  effect  in  restraining 
coalescence  under  like  conditions. 
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ANNEALING  TEMPERATURES  AND   GRAIN 
GROWTH.^ 

By  b.  J.  McAdam,  Jr. 

sum:m:ary. 


This  paper  describes  some  observations  and  experiments  on 
"Admiralty  metal"  and  on  cold-wrought  ingot  iron. 

The  structures  of  improperly  annealed  tubes  are  illustrated 
and  described.  Results  of  annealing  experiments  are  also 
given. 

The  ingot  iron  was  given  a  preliminary  treatment  to  produce 
small  grain  size.  It  was  then  reduced  in  thickness  by  varying 
amounts  and  annealed  at  temperatures  varying  from  900  to 
1570°  F.  Photomicrographs  of  typical  structures  are  shown. 
The  results  are  summarized  in  a  table. 

For  ingot  iron  imder  these  conditions,  there  is  apparently 
a  "recrystallization  range"  of  temperature,  extending  from  about 
900  to  1475®  F.  In  this  recrystallization  range,  the  grain  size 
for  any  definite  amount  of  previous  deformation  seems  to  be 
independent  of  the  temperature,  and  to  depend  only  on  the 
amount  of  deformation.  The  smaller  the  deformation,  however, 
the  higher  the  temperature  necessary  to  produce  recrystallization. 

There  is  also  a  "coalescence  range"  extending  from  about 
1475°  F.  to  the  Ac3  point.  Within  this  range  there  is  coalescence 
of  the  "active"  grains  as  well  as  recrystallization  of  cold  wrought 
metal. 

The  eflFects  of  impurities  are  also  discussed. 

>  This  ]>aper  is  presented  by  permission  of  tiie  Secretary  of  tiie  Navy. — Eo. 
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ANNEALING  TEMPERATURES  AND  GRAIN 
GROWTH.! 

By  D.  J.  McAdam,  Jr. 

The  following  paper  describes  the  microstructures  produced 
m  metals  by  various  degrees  of  cold  working,  followed  by  anneal- 
ing at  various  temperatures.  These  experiments  were  carried 
out  in  connection  with  certain  tests  at  the  U.  S.  Naval  Engineer- 
ing Experiment  Station,  Annapolis,  Md. 

In  these  experiments,  the  writer  claims  no  originality  of 
method  or  theory.  The  subject  of  cold  working  and  subsequent 
recrystallization  and  grain  growth,  has  been  studied  during  the 
last  few  years  by  a  number  of  investigators  and  much  light  has 
been  thrown  on  the  behavior  of  metals  imder  such  conditions. 
It  seemed  possible,  however,  that  a  description  of  additional 
experiments  along  this  line  might  be  of  suflident  value  to  be  put 
on  record.  For  this  reason  a  description  of  certain  experiments, 
with  photomicrographs  of  the  typical  structures  produced,  has 
been  incorporated  in  the  present  paper.  An  incomplete  bibliog- 
raphy of  the  literature  on  this  subject  is  given  at  the  end  of 
the  paper. 

The  writer's  attention  was  drawn  to  this  subject  as  a  result 
of  observation  of  the  microstructure  of  certain  condenser  tubes. 
It  is  well  known  that  such  material  is  produced  by  repeated  cold 
drawing  followed  each  time  by  annealing.  In  this  process,  the 
varying  amoimts  of  reduction  in  the  diflFerent  passes,  followed  by 
varying  temperatures  and  time  of  annealing,  give  possibilities 
of  wide  variation  in  the  final  microstructure  of  the  tubes. 

The  tubes  in  question  were  of  the  composition  known  as 
"Admiralty  metal."  They  had  about  70  per  cent  of  copper, 
29  per  cent  of  zinc  and  1  per  cent  of  tin.  The  microstructure  of 
such  material  consists  of  but  one  constituent,  the  "alpha" 
solid  solution. 

Figs.  1  and  2,  Plate  I,  show  respectively  the  structiu-e  of  a 
good  and  of  a  defective  condenser  tube  as  received  for  examina- 

*This  paper  !•  presented  by  permlision  of  the  Secretary  of  the  Navy. — Ed. 
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Fig.  1. — Good  Tube,  as  Received. 


Fig.  2.— Defective  Tube,  Fig.  3.— Defective  Tube,  Annealed 

as  Received.  30  Min.  at  750**  P. 


Fig.  4. — Good  Tube,  Annealed  Fig.  5. — Defective  Tube,  Annealed 

30  Min.  at  1050**  F.  30  Min.  at  1050**  P. 

Plate  I. — Condbnsbr  Tubes,  Admiralty  Metal  (XlOO). 
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don.  The  defective  tube  had  developed  longitudinal  cracks 
near  the  ends.  The  structure  of  the  good  tube  consists  of  fine, 
equiaxed  grains  of  the  "alpha"  solid  solution.  The  structure 
of  the  defective  tube  consists  of  two  kinds  of  grains:  (l)  large 
distorted  grains  showing  the  effects  of  cold  working,  and  (2)  much 
smaller  grains  occurring  chiefly  on  the  boimdaries  of  the  coarse 
grains.  Evidently  this  tube  at  the  end  of  the  annealing  was 
still  in  process  of  recrystallization.  The  small  grains  seen  in 
Fig.  2  are  the  active,  developing  grains,  while  the  large  distorted 
grains  are  the  inert,  broken-down  grains. 

Fig.  3,  Plate  I,  shows  the  effect  of  annealing  the  defective 
tube  for  30  minutes  at  750°  F.  It  can  be  seen  that  the  small 
grains  have  increased  at  the  expense  of  the  coarse  grains,  thus 
nearly  obliterating  the  original  distorted  structure.  Figs.  4  and  5 
show  the  effect  of  annealing  both  tubes  at  1050®  F.  for  30  minutes. 
Recrystallization  and  coalescence  has  taken  place,  so  that  both 
tubes  now  consist  of  moderate  sized,  equiaxed  grains. 

The  above  illustrations  show  the  value  of  the  microscope  in 
checking  the  processes  of  manufacture  of  such  cold-worked 
material  and  determining  when  the  annealing  has  been  properly 
done.  After  the  above  experiments  had  been  carried  out,  the 
writer's  attention  was  called  to  the  exhaustive  work  of  Professor 
C.  H.  Mathewson  on  "The  Recrystallization  of  Cold-Worked 
Alpha  Brass  on  Annealing."^  A  study  of  the  results  and  con- 
clusions there  given  was  found  of  great  help  in  additional  work 
along  this  line. 

Experiments  with  Ingot  Iron. 

For  studying  the  laws  of  deformation,  recrystallization  and 
grain  growth,  various  metals  were  used  by  the  writer.  The 
results  obtained  with  ingot  iron,  however,  are  the  only  ones 
available  at  the  present  time.  The  ingot  iron  was  obtained 
from  the  American  Rolling  Mill  Co.,  in  the  form  of  1-in. 
square  bars. 

For  applying  cold  work  in  a  fairly  definite  degree  a  300,000-lb. 
testing  machine  was  used  in  compression.  The  amount  of  cold 
work  has  been  expressed  in  percentage  reduction  in  thickness  of 
the  material. 


>  BMeiiH,  Am.  Inst.  Min.  Eogn.,  Janiutiy.  1916. 
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Since  the  material  as  received  was  rather  coarse  grained, 
and  since  Z.  Jeffries^  has  pointed  out  that  fine-grain  material  is 
usually  most  suitable  for  studying  the  laws  of  grain  growth,  the 
ingot  iron  was  given  a  preliminary  treatment  for  the  purpose  of 
producing  a  fine-grain  structure.  It  was  reduced  about  80  per 
cent  in  thickness  and  annealed  for  30  minutes  at  1300®  F.  The 
structure  thus  produced  is  practically  as  shown  in  Fig.  6, 
Plate  II. 

The  plates  of  metal,  about  i  in.  thick,  were  now  given 
various  reductions  in  thickness  by  the  method  described  above. 
The  reductions  were  from  0  to  60  per  cent  in  intervals  of  5  per  cent. 

The  various  specimens  were  then  cut  into  smaller  pieces  and 
annealed  at  the  temperatures  and  for  the  times  given  in  Plates 
II  to  IX.  For  annealing  the  spedmens  an  electrically  heated 
muflBe  furnace  was  used.  The  furnace  was  brought  to  the 
desired  temperature  and  the  specimens  were  then  inserted. 
Since  the  specimens  were  small,  the  time  required  to  reach  the 
desired  temperature  was  not  over  ten  minutes  in  each  case. 
The  microstructures  thus  produced  are  illustrated  in  these 
figures  at  a  magnification  of  100. 

The  phenomena  as  regards  recrystallization  are  simunarized 
in  Table  I.  In  this  table,  the  letters  /,  G,  R  and  C  refer  to 
the  condition  of  the  metal  at  the  end  of  the  annealing  process. 
Metal  represented  by  the  letter  /  is  still  in  the  "inert"  or  uncirys- 
tallized  condition.  The  letter  G  represents  the  "germinant" 
condition  or  partially  recrystallized  metal;  R  represents  the 
completely  reoystallized  condition,  and  C  represents  the  "coales- 
cent"  condition  which  was  found  in  this  metal  at  a  temperature 
above  1475°  F. 

These  conditions  will  now  be  described  somewhat  in  detail; 
In  Plate  II,  Figs.  6  to  9,  inclusive,  show  that  the  metal  is  in  its 
inert,  unrecrystaUized  condition.  Up  to  and  including  25  per 
.  cent  reduction,  the  annealing  at  900®  F.  for  8j  hours  has  pro- 
duced no  apparent  eflFect.  In  the  specimens  that  have  received 
greater  reduction,  as  shown  in  Figs.  10  and  11,  examination  will 
show  that  many  new  grains  have  formed  in  the  midst  of  the 
elongated,  distorted  grains.  The  recrystallization,  however,  was 
evidently  incomplete  at  the  end  of  this  annealing  period.     In 

>  BuOsHn,  Am.  Inst.  Min.  Engn.,  May,  1916;  abo,  "Grain  Growth  Phenomona  in  Metala." 
Ibid.,  Novwnber,  1916. 
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regard  to  Fig.  10  it  may  be  said  that  it  does  not  represent  the 
average  structxire  of  that  specimen  of  metal,  but  shows  the 
structure  found  in  certain  regions  near  the  outer  surface.  In 
these  experiments  it  was  frequently  noticed  that  recrystalliza- 
tion  was  more  advanced  near  the  outer  surface  than  in  the 
interior  of  a  specimen. 

Annealing  at  a  sKghtly  higher  temperature,  and  for  a 
longer  time,  as  shown  in  Plate  III,  has  produced  much  more 


Tablb  I.— Summary 

OF  Results  Obtained  with  Ingot  Iron 
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conspicuous  results.  The  first  two  specimens,  Figs.  12  and  13, 
show  no  evidence  of  recrystallization.  In  Figs.  14,  15  and  16, 
however,  new  "genninant"  grains,  as  Henry  M.  Howe*  has 
called  them,  are  visible  in  the  midst  of  the  "inert"  grains.  In 
Fig.  16,  the  recrystallization  appears  to  be  nearly  complete. 
In  the  more  highly  reduced  specimens,  shown  in  Fig.  17,  the 
recrystallization  is  complete. 

Annealing  at  a  still  higher  temperature,  1000°  F.,  as  shown  in 
Plate  IV,  has  caused  germination  of  some  grains  in  the  material 
that  has  received  15  per  cent  reduction.  Recrystallization, 
however,  is  not  complete  below  about  30  per  cent  reduction. 

»  "Oa  Gfain  Growth."  BuOsUn,  Am.  Inrt.  Mia.  Bogra.,  Dooember,  1916. 
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In  the  iron  that  was  annealed  at  1050°  F.,  though  the  tune 
of  annealing  was  short,  the  recrystallization  of  the  15  per  cent 
material  was  nearly  complete.  Fig.  26,  Plate  V,  shows  that 
large  *'germinant"  grains  have  absorbed  most  of  the  small 
"inert"  grains.  The  recrystallization  was  also  incomplete  in 
the  iron  that  had  received  20  per  cent  reduction.  For  greater 
reductions,  the  recrystallization  is  complete. 

Annealing  at  1100°  F.  has  started  recrystallization  in  the 
material  that  was  reduced  10  per  cent.  Below  20  per  cent 
reduction,  however,  the  recrystaUization  is  incomplete.  The 
influence  of  non-metallic  indusions  is  especially  noticeable  in 
Fig.  32,  Plate  VI,  and  in  Fig.  26  of  Plate  V.  The  recrystalliza- 
tion has  proceeded  most  freely  in  regions  fairly  free  from  these 
inclusions. 

Annealing  for  4  hours  at  1275°  F.,  as  shown  in  Figs.  36  to  41, 
Plate  VII,  has  produced  a  more  advanced  stage  of  recrystalliza- 
tion especially  noticeable  in  the  specimens  that  received  10  and 
15  per  cent  reductions.  Annealing  at  1450°  F.,  as  shown  in 
Figs.  43  and  44,  Plate  VIII,  has  nearly  completed  the  recrys- 
tallization of  the  specimen  that  had  received  10  per  cent  reduc- 
tion, and  has  entirely  completed  the  recrystallization 'of  the 
15-per-cent  specimen. 

Recrystallization  Range. — It  is  worthy  of  note  that  the  above 
described  annealings,  at  temperatures  from  950  to  1450°  F., 
inclusive,  have  produced  approximately  the  same  grain  size  in 
metal  having  the  same  reduction  of  area.  For  example.  Figs. 
33,  39  and  45  show  approximately  the  same  grain  size.  As 
shown  by  the  corresponding  photomicrographs,  the  grain  size 
for  each  degree  of  reduction  beyond  30  per  cent  seems  to  be 
nearly  independent  of  the  temperature  of  annealing,  for  tem- 
peratures between  about  950  and  1475°  F.  The  only  apparent 
effect  of  varying  the  temperature  from  950  to  1475°  is  to  cause 
recrystallization  at  progressively  less  amounts  of  deformation. 

Deformed  ingot  iron,  therefore,  between  about  900  and 
1475°  F.  behaves  as  if  it  contained  nuclei  or  germs  of  recrys- 
tallization, the  number  of  these  nuclei  depending  on  the  degree 
of  deformation  of  the  metal.  Slightly  deformed  iron  contains 
few  nuclei,  while  iron  that  has  received  a  large  amoimt  of 
deformation  contains  many  nuclei. 
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Fig.  6. — Reduction  5  per  cent. 


Fig.  7. — ^Reduction  15  per  cent. 


Fig.  8. — ^Reduction  20  per  cent. 


Fig.  9. — Reduction  25  per  cent. 


Fig.  10. — Reduction  30  per  cent.  Fig.  11. — ^Reduction  60  per  cent. 

Platb  II.— Ingot  Iron,  Annealed  8}  Hours  at  900**  F.  (XlOO). 
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Fig.  12. — Reduction  5  per  cent.  Fig.  13. — ^Reduction  15  per  cent. 


Fig.  14. — ^Reduction  20  per  cent.  Fig.  15. — ^Reduction  25  per  cent. 


Fig.  16. — Reduction  30  per  cent.  Fig.  17. — Reduction  40  per  cent. 

Platb  III. — Ingot  Iron,  Annbalbd  16  Hours  at  950"*  F.  (XlOO). 
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Fig.  18. — ^Reduction  5  per  cent.  Fig.  19. — ^Reduction  10  per  cent. 


Fig.  20. — ^Reduction  15  per  cent.  Fig.  21. — ^Reduction  20  per  cent. 


Fig.  22. — ^Reduction  25  per  cent.  Fig.  23.— Reductioir  30  per  cent. 

PLAtE  rv.— Ingot  Iron,  Annealed  8}  Hours  at  1000**  F.  (XlOO). 
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Fig.  24. — Reduction  5  per  cent.  Fig.  25. — ^Reduction  10  per  cent. 


Fig.  26. — Reduction  15  per  cent.  Fig.  27. — ^Reduction  20  per  cent. 


Fig.  28. — Reduction  25  per  cent.  Fig.  29. — Reduction  50  per  cent. 

Plate  V. — Ingot  Iron,  Annealed  2  Hours  at  1050**  F.  (XlOO). 
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Fig.  30. — ^Reduction  5  per  cent.  Fig.  31. — Reduction  10  per  cent. 


Fig.  32. — Reduction  15  per  cent.  Fig.  33. — Reduction  20  per  cent. 


Fig.  34. — ^Reduction  25  per  cent.  Fig.  35. — Reduction  40  per  cent. 

Platb  VI. — Ingot  Iron,  Annealed  9  Hours  at  1100*"  F.  (XlOO). 
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Pig.  36. — Reduction  5  per  cent.  Fig.  37. — Reduction  10  per  cent. 


Pig.  38. — Reduction  15  per  cent.  Pig.  39. — ^Reduction  20  per  cent. 


Pig.  40. — Reduction  30  per  cent.  Pig.  41. — Reduction  60  per  cent. 

Plate  VII.— Ingot  Iron,  Annealed  4  Hours  at  1275**  P.  (XlOO). 
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Pig.  42. — ^Reduction  5  per  cent.  Fig.  43. — Reduction  10  per  cent. 


Pig.  44. — ^Reduction  15  per  cent.  Fig.  45. — Reduction  20  per  cent. 


Pig.  46. — ^Reduction  30  per  cent.  FiG.  47. — Reduction  60  per  cent. 

Platb  VIII.— Ingot  Iron,  Annealed  2i  Hours  at  1450**  F.  (XlOO). 
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Fig.  48. — Reduction  5  per  cent.  Fig.  49. — ^Reduction  10  per  cent. 


Fig.  50. — Reduction  15  per  cent.  Fig.  51. — Reduction  20  per  cent. 


Fig.  52. — Reduction  30  per  cent.  Fig.  53. — Reduction  60  per  cent. 

Plate  IX. — Ingot  Iron,  Annealed  2i  Hours  at  1570°  F.  (XlOO). 
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Variations  of  grain  size  in  recrystallized  ingot  iron  (and 
probably  also  in  other  metals  within  certain  temperature  limits) 
seem  to  depend  merely  on  the  number  of  nuclei.  Few  nuclei 
mean  large  grain  size;  many  nuclei  mean  small  grain  size  in  the 
recrystaUized  metal.  Progressively  higher  temperatures,  there- 
fore within  the  above  defined  limits,  will  not  cause  increased 
grain  size  for  the  same  amount  of  deformation,  but  will  permit 
reciystallization  of  progressively  less  deformed  material. 

"Coalescence^^  Range. — ^The  range  of  temperature  between 
about  900  and  1475°  F.,  therefore,  may  be  called  the  recrystalliza- 
tion  range  for  ingot  iron.  Experiments  have  shown  that  within 
this  range,  littie  or  no  coalescence  of  the  "active"  grains  is 
caused  by  annealing  for  seven  hours  or  less.  Above  about 
1475°,  however,  the  phenomena  of  coalescence  of  the  active 
grains  begin  to  be  noticed.  Annealing  for  seven  hours  at  1500° 
was  found  to  cause  slight  coalescence.  Annealing  for  only 
2i  hours  at  1570°  F.,  as  shown  in  Figs.  48  to  53,  Plate  IX,  has 
caused  grain  growth  for  all  degrees  of  reduction.  A  comparison 
of  Plates  VIII  and  IX  will  make  this  evident.  The  range  of 
temperature  between  about  1475°  F.  and  the  Ac3  transformation 
point,  therefore,  may  be  called  the  "coalescence"  range  for 
ngot  iron. 

Effect  of  Non-Metallic  Inclusions  and  of  Slight 
Variation  in  Composition. 

There  is  no  doubt  that  non-metallic  inclusions  exert  a 
retarding  effect  on  the  recrystaUization  of  ingot  iron.  In  addi- 
tion to  this  retarding  effect,  these  "sonims"  probably  exert  a 
considerable  effect  on  the  number  of  "germinative  nuclei." 
It  is  possible  that  such  foreign  objects  may  increase  the  num- 
ber of  such  nuclei,  thus  producing  smaller  grain  size  in  the 
completely  recrystallized  material.  Whatever  may  be  the 
theoretical  explanation,  it  may  be  said  that  the  practical  effect 
of  such  "impurities"  is  as  if  they  had  merely  altered  the  num- 
ber of  nuclei  of  recrystallization.  This  statement  applies  to 
soluble  as  well  as  insoluble  impurities. 

Conclusions. 

For  cold-wrought  ingot  iron  the  "recrystaUization  range" 
of  temperature  extends  from  about  900  to  1475°  F.     Within 
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this  range  the  metal,  annealed  as  above  described,  behaves  as 
if  it  contained  recrystaliization  nuclei.  The  number  of  these 
nuclei  seems  to  depend  merely  on  the  amoimt  of  deformation  of 
the  metal.  Small  deformation  produces  few  nuclei,  large 
deformation  produces  many  nuclei.  The  grain  size  of  the 
reoystallized  material,  therefore,  after  any  definite  degree  of 
deformation,  is  independent  of  the  temperature,  and  depends 
only  on  the  amoimt  of  previous  deformation.  The  smaller  the 
deformation,  however,  the  higher  the  annealing  temperature 
necessary  to  produce  recrystaliization. 

From  about  1475°  F.  to  the  Ac3  transformation  point,  there 
is  for  iron  a  "coalescence  range,"  in  which  not  only  recrystaliiza- 
tion of  cold  wrought  metal  takes  place,  but  also  coalescence  of 
the  "active"  grains.  In  the  "coalescence  range,"  therefore, 
there  is  grain  growth  after  any  degree  of  deformation. 

These  conclusions  seem  to  be  established  for  ingot  iron  of 
originally  small  grain  size,  annealed  as  above  described.  To 
determine  how  far  they  apply  to  other  material,  additional 
experiments  would  be  necessary. 
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DISCUSSION. 


Mr.  Henry  M.  Howe. — This  paper  is  extremely  welcome  Mn  Howe, 
as  giving  results  of  the  wealth  of  systematic  observations. 

The  most  important  contribution  is  the  evidence  of  the 
marked  acceleration  of  grain  growth  above  about  700°  C. 

Table  I  conforms  to  Chappell's  law^  that  the  re-aystalliza- 
tion  temperature  is  inversely  as  the  prior  plastic  deformation. 

Most  of  the  grain  growths  reported  in  the  paper  appear  to 
be  of  the  normal  slow  type  as  distinguished  from  the  injurious 
gross  coarsening  to  which  plastically  deformed  metal  is  subject. 
According  to  the  hypothesis  of  Professor  Jeffries  such  coarsening 
occurs  at  the  contact  of  inert  and  germinant  grains,  the  germinant 
grain  absorbing  the  inert  one  readily,  and  gaining  thereby  in 
absorptive  power  because  of  its  increased  size.  Any  given  grain 
becomes  germinant  on  reaching  a  certain  germinative  tempera- 
ture, which  is  the  lower  the  greater  the  prior  deformation  has 
been.  On  the  other  hand,  the  rapidity  of  grain  growth  here,  as 
under  other  conditions,  increases  with  the  temperature. 

An  analysis  of  this  hypothesis  leads  us  to  infer  that,  in  the 
absence  of  a  strain  gradient,  coarsening  requires  the  coexistence, 
first,  of  such  contact  between  germinant  and  inert  grains,  the 
former  being  necessarily  the  hotter  of  the  two  in  the  absence  of  a 
strain  gradient;  and  second,  of  a  temperatiure  movement  past 
the  germinant  temperature  for  the  strain  in  question,  slow  enough 
to  enable  certain  individual  grains  to  retain  for  a  long  period 
their  advantage  of  being  germinant  while  in  contact  with  inert 
ones,  the  length  needed  for  this  period  being  inversely  as  the 
prior  strain. 

The  presence  of  a  strain  gradient  may  either  increase  or 
decrease  the  rate  of  coarsening.  But  it  increases  the  liability 
to  coarsening,  because,  whereas  in  its  absence  there  is  only  one 
temperature  at  which  coarsening' can  occur,  and  whereas  this 
temperature  is  likely  to  be  passed  through  in  the  heating  and 
cooling  too  slowly  to  permit  much  growth  to  occur  at  it,  the 

« Jomnti,  Iron  «ad  Steel  Inst..  VoL  I.  p.  473.  «ad  Fig.  9.  PUte  XIV  (1914). 
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Mr.  Howe,  presence  of  a  strain  gradient  substitutes  for  such  a  single  tem- 
perature a  range  of  temperature,  at  any  point  in  which  a  properly 
slow  temperature  movement  should  induce  coarsening. 

The  temperature  movement  in  most  annealings  is  of  the 
type  shown  in  the  accompanying  figure.  It  is  only  during  the 
part  of  the  annealing  between  A  and  B  that  the  temperature 
movement  is  slow  enough  to  give  long  exposure  to  any  given 
single  temperature,  such  as  the  germinative  temperature  in  a 
uniformly  strained  sheet.  But  if  there  is  a  strain  gradient 
covering  a  wide  range  of  strain,  and  causing  thus  a  wide  range  of 
temperature  every  point  in  which  is  the  germinative  temperature 
of  part  of  the  sheet,  then  the  chance  that  the  part  AB  oi  this 
annealing  will  occur  somewhere  in  this  germinative  range  is  far 
greater. 

In  view  of  this  consideration,  it  may  well  be  that  it  is 


Time 
Fig.  1. 

Mr.  McAdam's  careful  prevention  of  both  thermal  and  strain 
gradients  that  has  prevented  rapid  coarsening  in  his  experi- 
ments. There  is  indeed  a  suggestion  that  his  10-per-cent 
reduction  sets  up  a  germinative  temperature  near  TSS'^  C. 
(1450°  F.)  because  the  size  of  the  largest  grain  in  the  micrograph 
of  the  10-per-cent  788®  specimen,  about  35,500  /x*,  is  of  the  order 
common  in  rapid  grain  coarsening.  We  may  infer  that  the 
germinative  temperature  for  this  reduction  is  so  slightly  below 
788°  that  it  passed  across  the  specimen  so  slowly  as  to  give  the 
grains  which  it  reached  first  ample  time  to  feed  on  the  still 
inert  ones  which  it  had  not  yet  reached,  and  thus  enabled  them 
to  gain  a  predominating  size  and  because  of  that  size  to  continue 
their  conquests. 

The  very  considerable  coarsening  of  the  15-per-cent  788° 
specimen  is  in  harmony  with  this,  because  the  corresponding 
somewhat  lower  germinative  temperatiu-e,  though  it  would  be 
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passed  through  more  rapidly  than  that  of  the  lO-per-cent  sped-  Mr.  Howe, 
men,  might  yet  be  passed  through  slowly  enough  to  give  a  fair 
opportunity  for  coarsening. 

Without  the  Jeffries  hypothesis,  the  interpretation  of  such 
phenomena  is  often  hopelessly  difficult. 

Should  not  the  assertion  on  page  74  that  between  the  limits 
of  482°  and  788°  C.  (900°  and  1450°  F.)  the  grain  size  is  inde- 
pendent of  the  temperature,  be  limited  in  accordance  with  the 
corresponding  assertion  on  page  64,  to  reductions  in  excess  of 
30  per  cent?  One  fancies  so,  because  20-per-cent  reduction 
seems  to  be  followed  by  material  growth  between  482°  and  565°, 
and  by  still  more  growth  by  the  time  788°  C.  is  reached,  and  the 
10-per-cent  reduction  by  growth  at  690°  and  by  much  more 
at  788°.  Even  with  tils  limitation  one  hesitates  to  accept 
this  assertion  without  quantitative  measurements.  Thus  there 
is  certainly  a  suggestion  of  growth  between  482°  and  788°  after 
the  40,  50,  and  60-per-cent  reductions  in  the  excellent  photo- 
graphs which  Mr.  McAdam  has  most  kindly  given  me.  Again, 
the  rather  irregular  variations  in  the  length  of  exposure,  falling 
for  instance  from  16  hours  at  482°  to  2|  hours  at  788°,  might 
well  mask  the  influence  of  higher  temperature  in  hastening 
growth. 

Finally  the  great  coarsening  induced  by  Sauveur^  and  by 
Chappell*  at  and  about  650°  shows  that  in  the  presence  of  a 
strain  gradient,  coarsening  may  be  rapid  in  this  range  of 
temperature. 

Mr.  William  Campbell. — This  paper  on  annealing  tem-  Mr.  CampbeU. 
peratures  and  grain  growth  by  Mr.  McAdam  is  of  great  interest, 
in  that  it  tends  to  tie  up  the  results  found  by  Mathewson  in  the 
case  of  alpha  brass,  by  JeflFries  and  others  in  the  case  of  non- 
ferrous  metals  and  alloys,  with  the  grain  growth  in  iron  so 
admirably  shown  by  Sauveur  and  discussed  by  Howe. 

It  shows  that  iron  after  straining  tends  to  recrystallize  just 
as  any  other  metal  or  alloy  which  is  a  solid  solution:  that  there 
is  a  distinct  relation  between  the  amount  of  cold  work  and 
annealing  temperature.  In  the  past  many  people  have  thought 
that  iron  was  peculiar,  because  they  did  not  realize  there  were 

*  "The  Metallurgy  and  Heat  Treatment  of  Iron  and  Steel,'*  Second  Edition,  p.  265. 
s/oMfiM/,  Iron  and  Steel  Institute.  1914,  Vol.  I,  PI.  XLV,  after  p.  496. 
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Mr.  CaatpbelL  two  kinds  of  recrystallization:    (l)  that  due  to  grain  growth  • 
after  strain;  (2)  that  due  to  heating  above  the  upper  critical 
point  Ac3.     We  are  now  beginning  to  understand  that  this 
so-called  "Stead's  brittleneiss"  is  not  a  freak  but  something 
which  occurs  to  a  greater  or  lesser  extent  in  all  strained  metal. 

The  efifect  of  impurities  on  grain  growth  is  of  great  impor- 
tance. We  have  long  known  that  strained  wrought  iron  is  not 
as  prone  to  recrystallize  in  heating  as  is  low-carbon  steel.  The 
presence  of  the  entangled  slag  is  one  of  the  greatest  factors. 
Then,  again,  as  we  increase  the  carbon  in  steel,  we  increase  the 
pearUte,  which  tends  to  decrease  the  tendency  to  recrystallize. 
It  is  now  well  known  that  the  presence  of  impurities  in  drawn 
timgsten  wire  tends  to  prevent  the  formation  of  extremely 
coarse  crystals  in  a  filament  after  use,  known  as  "offsetting." 

In  1899  I  started  work  on  the  structure  of  metals,  the 
effect  of  work  and  of  annealing,  and  soon  foimd  cases  in  which 
rolled  metal  behaved  abnormally.  Samples  of  sheet  lead  on 
annealing  showed  one  or  two  enormous  crystals,  while  the  rest 
of  the  metal  was  extremely  fine  grained.  Strips  of  zinc  showed 
abnormal  recrystallization,  some  samples  being  composed  of  such 
large  crystals  that  one  occupied  the  entire  cross-section  and 
resembled  some  of  Ruder's  enormous  crystals  in  silicon  steel. 
Similar  results  were  found  in  samples  of  tie-rods  from  rever- 
beratory  furnaces  where  bars  IJ  in.  in  diameter  showed  but  a 
single  crystal  in  the  cross-section. 

More  recently,  in  examining  the  crystallization  of  brass 
cartridge  cases  at  different  stages  in  the  process  of  manufacture, 
examples  of  abnormal  grain  growth  were  foimd  in  the  head.  May 
not  these  have  some  definite  connection  with  some  of  the  cases 
of  season  cracking? 

Many  instances  of  abnormal  cases  of  recrystallization  have 
been  found  in  copper.  In  some  work  which  I  started  about  four 
years  ago  some  of  my  copper  specimens  showed  enormous 
crystals  while  others  treated  in  the  same  way  did  not.  After 
much  speculation  as  to  the  cause  it  suddenly  dawned  on  me  that 
every  case  of  coarse  recrystallization  occurred  directly  beneath 
the  place  where  the  sample  number  had  been  stamped  on  the 
specimen. 

In  regard  to  the  recrystallization  of  iron,  I  have  been  at 
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work  on  some  very  pure  iron  made  by  Dr.  J.  A.  Mathews  in  Mr.  CampbeU. 

the  crucible  in   1901   for  his  Carnegie  Research  Scholarship. 

In  order  to  vary  the  amoimt  of  strain  I  bent  some  samples  into 

U  shape,  getting  both  tension  and  compression  in  the  bend. 

Others  I  hammered  into  the  form  of  a  w^ge.    While  the  work 

is  not  yet  finished  there  is  every  indication  that  the  restilts  will 

confirm  those  presented  in  this  paper. 

Mr.  Zay  Jeferies  {by  leUer), — My  remarks  will  relate  par-  Mr.  jeffriei. 
ticularly  to  the  recrystallization  of  the  American  ingot  iron. 

Mr.  McAdam's  results  are  very  interesting  and  very  val- 
uable, because  it  was  considered  for  a  long  time  that  the  forma- 
tion of  coarse  grains  at  certain  temperatures  of  annealing  after 
cold  plastic  deformation  would  not  take  place  in  iron  and  steel 
products  containing  less  than  about  0.04  per  cent  of  carbon. 
For  example,  Henry  M.  Howe*  writes  as  follows  regarding  the 
failure  to  produce  coarsening  of  the  grain  structure  in  these 
products: 

"It  is  true  that  Professor  JeflFries'  hypothesis  explains 
satisfactorily  and  without  needing  this  obstruction  principle 
certain  other  cases  of  imexpected  failure  to  coarsen,  for 
instance  that  of  my  tapered  bar  of  steel  of  about  0.01  per 
cent  of  carbon  from  the  American  Rolling  Mill  Co.  This, 
after  straining  with  tensile  stresses  varying  from  40,640  to 
49,000  lb.  per  sq.  in.,  failed  to  coarsen  noticeably  in  a  22-hour 
exposure  to  680**.  Because  the  yield  point  of  this  steel  is 
only  about  20,000  lb.  per  sq.  in.,  even  the  least  of  my 
stresses  may  well  have  caused  a  degree  of  deformation  so 
great  that  the  corresponding  germinative  temperature  was 
far  below  680°,  so  that,  in  heating  up  to  680°,  the  germina- 
tive temperature  of  each  of  the  various  parts  was  passed 
through  too  rapidly  to  lead  to  material  coarsening. 

"Yet  this  explanation  hardly  applies  to  Professor 
Sauveur's  failure  to  coarsen  his  bent  specimen  in  a  7-hour 
.  exposure  to  650°  in  case  the  carbon  content  is  less  than 
0.04  per  cent,  for  here  there  should  be  layers  near  the 
neutral  axis  in  which  the  plastic  deformation  should  vary 
progressively  from  nil  to  far  above  that  for  which  the 

>  "Ob  Onla  Growth."  BtiXik^,  Am.  Intt.  Mia.  Bngn..  December,  1916,  p.  2116. 
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Mr.  Jeffries.  germinative  temperature  is  650°.  Somewhere  in  this  pro- 
gressive series  there  should  be  a  layer  with  the  deformation 
for  which  650°  is  the  germinative  temperature,  and  this 
layer  should  have  coarsened  at  the  expense  of  its  less  strained 
neighbors  nearer  the  neutral  axis.  But  here  the  failure  to 
coarsen  may  be  explained  by  the  suspected  presence  of  gas 
bubbles,  to  which  such  low-carbon  steel  is  so  subject." 

The  writer^  has  expressed  the  following  views  concerning 
this  same  point: 

*' While  Professor  Sauveur  observes  that  coarse  grains 
did  not  form  in  nearly  pure  iron,  it  has  been  the  writer's 
experience  that  there  is  nearly  always  a  region  in  which  the 
grains  are  larger  than  those  on  either  side.  Sometimes 
the  difference  is  not  great  enough  to  be  unmistakably 
observed  in  the  ordinary  microscopic  examination,  but 
grain-size  determinations  usually  show  the  difference.  A 
good  example  of  the  grain-growth  phenomena  in  a  solid 
solution  comparatively  free  from  foreign  bodies  will  be 
found  in  Mathewson  and  Phillips'  micrographs. 

"In  a  given  pure  metal  with  a  given  amount  of  cold 
deformation,  the  grain  size  before  deformation  will  have  a 
marked  effect  on  the  selective  grain  growth  during  anneal- 
ing. If  the  initial  grain  size  is  large  the  grain  fragments 
formed  during  annealing  will  be  correspondingly  large,  and 
if  the  initial  grain  size  is  small  the  grain  fragments  will  also 
be  smaller  than  in  the  previous  case.  The  latter  condition 
is  conducive  to  the  formation  of  large  grains  at  the  germina- 
tive temperature.  Instead  of  normalizing  the  pure  iron,  if 
Professor  Sauveur  had  given  it  an  initial  treatment  so  as 
to  produce  small  grains  he  would  have  noticed  a  more 
marked  recrystallization  effect  after  cold  deformation  with 
subsequent  annealing.  On  the  other  hand,  if  the  grains 
are  initially  very  large  it  is  possible  almost  completely  to 
mask  the  fast  growth  phenomenon." 

It  seems  to  me  that  the  failure  to  coarsen  nearly  pure  iron 
in  the  past  has  been  due  to  the  fact  that  before  applying  the 

1  "Grain-Growth  Phenomena  in  Metala,"  BulUtiHt  Am.  Inst.  Min.  Engrs.,  November, 
1916.  p.  2066. 
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deformation  previous  to  the  heating  operation  the  iron  and  steel  Mr.  jefMot. 
products  have  been  subjected  to  the  normalizing  treatment. 
This  treatment  consists  essentially  in  heating  the  metal  to  a 
temperature  above  900°  C,  followed  by  furnace  cooling.  If 
the  amount  of  carbon  is  appreciable,  say  more  than  0.04  or 
0.05  per  cent,  the  obstruction  of  the  austenite  during  cooling 
to  700°  or  thereabouts  is  sufficient  to  render  the  resulting  mate- 
rial rather  fine  grained.  When  this  comparatively  fine  grained  ^ 
material  is  deformed  by  bending,  mechanical  working,  or  by 
impression  with  a  Brinell  machine  it  is  in  a  condition  which  is 
favorable  to  the  formation  of  large  grains  when  heated  to  the 
germinative  temperatures,  especially  if  the  carbon  content  is 
less  than  about  0.12  per  cent*.  On  the  other  hand,  when  iron 
and  steel  products  containing  less  than  about  0.04  per  cent  of 
carbon,  for  example,  American  ingot  iron,  are  heated  to  a  tem- 
perature above  900°  and  cooled  slowly,  the  ferrite  grains  are 
comparatively  large.  When  such  a  material  composed  of  com- 
paratively large  grains  is  deformed  cold  and  then  heated,  the 
conditions  are  unfavorable  to  the  production  of  coarse  grains. 
In  other  words,  the  exaggerated  grain-growth  at  the  germinative 
temperature  is  largely  masked. 

Mr.  McAdam,  by  using  a  fine  grained  structure  before  pro- 
ducing the  deformation  in  the  American  ingot  iron,  had  condi- 
tions favorable  for  the  formation  of  comparatively  large  grains  at 
the  germinative  temperature.  Fig.  43,  Plate  VIII,  for  example, 
represents  the  coarsest  grained  material  of  all  of  the  micrographs. 
There  is  a  very  marked  contrast  in  grain  size  between  Figs.  43 
and  47.  This  contrast  in  grain  size  is  entirely  due  to  the  effect 
at  the  germinative  temperature. 

One  point  of  particular  interest  in  Mr.  McAdam's  results 
is  the  very  low  temperatures  at  which  recrystallization  took 
place.  Fig.  11,  Plate  II,  for  example,  indicates  conclusively  that 
recrystallization  of  American  ingot  iron  was  produced  in  8  J  hours 
at  a  temperature  of  482°  C.  This  is  a  very  low  temperature  for 
the  recrystallization  of  cold-deformed  iron. 

Plate  III  indicates  conclusively  that  not  only  did  recrystal- 
lization take  place  freely  after  a  16-hour  sojourn  at  510°  C, 
but  the  exaggerated  grain  growth  due  to  the  germinative  tem- 
perature laws  is  quite  marked  in  the  region  between  20  and  30 
per  cent  reduction  in  thickness  by  cold  deformation. 
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Mr.  Whtt*.  Mr.  a.  E.  White  (fry  letter). — I  am  sure  that  science  is 
indebted  to  the  efforts  of  Mr.  McAdam  for  the  splendid  con- 
tribution he  has  made  to  our  knowledge  of  grain  growth.  It 
is  appreciated  that  there  are  a  number  of  factors  afifecting 
crystal  growth.  Some  of  them  are  time,  temperature,  intensity 
of  deformation,  type  of  deformation,  composition  of  metal, 
etc.,  and  his  work  will  be  of  great  value  in  assisting  in  clarifying 
♦  some  of  our  conceptions  concerning  the  influence  of  certain  of 

these  factors. 

In  a  joint  paper  presented  by  White  and  Wood  before 
this  Society  at  tiie  1916  Annual  Meeting  entitled  "Recrystal- 
lization  as  a  Factor  in  the  Failure  of  Boiler  Tubes'*^  an  attempt 
was  made  to  formxilate  a  time-temperature  law  governing 
grain  growth  for  a  constant  composition,  constant  type  of 
deformation,  constant  intensity  of  deformation,  etc.  .  This 
past  winter  some  work  has  been  done  in  an  attempt  to  ascer- 
tain pressure-time  relationships  at  constant  temperatures  and 
pressure-temperature  relationships  at  constant  time,  but  the 
unsettled  conditions  of  the  time  and  pressure  of  work  have 
prevented  carrying  these  investigations  to  completion.  It 
is  noted  with  interest  that  this  phase  of  the  work  is  being  so 
successfully  started  by  Mr.  McAdam. 

The  writer  wonders  whether  or  not  a  numerical  tabulation 
of  the  results  which  could  be  obtained  through  crystal  coimt 
either  by  the  planimetric  or  intercept  methods,  would  add  to 
the  value  of  the  work.  It  appears  to  him  that  such  might  be 
the  case. 

Also  the  writer  wonders  what  is  the  composition  of  the 
ingot  iron  used.  He  is  imder  the  impression  that  it  contains 
less  than  0.05  per  cent  of  carbon.  If  such  is  the  case,  the  results 
presented  are  more  or  less  at  variance  with  conditions  stated 
by  one  of  our  eminent  scientists,  who  has  given  the  impression 
that  iron  with  such  a  low  carbon  content  does  not  suffer  any 
appreciable  crystal  growth.  The  writer  has  had  a  nxunber  of 
experiments  made  showing  the  influence  of  carbon^on  the  crystal 
growth  of  deformed  steel  when  exposed  at  a  suitable  temperature 
for  a  suitable  time.  He  has  foimd  crystal  growth  in  practically 
carbonless  iron,  although  the  percentage  of  growth  was  not  as 

iPnKMtffofff.  Am.  Soc  Tact  Mats.,  VoL  XVI,  Part  H.  p.  80  (1916). 
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great  as  in  metal  containing  from  0. 1 1  to  0. 15  per  cent  of  carbon.  Mr.  wut*. 
On  the  assumption  that  this  ingot  iron  is  very  low  carbon  stock 
he  is  interested  in  noting  that  Mr.  McAdam  checks  his  results. 

Shortly  after  the  publication  of  the  joint  paper  referred  to 
above,  the  writer  received  many  inquiries  concerning  whether 
or  not  wrought  iron  was  subject  to  crystal  growth.  It  is  noted 
with  interest  that  Mr.  McAdam  shows  that  inclusions  in  steel, 
which  may  be  considered  analagous  to  slag  in  wrought  iron, 
lowers  but  does  not  eliminate  the  crystallizing  tendency.  It 
seems  as  if  this  work,  therefore,  within  certain  limits,  answers 
this  question. 

Mr.  D.  J.  McAdam,  Jr.   (Author's  closure  by  letter), —  Mr.  McAduB. 
Since  most  of  the  comments  on  this  paper  have  been  favorable, 
I  shall  review  them  briefly  and  discuss  at  greater  length  the 
questions  raised  by  Mr.  Howe. 

The  writer  appreciates  the  suggestions  of  Mr.  White  in 
regard  to  chemical  analysis  and  grain-size  measurements.  If 
sufficient  time  had  been  available,  these  results  would  have  been 
included  in  the  paper.  Grain-size  measurements  on  this  mate- 
rial, and  on  other  ingot  iron  specimens,  have  recently  been  made 
and  will  be  published  in  full  in  a  later  article. 

A  chemical  analysis  of  the  iron,  as  reported  by  the  chemical 
laboratory  of  the  U.  S.  Naval  Engineering  Experiment  Station, 
gave  the  following  results: 

Carbon 0. 034  per  cent 

Manganese 0.01         " 

Phosphorus 0. 008       " 

Sulfur 0.048       " 

As  stated  by  Mr.  Howe  in  his  comments,  thermal  and 
strain  gradients  were  avoided  as  much  as  possible  in  the  experi- 
ments described  in  the  paper.  The  results,  therefore,  show,  as 
nearly  as  it  is  practicable,  the  grain  growth  of  iron  that  had  been 
uniformly  strained  to  varying  degrees  and  afterward  annealed 
at  various  temperatures. 

Although  grain-size  measurements  had  not  at  that  time  been 
made,  a  careful  comparative  examination  of  the  entire  surfaces 
of  the  specimens  brought  out  certain  facts  which  were  sum- 
marized as  carefully  as  possible  in  the  general  conclusions  at 
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Mr.  McAdftou  the  end  of  the  paper.  The  conclusions  in  regard  to  the  eflfect 
of  temperature  on  grain  growth  of  recrystallized  ingot  iron  may 
be  re-stated  substantially  as  follows: 

(a)  Below  about  UTS''  F.  (801°  C),  annealing  for  seven 
hours  or  less  causes  practically  no  grain  coalescence  in  the 
recrystallized  material.  This  range  of  temperature  was,  there- 
fore, called  the  "recrystallization  range." 

(b)  Above  about  1475°  F.  (801°  C),  there  is  a  decided 
coalescence  of  the  recrystallized  grains.  This  range  of  tem- 
perature was,  therefore,  called  the  "coalescence  range." 

According  to  these  conclusions  the  temperature  -  grain  size 
curve  for  a  definite  degree  of  deformation  should  be  divisible  into 
two  parts  at  a  point  corresponding  approximately  to  a  tem- 
perature of  1475°  F.  Below  this  point  the  curve  should  be 
nearly  horizontal  (with  temperatures  as  abscissas);  above  this 
point  the  curve  should  have  a  decided  upward  inclination. 
It  would  be  expected,  of  course,  that  these  two  divisions  would 
form  one  continuous  curve  with  no  sharp  break  at  1475°  F. 

Since  Mr.  Howe  did  not  have  the  opportunity  to  examine 
the  specimens  themselves,  it  is  perhaps  natural  that  he  should 
be  reluctant  to  accept  certain  conclusions  without  grain  size 
measurements.  Evidently,  however,  he  has  in  one  respect 
misimderstood  these  conclusions.  For  example,  in  the  next  to 
last  paragraph  of  his  remarks  he  says:  "One  fancies  so,  because 
20-per-cent  reduction  seems  to  be  followed  by  material  growth 
between  482°  and  565°  .  .  .  and  the  lO-per-cent  reduction  by 
a  growth  at  690°."  In  these  remarks  he  is  mistakenly  com- 
paring the  grain  size  of  recrystallized  with  that  of  unrecrystallized 
material.  A  reference  to  Table  I  of  the  paper  will  show  that 
after  20-per-cent  reduction  recrystallization  did  not  take  place 
at  482°  C.  (900°  F.);  moreover,  after  the  lO-per-cent  reduction 
recrystallization  did  not  take  place  below  593°  C.  (1100°  F.). 
As  stated  also  in  the  paper,  the  above-mentioned  conclusions 
applied  only  to  the  recrystallized  material.  The  author  is  glad 
to  have  this  opportunity  to  remove  this  misunderstanding  from 
the  ininds  of  perhaps  others  as  well  as  Mr.  Howe. 

At  the  time  of  the  experiments  the  writer  realized  that  the 
varying  duration  of  annealing  might  be  the  subject  of  criticism, 
as  in  the  next  to  last  paragraph  of  Mr.  Howe's  remarks.    Against 
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this  criticism,  however,  it  may  be  said  that  increased  tempera-  Mr.  jicAdaaL 
tiire  woxild  be  e3q)ected  to  cause  increased  rapidity  of  grain  growth. 
If,  therefore,  the  grain  size  of  recrystallized  metal  after  2f  hours 
at  1450°  F.  (788°  C.)  is  practically  the  same  as  that  of  similar 
metal  after  16  hours  at  950°  F.  (510°  C),  the  conclusion  seems 
justified  that  within  this  temperature  range  there  is  practically 
no  coalescence  tendency  for  grains  of  uniform  size  and  tem- 
perature. Moreover,  as  stated  in  the  paragraph  on  "  Coalescence 
Range"  in  the  paper,  the  conclusions  were  based  on  additional 
experiments  not  illustrated  by  photomicrographs. 

Grain-size  measurements  by  the  method  of  Jeffries,  made 
since  this  paper  was  printed,  have  shown  that  the  above-men- 
tioned conclusions  smnmarized  the  results  as  well  as  could 
have  been  expected.  The  measurements  have  also  brought  out 
additional  points  of  interest  to  which  only  brief  reference  can  be 
made  at  the  present  time.  As  a  result  of  these  measurements, 
the  conclusions  can  now  be  re-stated  in  somewhat  different  form 
as  follows: 

(a)  For  ingot  iron  free  from  strain  gradient  and  grain-size 
gradient  there  is  a  "riecrystallization  range"  extending  from 
about  900°  F.  (482°  C.)  to  the  lower  limit  of  the  so-called  "beta 
range."  Within  this  range  there  is  little  or  no  coalescence 
tendency  for  grains  of  imiform  temperature  and  size. 

(b)  For  such  ingot  iron  there  is  a  "coalescence  range"  corre- 
sponding to  the  so-called  "beta  range"  (the  gamma  range  will 
not  here  be  considered). 

The  "alpha  range",  therefore,  is  the  "recrystallization 
range";  the  "beta  range"  is  the  "coalescence  range." 

In  other  words,  the  temperature  -  grain  size  curve  of  such 
material  corresponds  closely  to  an  inverted  magnetic  intensity 
curve.  The  coalescence  tendency;  therefore,  seems  to  be  pro- 
portional to  the  profoimd  change  in  iron  that  results  in  loss  of 
magnetic  properties  as  the  iron  passes  from  the  "alpha"  to  the 
so-called  "beta  range."  Accompanying  the  comparatively 
slight  fall  of  magnetic  intensity  as  the  temperature  is  raised 
to  the  Ac2  point,  a  slight  coalescence  tendency  is  manifested. 
Accompanying  the  loss  of  ferro-magnetism  occurring  at  about 
785°  C.  (1445°  F.),  there  is  a  sudden  increase  in  the  coalescence 
tendency  in  ingot  iron,  resulting  in  noticeable  grain  growth  above 
this  temperature. 
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Mr.  McA4aau  It  is  the  belief  of  the  writer,  therefore,  that  the  esperiments 
have  thrown  some  light  on  at  least  one  of  the  factors  affecting 
grain  growth  of  iron,  namely,  the  effect  of  temperature  on  grain 
coalescence.  The  conclusions  apply  xmdoubtedly  to  all  ingot 
iron  of  originally  small  uniform  grain  size.  Other  factors,  such 
as  strain  gradient,  grain-size  gradient,  and  temperature  grad- 
ient, are  of  great  importance  and  their  effect  must  be  considered 
in  arriving  at  an  understanding  of  the  laws  of  grain  growth. 
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SOME  APPLICATIONS  OF  MAGNETIC  ANALYSIS 
TO  THE  STUDY  OF  STEEL  PRODUCTS. 

By  Chaiiles  W.  Burrows. 
SUIVIMARY. 


This  paper  is  an  effort  to  give  the  meaning  and  possibilities 
of  magnetic  analysis.  Its  practical  application  to  the  testing 
of  sorne  commercial  steel  products  is  discussed.  Rails  and  tools 
are  given  special  consideration. 
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SOME  APPLICATIONS  OF  MAGNETIC  ANALYSIS 
TO  THE  STUDY  OF  STEEL  PRODUCTS. 

By  Charles  W.  Burrows. 

Introduction. 

The  possibility  of  making  use  of  magnetic  determinations 
for  estimating  the  mechanical  properties  of  steel  has  long  been 
before  ouf  minds.  At  the  Budapest  Congress  of  the  International 
Association  for  Testing  Materials  in  1901  there  was  proposed 
Problem  28,  "The  consideration  of  the  magnetic  and  electric 
properties  of  materials  in  connection  with  their  mechanical 
testing."  At  the  1912  Congress  of  the  same  society  the  author 
of  the  present  paper  presented  a  report  pn  this  problem.  This 
paper  pointed  the  way  .to  a  number  of  possibilities  but  was  little 
more  than  a  glance  into  the  future. 

Since  that  time  a  great  deal  of  experimental  work  has  been 
carried  out,  and  many  questions  have  been  answered.  The 
fundamental  principle  that  there  is  an  exact  correspondence 
between  magnetic  and  mechanical  properties  has  been  estab- 
lished beyond  doubt.  Considerable  headway  has  been  made 
in  the  practical  application  of  this  principle. 

The  present  paper  may  be  considered  as  a  further,  though 
partial,  report  on  the  same  problem.  In  it  are  given  very 
briefly  some  of  the  actual  accomplishments  toward  the  solution 
of  the  problem. 

At  the  present  time  laboratory  tests  are  being  made  upon 
tools,  cutlery,  springs,  ball  bearings,  cables,  rails  and  a  few 
other  articles.  Not  only  are  the  laboratory  methods  capable 
of  being  expanded  into  practical  shop  or  commercial  tests,  but 
the  actual  development  along  certain  lines  is  in  progress. 

Definition  of  Magnetic  Analysis. 

The  science  of  magnetic  analysis  consists  of  the  systematic 
correlation  of  the  magnetic  and  other  properties  of  materials 
and  of  the  application  of  the  laws  and  principles  which  under- 
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lie  the  interrelations  of  such  properties,  particularly  the  inter- 
relations of  the  magnetic  and  mechanical  properties  of  steel. 
It  is  based  upon  the  fundamental  fact  of  observation  "that  there 
is  one,  and  only  one,  set  of  mechanical  characteristics  corre- 
sponding to  a  given  set  of  magnetic  characteristics,  and  con- 
versely there  is  one,  and  only  one,  set  of  magnetic  characteristics 
corresponding  to  a  given  set  of  mechanical  characteristics."^ 

The  art  of  magnetic  analysis  consists  in  the  determination 
of  the  magnetic  characteristics,  or  better,  a  small  number  of  the 
magnetic  characteristics,  and  from  these  observations  making 
estimations  of  the  mechanical  properties. 

Criteria  of  Mechanical  Properties. 

The  nature  of  a  piece  of  steel  may  be  studied  by  observing 
its  behavior  under  the  action  of  certain  mechanical  forces.  The 
usual  mechanical  tests  result  in  the  destruction  of  the  specimen 
so  that  it  is  not  feasible  to  give  such  a  test  to  the  identical 
material  to  be  used  in  a  given  structure.  Even  such  superficial 
and  intensely  localized  tests  as  the  Brinell  ball  hardness  test 
and  the  scleroscope  test  require  the  finishing  of  the  surface 
tested,  and  after  their  application  leave  the  surface  in  a  modified 
condition. 

Another  very  common  way  of  examining  steel  is  to  deter- 
mine its  chemical  constituents.  The  chemical  analysis  is 
extremely  valuable  and  is  usually  considered  as  being  the  most 
valuable  criterion  of  the  mechanical  possibilities  of  the  steel. 
This  test  also  must  be  made  on  a  part  of  the  material  which 
does  not  enter  into  the  final  structure.  The  assumption  must 
be  made  that  the  sample  analyzed  is  substantially  of  the  same 
composition  as  material  to  be  used  in  the  construction. 

The  chemical  analysis,  however,  is  entirely  inadequate  to 
tell  what  condition  the  steel  may  have  been  left  in  as  a  result 
of  its  previous  thermal  and  mechanical  treatment.  It  is  well 
known  that  two  pieces  of  steel  of  the  same  chemical  composi- 
tion may  be  given  diflferent  heat  treatments  and  finally  have 
widely  diflferent  mechanical  properties.  For  instance,  slow  cool- 
ing from  a  high  temperature  may  leave  the  steel  so  tough  that 

>BtiiTOWi.  "Correlatioii  of  the  Magnetic  and  Mechanical  Properties  of  Steel."  Bulletin, 
Bureaa  of  Standards.  Vol.  13.  p.  207  {ScUnlifie  Paper  No.  t7fg). 
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it  may  be  bent  back  on  itself  without  breaking.  On  the  other 
hand  extremely  rapid  cooling  from  the  same  temperature  will 
leave  the  steel  so  brittle  that  it  will  snap  in  two  when  dropped 
upon  the  floor. 

In  order  to  determine  whether  the  steel  has  had  proper 
heat  treatment  for  a  given  purpose  it  is  customary  to  examine 
the  structure  of  the  steel  under  the  microscope.  The  surface 
to  be  examined  is  carefully  polished  and  etched  by  some  suit- 
able means.  The  different  constituents  as  determined  by  the 
chemistry  of  the  material  and  modified  by  its  past  mechanical 
and  thermal  history,  are  etched  to  different  extents  by  the 
etching  mediimi.  The  resulting  etched  surface  when  viewed 
under  reflected  light  presents  an  appearance  characteristic  of  the 
material  under  investigation.  However,  the  microscopic  analysis 
becomes  difficult  in  the  fine-grained  steels.  Here  the  structures 
of  steels  of  slightly  different  heat  treatment  are  so  nearly  alike 
that  it  is  possible  to  make  only  a  rough  estimation  of  the  heat 
treatment  from  the  microscopic  observations. 

The  mechanical,  chemical  and  microscopic  analyses  of  steel 
form  the  basis  for  the  customary  specifications  and  testing. 
They  are,  however,  open  to  one  or  more  of  the  following 
objections: 

1.  The  test  is  vicarious.  The  actual  material  which  is  to 
be  used  in  practice  is  not  itself  tested.  Usually  a  certain  per- 
centage of  the  gross  amount  of  material  is  set  aside  for  test  and 
the  remainder  is  used  in  construction.  This  assumes  either 
that  the  material  is  all  homogeneous  or  that  if  non-uniform  the 
test  sample  is  a  true  representative  of  the  entire  lot.  It  is  only 
by  extreme  care  that  either  of  these  assumptions  is  even 
approximately  met. 

2.  The  test  is  destructive.  In  the  tension  test  the  specimen 
is  usually  broken.  The  chemical  examination  changes  the  nature 
of  the  material  so  that  it  no  longer  has  the  properties  of  the 
original.  Hardness  tests  mar  the  surface  to  greater  or  less 
degree.  This  destructive  nature  of  a  test  renders  the  piece 
tested  unserviceable,  no  matter  how  excellent  it  might  have 
been  before  the  test. 

3.  The  test  is  local.  Many  tests  do  not  determine  the 
characteristics  of  the  entire  test  specimen.    A  chemical  analysis 
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may  be  made  upon  a  drilling,  which  constitutes  only  one  per 
cent  of  the  sample  submitted  for  test,  which  sample  itself  might 
be  considered  as  representative  of  one  hundred  tunes  its  own 
magnitude.  A  hardness  test  involves  still  less  material  and 
even  this  small  amount  lies  within  a  short  distance  of  the  outer 
surface  of  the  test  specimen.  The  limit  of  minuteness,  how- 
ever, is  attained  by  the  microscope  sample.  The  usual  micro- 
graph represents  an  area  of  less  than  one  millimeter  in  diameter 
and  is  quite  superficial. 

4.  The  test  may  be  qualitative.  Some  of  these  tests  are 
valuable  only  when  compared  with  similar  tests  on  other  mate- 
rial which  may  be  considered  as  reference  material.  This  is 
true  of  certain  color  tests  in  chemical  analysis.  The  meaning 
of  many  micrographs  can  be  determined  only  by  comparing 
them  with  photographs  of  other  material  of  known  composition 
and  history. 

There  are  other  tests  which  are  free  from  the  above  objec- 
tionable features.  The  thermal,  electric,  and  magnetic  prop- 
erties, at  least  in  certain  cases,  can  be  measured  without  altering 
the  natxu-e  of  the  test  specimen.  If  further,  there  is  known 
the  relation  which  exists  between  these  properties  and  the 
corresponding  mechanical  properties,  such  tests  would  be  of 
value  in  studying  the  general  properties  of  steels. 

The  purpose  of  the  present  paper  is  to  show  how  the  mag- 
netic examination  of  steel  can  be  of  use  to  both  the  producer 
and  user  of  steel  and  steel  products. 

Determining  Factors  in  the  Mechanical  Properties 

OF  Steel. 

It  is  well  known  that  two  pieces  of  steel  which  differ  in  any 
one  of  a  number  of  particulars  show  correspondingly  diflferent 
mechanical  properties.  It  is  well  supported  by  experimental 
evidence,  but  not  so  generally  known,  that  two  pieces  of  steel 
which  differ  in  certain  particulars,  likewise  show  corresponding 
magnetic  differences.  It  is  not  feasible  to  go  into  great  detail 
on  this  point  at  this  timei*     For  the  purposes  of  the  present 

*  In  a  adentific  paper  soon  to  be  published  in  the  Bulletin  of  the  Bureau  of  Standards 
will  be  given  many  details  on  the  oorrdation  of  the  magnetic  and  mechanical  properties  of 
steeL     This  article  will  contain  a  rather  comprehensive  bibliography. 
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paper  it  is  sufladent  to  give  a  few  rather  well-known  examples 
of  this  correlation. 

The  changes  that  are  brought  about  by  adding  certain 
chemical  constituents  to  steel  are  well  known.  In  many  cases 
the  corresponding  magnetic  properties  have  been  studied.  With 
increasing  carbon  content  in  a  hypo-eutectoid  steel  there  is  an 
increase  in  hardness  and  tensile  strength  and  a  decrease  in  tough- 
ness. Magnetically  an  increase  in  carbon  content  is  accompanied 
by  an  increase  in  coercive  force  and  hysteresis,  and  a  decrease  in 
permeability.    Many  other  cases  might  be  cited. 

Mechanical  operations  also  bring  about  corresponding 
changes  in  both  the  mechanical  and  the  magnetic  properties 
of  steel.  The  cold  drawing  of  a  carbon  steel  increases  its 
tensile  strength  and  simultaneously  increases  its  coercive  force 
and  hysteresis.  Cold  drawing  also  decreases  the  magnetic 
permeability 

The  influence  of  heat  treatment  upon  the  properties  of 
steel  is  fairly  well  known.  A  one-per-cent  carbon  steel  quenched 
in  water  from  a  temperature  above  its  critical  point  has  a  greater 
tensile  strength  than  the  same  material  in  the  annealed  condi- 
tion. Its  hardness  is  also  increased  while  its  toughness  is  greatly 
decreased.  Magnetically,  changes  of  equal  magnitude  also 
occur  on  quenching.  The  quenched  steel  has  a  greater  coercive 
force,  a  greater  hysteresis,  and  a  lower  permeability. 

In  a  specific  case  a  one-per-cent  carbon  steel  in  the  quenched 
and  the  annealed  conditions  had  Brinell  hardness  numerals,  in 
terms  of  kilograms  per  0.1  mm.  indention,  of  4390  and  800  respec- 
tively. The  corresponding  values  of  the  coercive  forces  for  a 
magnetizing  force  of  150  gausses  were  33  and  12. 

Steel  changes  with  lapse  of  time.  The  course  of  this  change 
is  not  so  well  known  as  some  of  the  above  changes.  However, 
both  mechanical  and  magnetic  changes  occur.  Glass-hard  steel 
softens  with  age.  The  same  steel  shows  a  decrease  in  coercive 
force. 

The  mechanical  properties  of  a  bar  of  steel  may  differ  from 
point  to  point  if  the  bar  has  not  received  the  same  treatment 
throughout.  For  instance,  if  a  uniform  bar  is  given  a  slight 
bend  and  again  straightened  it  will  show  a  slight  change  in  its 
mechanical  properties.    There  will  be  an  increase  in  both  hard- 
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ness  and  tensile  strength.    The  same  bar  will  show  a  correspond- 
ing decrease  in  permeability  in  the  same  region. 

Even  during  the  operation  of  stressing  a  bar  we  feel  sure 
that  changes  in  the  mechanical  nature  are  occurring.  Less  is 
known  about  this  phase  of  the  problem  than  the  preceding. 
However,  we  do  know  that  small  alternating  stresses,  even  though 
well  within  the  elastic  limit,  leave  the  material  mechanically 
fatigued  and  if  the  stresses  are  repeated  often  enough  rupture 
occurs.  While  it  is  dij£cult  to  study  the  changes  in  mechanical 
properties  after  repeated  or  alternating  stresses,  the  magnetic 
problem  is  quite  simple  and  has  been  investigated  to  some 
extent. 

Practical  Applications  of  Magnetic  Analysis. 

Magnetic  analysis  may  be  applied  to  determine  the  nature 
of  the  steel  as  a  raw  material,  as  a  finished  product,  or  even 
after  it  has  been  subjected  to  service  conditions. 

Raw  Material. 

It  is  obvious  that  one  cannot  get  a  good  product  from 
inferior  materials.  Consequently  it  is  desirable  to  know  the 
nature  of  the  raw  stock  that  enters  into  the  construction  of  the 
finished  product.  In  this  classification  of  raw  material  and 
finished  product,  it  must  be  recognized  that  what  is  raw  material 
from  one  point  of  view  is  the  finished  product  from  another. 
The  rod  is  a  finished  product  as  viewed  from  the  standpoint  of 
the  rod  mill.  The  manufacturer  of  ball  bearings,  however, 
looks  upon  the  rod  as  a  raw  material. 

Raw  material  must  be  uniform  in  quality.  The  proper 
mechanical  and  thermal  treatment  must  be  determined  for 
each  steel  that  is  used.  It  very  frequently  happens  that  two 
steels  of  quite  different  composition  may  give  equally  good  per- 
formance for  a  particular  service  provided  each  steel  is  given 
the  appropriate  heat  treatment.  In  general  the  heat  treat- 
ments required  for  the  two  steels  will  be  different.  Conse- 
quently if  the  heat  treatment  appropriate  to  the  second  steel 
is  given  to  the  first,  disastrous  results  may  be  expected.  It  is 
desirable,  therefore,  that  all  the  different  bars  of  a  given  lot  of 
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material  shall  be  of  the  same  quality  as  the  material  for  which 
the  proper  heat  treatment  was  determined.  Such  assurance 
requires  the  examination  of  every  individual  bar  of  steel. 

The  requirement  that  all  bars  shall  be  alike  in  properties, 
impUes  that  each  bar  shall  have  the  proper  composition,  shall 
be  properly  forged,  rolled  or  drawn,  as  the  case  may  be,  and 
shall  be  free  from  local  imperfections  such  as  blowholes,  segre- 
gation, etc. 

Occasionally  a  lot  of  steel  of  the  wrong  composition  is  sup- 
plied through  error;  or,  by  some  chance,  a  single  bar  of  different 
composition  may  get  mixed  up  with  the  general  stock.  If  not 
detected  such  a  bar  may  cause  much  loss  or  annoyance.  Very 
frequently  a  steel,  especially  among  the  alloy  steels,  may  have 
the  proper  chemical  composition  but  with  the  elements  not  in 
the  proper  state  of  solution.  It  is  not  uncommon  to  find  that  a 
tool  made  from  a  large  bar  will  prove  defective  while  the  same 
bar  when  forged  down  to  a  smaller  size  will  yield  perfect  tools. 
Since  the  cost  of  labor  frequently  amounts  to  more  than  the  cost 
of  material,  it  is  very  desirable  to  be  able  to  separate  the  good 
from  the  defective  material  before  costly  labor  has  been  put 
upon  it. 

Another  defect  that  sometimes  is  found  in  cold-drawn 
material  is  the  tearing  apart  of  some  of  the  crystals  beneath  the 
outer  surface. 

Many  of  these  defects  would  pass  unnoticed  in  the  usual 
examinations  by  the  chemist,  microscopist,  or  mechanical  tester. 
In  such  cases  as  the  above  a  magnetic  examination  may  be 
expected  to  be  of  service. 

Finished  Steel  Products. 

The  ideal  test  of  a  finished  product  is  one  which  permits 
the  examination  of  each  individual  and  does  not  assume  that 
the  characteristics  of  ninety-nine  pieces  are  identical  with  those 
of  the  hundredth  one  which  happened  to  be  picked  out  for  test. 
Magnetic  analysis  is  adapted  to  such  individual  testing.  The 
individual  test  not  only  permits  the  elimination  of  defective  pieces 
but  also  permits  the  grading  of  a  product  which,  while  satis- 
factory in  general,  is  not  all  of  the  same  degree  of  perfection. 
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It  is  a  matter  of  common  experience  that  an  occasional  tool  is 
found  which  is  quite  superior  to  the  average  fairly  good  tool. 
Any  method  which  will  enable  one  to  select  such  exceptionally 
good  tools  cannot  fail  to  be  helpful.  This  process  of  grading 
will  enable  the  manufacturer  to  offer  a  uniformity  of  product 
hitherto  imknown  and  permit  him  to  guarantee  such  uniformity 
with  surety.  It  is  true  that  certain  tools  will  have  to  be  sold  as 
seconds  at  a  reduced  price.  On  the  other  hand  there  will  be  a 
new  class  of  exceptional  quality  which  will  bring  a  correspond- 
ingly higher  price. 

The  individual  test  wiU  permit  improvement  in  design. 
At  present  we  insist  upon  factors  of  safety  so  large  that  there 
woxild  be  a  reasonable  factor  of  safety  even  though  there  were 
a  considerable  amount  of  defective  material.  If  a  material  is 
used  whose  individual  properties  are  not  known  and  which  may 
vary  between  wide  limits  a  greater  factor  of  safety  is  used  than 
if  known  material  were  used.  For  example^  a  cast-iron  struc- 
ture might  have  a  factor  of  safety  of  ten  while  a  similar  structure 
of  steel  would  be  safe  with  a  factor  of  four  or  five. 

Frequently  it  is  desirable  to  make  exhaustive  tests  upon  a 
few  pieces.  Such  cases  arise  where  one  oT  more  samples  are 
submitted  in  competition  with  other  material.  I  recently  wit- 
nessed a  test  on  the  results  of  which  an  order  of  $200^000  was 
to  be  based.  Five  pieces  worth  about  $2.00  each  were  sub- 
initted  by  each  competitor.  The  properties  of  each  sample 
depended  upon  proper  composition  and  proper  heat  treatment. 
Even  though  the  composition  were  correct  a  slight  error  in  the 
heat  treatment  would  place  the  material  at  a  disadvantage. 
By  a  suitable  magnetic  test  the  manufacturer  could  have  assured 
himself  that  his  samples  were  representative  of  his  best  product. 

I  have  made  laboratory  tests  on  a  number  of  commercial 
articles  with  considerable  success.  Experimental  evidence 
already  at  hand  shows  that  it  is  feasible  to  apply  individual 
magnetic  tests  to  many  forms  of  tools^  cutlery  and  springs. 
These  tests  are  of  such  a  nature  that  they  may  be  carried  out 
on  a  commercial  scale.  Rings  and  balls  for  ball  bearings  are 
now  being  tried  out  by  this  method  with  every  promise  of  suc- 
cess. Steel  rails,  in  spite  of  their  size,  lend  themselves  very 
readily  to  this  method  of  examination. 
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Service  Effects. 

Since  the  magnetic  and  mechanical  properties  of  steel 
sufifer  changes  with  the  lapse  of  time  and  under  ordinary  ser- 
vice conditions,  the  magnetic  method  offers  a  very  promising 
means  of  examining,  without  destruction,  the  changes  that 
develop  during  the  life  history  of  a  structure.  Some  of  the 
things  to  be  looked  for  are  the  ordinary  results  of  wear  and 
tear.  A  good  example  of  this  is  the  mine  or  elevator  cable. 
Such  cables  grow  old  and  lose  their  usefulness  or  even  become 
a  source  of  danger  due  to  the  wearing  away  of  the  material, 
the  breaking  of  strands,  excessive  strains,  the  development  of  a 
crystallin  structure,  etc.  The  causes  of  deterioration  of  a  cable 
are  so  numerous  and  the  possibility  of  disaster  frequently  so 
great  that  it  is  customary  to  replace  an  old  cable  by  a  new 
one  while  several  years  of  usefulness  remain  in  the  cable.  A 
proper  magnetic  test  would  keep  the  cable  under  surveillance 
at  all  times  and  make  an  autographic  record. 

A  structure  may  fail  by  the  development  of  flaws.  For 
instance,  a  steel  rail  may  render  apparently  satisfactory  service 
for  several  years  and  finally  develop  a  transverse  fissure  which 
results  in  a  dangerous  accident.  Periodic  examinations  of  rails 
which  are  under  suspicion  because  of  excessive  duty  or  other 
causes  may  be  made  and  we  may  thus  detect  the  presence  of 
such  a  flaw  in  an  early  stage  of  its  development. 

Magnetic  analysis  may  be  of  use  in  the  development  of  a 
new  design.  It  is  customary  when  a  new  design  or  a  new  model 
is  developed  to  run  a  service  test  and  at  intervals  to  dismantle 
the  apparatus  and  go  over  in  detail  the  various  members  of  the 
structure.  This  procedure  is  common  in  high-grade  mechanisms 
such  as  automobiles,  adding  machines,  etc.  Such  an  examina- 
tion will  detect  errors  in  design  or  faulty  material  which  result 
in  fracture  or  excessive  wear.  They  do  not,  however,  indicate 
the  structure  of  a  part  which  is  just  about  to  break.  A  magnetic 
test  may  be  expected  to  follow  the  changes  in  structiu-e  from  the 
initial  perfect  condition,  through  the  various  stages  of  fatigue, 
to  the  final  rupture.  Such  changes  would  be  indicated  mag- 
netically, whether  they  were  due  to  a  gradual  return  to  a 
crystallin  equilibrium  or  to  stress  effects. 
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Another  field  which  has  not  as  yet  been  tried  but  for  which 
the  possibility  has  already  been  established  is  in  the  study  of 
the  state  of  stress  of  a  given  structural  member.  For  instance, 
it  may  be  desired  to  determine  whether  a  given  member  in  a 
bridge  undergoes  tension  or  compression  during  the  passage  of 
a  train.  The  fact  that  steel  suffers  certain  changes  in  its  mag- 
netic properties  when  put  under  tension  and  certain  other 
changes  when  put  under  compression  renders  such  a  deter- 
mination possible. 

Routine  Tests.  * 

The  apparatus  required  and  the  procedure  of  testing  depends 
to  a  great  extent  upon  the  nature  and  size  of  the  material  tested 
as  well  as  upon  the  characteristic  flaws  to  be  expected.  Appa- 
ratus for  examining  safety-razor  blades  is  necessarily  quite  dif- 
ferent, notably  in  size,  from  apparatus  for  the  testing  of  steel 
rails.  In  the  case  of  a  lathe  tool  in  which  only  the  nose  is  hard- 
ened the  examination  differs  from  that  of  a  locomotive  driving 
rod  which  is  more  nearly  uniform  throughout. 

Rails. 

If  the  testing  of  rails  is  to  give  a  certainty  of  the  quality 
of  the  material,  it  is  necessary  to  test  not  only  each  rail  but 
every  element  of  the  length  of  each  rail.  This  may  be  accom- 
plished by  a  double  magnetic  test  One  part  of  the  magnetic 
test  will  determine  whether  there  are  non-uniformities  along  the 
length  of  the  rail.  Since  this  test  is  based  upon  a  determina- 
tion of  magnetic  leakage  it  is  referred  to  as  the  "leakage*'  test. 
The  leakage  test  determines  the  homogeneity  of  the  rail. 
Inhomogeneities,  while  they  may  not  be  due  to  dangerous 
imperfections,  always  cast  suspicion  upon  the  rail.  Inhomo- 
geneous  rails  should  not  be  used  in  places  where  the  highest 
degree  of  perfection  is  required.  For  instance,  inhomogeneous 
rails  should  not  be  used  on  bridges,  in  tunnels,  or  where  the 
traffic  is  heavy.  Homogeneity  in  itself  is  not  evidence  of  per- 
fection. A  rail  may  be  quite  uniform  along  its  length  and  yet 
be  an  unsafe  rail.  Its  dangerous  nature  may  be  due  to  improper 
chemical  composition  or  to  errors  in  the  process  of  manufacture 
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such  as  imptoper  finishing  temperatures  or  excessive  cooling 
rates.  To  determine  whether  or  not  such  defects  exist  requires 
a  determination  of  one  or  more  magnetic  constants.  These 
measurements  may  be  made  in  some  form  of  permeameter  and 
in  conformity  with  the  nomenclature  for  similar  tests  on  small 
specimens^  we  call  this  part  of  the  magnetic  examination  the 
"induction"  test. 

Figs.  1  and  2  show  the  general  appearance  of  the  leakage 
apparatus  for  rails.     A  magnetizing  solenoid  is  moved  along 


Fia  2. — ^The  Traveling  Solenoid  Used  in  the  Leakage  Test  of  Rails. 

the  length  of  the  rail.  Any  non-uniformity  along  the  rail  will 
cause  a  variation  in  magnetic  leakage.  This  variation  in  leak- 
age develops  a  small  electromotive  force  which  is  approximately 
proportional  to  the  degree  and  sharpness  of  the  non-uniformity. 
A  special  recording  voltmeter,  not  shown  on  the  photograph, 
makes  a  photographic  record  of  the  magnetic  inhomogeneities. 
This  examination  of  a  rail  can  be  made  in  about  one  minute 
and  excessive  demands  for  skill  and  training  are  not  made  upon 
the  operator. 
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Fig.  3  shows  a  set  of  magnetic-leakage  records  of  a  105-lb. 
rail  before  and  after  gagging.  This  rail  has  the  following 
chemical  composition; 

Carbon 0 .  68    per  cent 

Manganese 0.98         " 

Phosphorus 0.025       " 

Sulfur 0.031       " 

SiHcon 0. 144       " 

It  is  one  of  a  set  of  rails  which  was  expressly  prepared  for  this 
investigation.    The  rails  as  they  left  the  hot  bed  were  prac- 


33S000/b, 
on  Base 


2150001b. 
on  Base 


2250001b. 
on  Head 


5350001b. 
on  Head 


HeadorSase 
before  Bagging 


Fig.  3. — Leakage  Curves  of  a  Rail  Before,  and  After  Gagging.  Vertical 
Arrows  Indicate  Position  of  Application  of  the  Gag.  Horizontal  Arrows 
Indicate  the  Distance  between  the  Supports. 

ticaUy  straight  and  therefore  did  not  need  to  go  through  the 
gag  press. 

The  middle  record  shows  the  normal  record  of  a  rail  free 
from  inhomogeneities.  The  irregxilarity  in  the  curve-  at  the 
right-hand  end  is  due  to  the  starting  of  the  apparatus  and  there- 
fore has  no  significance.  From  these  curves  several  observations 
may  be  made. 

1.  The  rail  before  gagging  shows  a  magnetic-leakage  curve 
which  is  substantially  a  straight  line. 

2.  Pressure  applied  locally  so  as  to  deform  the  metal  pro- 
duces a  magnetic  inhomogeneity  at  the  point  where  the  pressure 
is  applied.  This  is  true  whether  the  pressure  is  applied  on  the 
head  or  on  the  base. 
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3.  The  extent  of  this  local  inhomogeneity  depends  upon  the 
distance  between  supports.  If  the  supports  are  far  apart  the 
strain  seems  to  extend  over  the  entire  cross-section  and  seems 
to  be  greater  on  the  side  of  the  rail  opposite  the  point  of  appli- 
cation. If  the  supports  are  close  together  the  strains  are  localized 
on  the  side  on  which  the  pressure  is  applied. 

4.  The  strains  set  up  by  the  supports  depend  upon  the  dis- 
tance apart  of  the  supports.  If  the  supports  are  90  cm.  apart 
the  magnetic  effect  of  the  supports  is  insignificant.  If  they  are 
only  45  cm.  apart  this  effect  is  considerable.     In  fact,  the  side 


Fig.  4. — ^A  Simple  Type  of  Rail  Permeameter. 

of  the  rail  on  which  the  supports  lie  shows  a  magnetic  inhomo- 
geneity at  each  support  which  is  greater  than  the  corresponding 
inhomogeneity  opposite  the  gag. 

5.  Other  observations  on  other  rails  show  that  the  degree 
of  magnetic  inhomogeneity  increases  with  the  load  applied  by 
the  gag 

6.  Furthermore  it  is  worthy  of  note  that  another  rail  from 
the  same  ingot  which  had  been  annealed  showed  a  much  less 
effect  for  the  same  gagging  stress. 

This  ability  of  the  magnetic  leakage  test  to  indicate  the 
effect  of  gagging  is  of  importance  in  view  of  the  fact  that  many 
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people  consider  that  excessive  gagging  produces  minute  failures 
in  the  rail  which  are  in  effect  potential  transverse  fissures. 

The  induction  test  is  fairly  simple.  Fig.  4  shows  the  test 
rail  and  magnetizing  solenoids  in  position.  The  accessory 
apparatus  which  is  similar  to  that  required  in  induction  measure- 
ments of  small  rods,  is  not  shown.  The  most  useful  magnetic 
quantity  is  probably  the  coercive  force.  For  the  purpose  of 
illustration  we  may  give  the  coercive  forces  of  two  lots  of 
rails  of  substantially  the  same  chemical  composition,  made  at 
the  same  mill,  and  differing  only  in  their  method  of  cooling. 
Four  rails  rolled  in  winter  were  from  the  first  ingot  which  passed 
through  the  mill  in  starting  the  round  for  that  particular  date. 
Consequently  these  rails  were  the  first  upon  the  hot  bed  which 
was  initially  cold.  Two  other  rails  of  substantially  the  same 
chemical  composition  were  selected  from  a  full  hot  bed  and  from 
the  middle  of  a  round  rolled  when  the  atmospheric  temperature 
was  70®  F.  The  averages  of  the  coercive  forces  for  a  magnetiz- 
ing force  of  145  gausses  were  10.30  gausses  for  the  winter  rails 
and  8.91  gausses  for  the  siunmer  rails.  This  difference  of  1.39 
is  probably  due  in  great  part  to  the  difference  in  the  rate  of 
cooling  of  the  two  sets  of  rails. 

Tools. 

Fig.  5  shows  a  type  of  apparatus  designed  especially  for 
the  testing  of  drills,  lathe  tools,  cutlery,  etc.  It  is  so  arranged 
that  the  portion  tested  may  consist  of  the  major  portion  of  the 
piece  or  it  may  be  limited  to  the  end  portion. 

A  number  of  other  pieces  of  apparatus  suitable  for  magnetic 
analysis  have  been  described  more  fully  elsewhere.^ 

Commercial  Magnetic  Analysis. 

The  fundamental  fact  that .  there  is  a  definite  relation 
between  the  magnetic  and  mechanical  properties  of  steel  is  so 
well  estabUshed  that  the  successful  application  of  magnetic 

^Burrows,  "The  Determination  of  the  Magnetic  Induction  in  Straight  Ban."  Bmlletin, 
Bureau  of  Standards,  Vol.  6.  p.  31  {Scientific  Paper  No,  117). 

Pahy,  "A  Permeameter  for  Magnetic-Mechanical  Testing."  EUctrical  World,  VoL  69, 
pp.  315-317  (1917). 

Burrows  and  Pahy,  "Magnetic  Analysis  as  a  Criterion  of  Steel  and  Steel  Products." 
BulUtin,  Bureau  of  Standards  (a  forthcoming  Scientific  Paper). 
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analysis  to  commercial  testing  is  assured.  In  any  particular 
case  the  apparatus  must  be  developed  and  operators  trained. 
However,  the  difficulties  presented  are  not  excessive.  Before 
shop  methods  of  examination  of  any  given  product  can  be 
installed,  a  preliminary  investigation  must  be  carried  out  which 
involves  five  steps. 

1.  Magnetic  data  of  representative  material  must  be  deter- 
mined. Good,  bad  and  indiflferent  materials  must  be  examined 
and  the  data  thus  obtained  correlated  so  that  one  may  know 
what  magnetic  characteristics  go  with  each  grade  of  material. 

2.  From  the  mass  of  data  thus  obtained  the  most  suitable 
magnetic  criteria  must  be  determined.  In  some  cases  any  one 
of  several  magnetic  constants  may  be  equally  satisfactory.  In 
other  cases  only  one  specific  constant  may  be  used.  Still  others 
may  require  the  combination  of  two  or  more  magnetic  constants. 

3.  Suitable  apparatus  must  be  designed.  After  the  proper 
criteria  have  been  determined  the  next  step  is  to  determine 
what  type  of  apparatus  is  best  suited  for  the  particular  material 
to  be  tested.  Ball-bearing  rings  will,  for  the  most  efficient 
operation,  require  a  slightly  different  piece  of  apparatus  from 
that  required  by  twist  drills. 

4.  Limits  of  quality  must  be  determined.  Since  the  proper 
combination  of  speed,  cost  and  accuracy  may  call  for  some 
slight  deviation  from  the  ideal  theoretical  considerations,  the 
material  to  be  tested  must  be  examined  by  the  final  form  of 
apparatus.  From  these  data  the  final  criteria  of  quality  must 
be  determined. 

5.  The  final  step  of  this  preliminary  investigation  is  the 
reduction  of  all  the  operations  to  mere  routine,  so  that  shop 
determinations  may  be  made  by  an  observer  who  is  not  neces- 
sarily an  investigator. 

It  is  not  feasible  to  make  an  estimate  of  the  cost  of  the 
testing  equipment.  However,  it  would  not  be  excessive.  The 
rail-testing  apparatus  shown  could  be  duplicated  for  about 
$1500.  While  this  apparatus  would  undoubtedly  require 
modification  for  shop  practice,  this  amount  may  be  considered 
as  a  rough  estimate  of  the  cost. 
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DISCUSSION. 


Mr.  J.  S.  Unger  (presented  in  written  form  and  read  by  thelut.  Unser. 
author). — ^The  paper  by  Mr.  Burrows  must  be  studied  in  con- 
junction with  Bureau  of  Standards  Scientific  Paper  No.  272  by 
the  same  author,  to  obtain  an  idea  of  the  work  done  so  far. 
The  present  paper  refers  more  particularly  to  rails  and  tools, 
and  it  is  from  the  rail-testing  angle  that  I  present  this  discussion. 

Magnetic  testing  does  not  destroy  or  deface  the  material 
and  to  a  certain  extent  it  permits  of  testing  every  piece  if  of 
some  length,  such  as  a  rail  or  drill.  It  is  admitted,  however, 
that  short  heavy  objects,  such  as  castings,  are  difficult  if  not 
impossible  to  test.  The  apparent  advantage  of  testing  every 
rail  is  not  new,  as  every  rail  is  and  always  has  been  tested  auto- 
matically during  the  process  of  straightening.  It  has  been 
shown  that  magnetic  and  mechanical  properties  bear  a  relation 
to  one  another.  This  same  statement  may  be  made  of  the 
chemical  composition  or  heat  treatment  when  compared  with 
the  mechanical  properties. 

Magnetic  testing  will  show  a  pipe  if  of  considerable  extent. 
As  there  are  almost  diametrically  opposite  opinions  among  rail- 
road authorities  as  to  whether  a  pipe  is  injurious  in  a  rail,  must 
this  not  be  settled  first? 

The  effects  of  cold  rolling  or  drawing,  torn  surfaces  or 
interior  defects  produced  by  cold  work  may  be  shown.  A  rail 
in  service  is  cold-rolled  on  the  head,  which  is  an  essential  part 
of  the  service  it  performs.  A  locomotive  standing  on  a  track 
will  stress  the  rail  \mder  each  wheel.  Such  stresses  can  be 
magnetically  shown.  If  the  locomotive  be  moved  or  the  tie 
supports  changed,  the  stresses  change  to  new  points.  Magnetic 
disturbances  are  shown  at  each  tie  in  Scientific  Paper  No.  272. 

It  is  claimed  a  rail  may  be  magnetically  homogeneous  but 
imfit  for  service,  due  to  improper  chemical  composition,  finishing 
temperature  or  excessive  cooling  rates.  Rails  are  not  made  of 
either  very  soft  or  very  hard  steels  but  within  reasonably  close 
chemical  requirements,  yet  some  rails  do  fail.     If  rail  finishing 
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Mi.  Unger,  temperatures  considerably  above  and  bdow  the  limits  prevailing 
at  different  mills  affect  the  quality,  why  does  the  actual  experi- 
mental evidence  from  the  track  not  prove  it?  Winter  and 
simmier  rails  are  shown  with  different  magnetic  properties  attri- 
buted to  different  rates  of  cooling.  The  inference  is,  that  the 
more  rapidly  cooled  rails  are  inferior.  If  this  be  true,  why  are 
some  railroads  considering  plant  installations  to  heat  and 
artificially  cool  rails  more  rapidly,  and  how  can  we  explain  a 
difference  of  50  per  cent  less  wear  in  oil-quenched  rails  after  five 
years*  service  when  compared  with  a  similar  nmnber  of  untreated 
rails  under  exactly  the  same  conditions  of  service,  no  failures 
occurring  in  either. 

If  a  gagged  rail  shows  a  magnetic  disturbance  where  gagged 
and  an  annealed  rail  a  lesser  effect,  should  rails  not  be  ordered 
annealed  or  what  accomplishes  the  same  purpose,  of  a  softer 
variety  chemically?  If  such  be  done  will  the  rails  not  require 
more  frequent  renewals  on  account  of  wear?  Referring  again 
to  the  gagging,  no  truly  comparative  track  evidence  has  been 
presented,  so  far  as  I  know,  to  prove  that  it  is  injurious.  I  have 
not  been  able  to  prove  it  from  gagged  and  ungagged  rail  experi- 
ments made  in  the  track. 

It  is  recommended  that  magnetically  inhomogeneous  rails 
should  not  be  used  on  bridges.  The  data  on  rail  failures  do 
not  indicate  that  rails  fail  at  this  point,  probably  due  to  their 
better  support.  If  rails  are  inhomogeneous,  would  it  not  be 
better  to  discard  all  such  rails,  or  if  they  must  be  used,  to  install 
them  at  such  points  where  failures  rarely  occur? 

Reference  is  made  to  the  detection  of  flaws  such  as  trans- 
verse fissures  and  to  the  periodic  examination  of  rails  in  service. 
I  am  interested  in  knowing  if  a  fissure  has  been  detected  in  an 
apparently  soimd  rail  and  if  it  can  be  detected  after  such  a  rail 
is  laid,  or  does  it  only  appear  after  being  in  service  for  some 
time. 

Within  three  years  at  least  five  methods  have  been  sug- 
gested for  testing  rails.  The  question  arises,  have  these  tests 
where  used  positively  shown  the  fitness  or  unfitness  of  a  rail 
for  actual  service?  Is  there  not  a  greater  need  for  the  correla- 
tion of  the  present  tests  with  the  data  from  actual  service,  than 
for  any  new  method  of  testing?    I  believe  a  study  of  the  condi- 
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tions  existing  in  the  track  is  of  equal  importance  with  a  study  Hr.  Ungen 
of  the  rail. 

Mr.  Henry  M.  Howe. — ^I  think  this  paper  of  Mr.  Bur-  Mr.  Howe, 
rows  must  be  looked  on  as  a  step  forward  in  a  very  important 
direction.  It  seems  to  me  that  Mr.  Burrows  is  one  crying  in  the 
wilderness.  We  are  the  wilderness.  Our  tests  destroy  the  part 
tested.  That  is  a  crude  state  of  the  art  of  testing.  We  are  in  the 
beginning  of  the  art  of  testing.  The  world  will  have  a  long  time 
to  Kve  after  we  get  through  with  it.  A  wholly  diflFerent  line  of 
testing  from  that  which  we  now  employ  is  opened  up  by  Mr. 
Burrows'  investigations;  that  is  to  say,  the  reaction  of  the 
material  to  forms  of  energy  which  have  no  permanent  effect  on 
the  material  itself.  He  determines  the  reaction  of  a  substance 
to  magnetic  tests.  That  is  only  one  of  many  ways,  many  forms 
of  energy,  the  reaction  to  which  can  be  determined.  We  must 
not  expect  that  this  method,  in  its  infancy,  is  going  to  leap  into 
immediate  and  very  extensive  usefulness;  but  here  is  a  begin- 
ning. It  is  a  beginning  in  my  opinion  in  the  most  important 
direction  which  we  can  possibly  take,  and  I  disagree  with  reluc- 
tance from  my  greatly  esteemed  friend,  Mr.  Unger,  for  I  do 
believe  that  we  need  radically  diflFerent  methods  of  testing,  that 
our  present  methods  are  those  of  a  crude  ignorant  age,  and  will 
give  way  in  time — they  may  not  in  my  time — to  radically  diflFer- 
ent methods  of  testing  which  determine  the  reaction  of  the  sub- 
stance to  forms  of  energy  which  do  not  injure  the  substance. 

Mr.  R.  S.  MacPherran. — I  should  fike  to  ask  Mr.  Bur-  Mr.MtcPherran 
rows  what  qualities  show  for  superiority  in  testing.    What  are 
the  qualities  found  in  the  best  grade  of  samples? 

Mr.  S.  S.  Voorhees. — I  should  like  to  ask  Mr.  Burrows  if  Mr.  Vooiiiees. 
he  is  able  to  measure  by  this  means  the  strains  which  have  devel- 
oped in  the  material  after  use.    If  that  is  possible,  it  will  intro- 
duce a  very  valuable  line  of  investigation. 

Mr.  Charles  W.  Burrows. — If  a  piece  of  steel  is  mag-  Mr.  Burrows, 
netized  the  quantity  of  magnetization  which  it  takes  up  is  called 
the  magnetic  induction  or  simply  the  induction.    The  magne- 
tizing force  is  the  quantity  which  causes  the  induction. 

The  magnetic  induction  increases  with  increasing  values  of 
the  magnetizing  force.  The  corresponding  curve,  however,  is 
not  a  straight  line.    With  increasing  magnetizing  forces  the 
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Mr.  Burrows,  induction  increases  at  first  slowly,  then  rapidly  and  finally  more 
slowly.  The  curve  thus  shows  three  distinct  stages.  If  the  mag- 
netizing force,  after  it  has  been  increased  to  a  certain  value,  is 
gradually  decreased,  the  induction  will  decrease  but  will  not 
follow  the  same  course  as  under  an  increasing  magnetizing  force. 

When  the  magnetizing  force  has  been  reduced  to  zero  the 
specimen  still  retains  some  magnetization;  this  is  called  the 
residual  induction  and  is  represented  by  the  symbol  JB,..  To 
remove  this  residual  induction  it  is  necessary  to  apply  magne- 
tizing force  in  the  reversed  direction,  beginning  with  a  small 
value  and  continuously  increasing  it  until  the  induction  is  entirely 
removed  from  the  specimen.  This  reversed  magnetizing  force 
necessary  to  reduce  the  induction  to  zero  is  called  the  coercive 
force,  and  is  represented  by  the  symbol  F^. 

The  coerdve  force  is  one  of  the  most  important  of  the 
magnetic  characteristics  for  the  estimation  of  mechanical  proper- 
ties. The  permeability,  which  is  the  ratio  of  the  induction  to  the 
corresponding  magnetizing  force,  is  also  of  use;  Ukewise  the 
residual  induction.  The  coercive  force,  however,  is  the  more 
important.  For  instance,  in  the  heat  treatment  of  a  given  piece 
of  steel,  the  annealed  condition  may  have  a  coercive  force  of  10 
gausses,  while  in  the  quenched  condition  the  coercive  force  is  30 
or  40  gausses.  Intermediate  conditions  gf  hardness  due  to  draw- 
ing of  the  quenched  material  will  give  intermediate  values  of  the 
coercive  force.  Consequently  the  coercive  force  is  to  some 
extent,  at  least,  an  index  of  the  heat  treatment. 

Work  has  been  done  in  my  laboratory  and  elsewhere  which 
shows  that  the  coercive  force  will  indicate  differences  in  the 
quenching  temperatures  as  small  as  it  is  feasible  to  measure  with 
the  pyrometer.  We  have  been  making  magnetic  tests  on  speci- 
mens whose  quenching  temperatures  differed  by  15  to  25°  C. 
The  corresponding  differences  in  coercive  force  are  quite  large 
and  easily  measurable. 

Steel  rails  may  be  examined  by  the  same  method.  However, 
we  have  been  looking  for  the  existence  of  inhomogenities  along 
the  length  of  the  rail,  due  to  defects  of  various  kinds.  For  this 
purpose  we  use  the  permeabihty  rather  than  the  coercive  force  as 
a  criterion.  The  procedure  is  to  subject  each  cross-section  suc- 
cessively to  the  same  magnetizing  force  and  measure  the  varia- 
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tions  in  permeability.    The  record  may  be  photographic  and  a  Mr.  Bttmws. 
rail  may  be  thus  examined  over  its  entire  length  in  less  than  one 
minute. 

With  reference  to  the  question  as  to  whether  long  speci- 
mens are  the  only  ones  that  are  suitable  for  magnetic  measure- 
ment, it  is  true  that  the  long  specimens  are  the  most  suitable 
shape  for  measurement,  and  some  time  ago  I  was  prepared  to 
acquiesce  in  the  idea  that  one  must  have  a  relatively  long  speci- 
men if  satisfactory  results  are  to  be  expected.  Latdy,  however, 
I  have  been  working  with  specimens  which  are  shorter  in  length 
than  they  are  in  diameter.  I  refer  to  the  rings  which  are  used  in 
ball-bearing  races.  Differences  in  the  coercive  force  due  to  differ- 
ences in  the  heat  treatments  of  such  specimens  show  up  very 
markedly.  The  same  is  true  for  knife  blades,  and  for  drills 
ranging  from  |  to  1  in.  in  diameter.  I  have  also  gotten  some 
satisfactory  results  from  the  round  balls  used  in  ball  bearings. 

Mr.  Voorhees  has  asked  whether  this  method  is  applicable 
to  the  study  of  a  strained  condition  in  the  metal.  Magnetic 
analysis  may  do  much  in  the  investigation  of  such  strains  and  in 
the  study  of  mechanical  fatigue.  Steel  under  a  moderate  tension 
shows  a  higher  permeability  than  the  same  steel  free  from  stress. 
Steel  under  compression  shows  a  decreased  permeability.  By 
means  of  suitable  apparatus  it  would  be  possible  to  tell  whether 
the  application  of  the  load,  for  instance  a  train  entering  upon  a 
bridge,  causes  a  given  member  to  imdergo  tensile  or  compressive 
stresses. 

I  have  just  recently  built  an  electromagnetic  tuning  fork  for 
the  study  of  repeated  stress  effects.  The  procedure  is  to  subject 
the  prongs  of  the  tuning  fork  to  alternating  stresses  and  at 
intervals  measure  the  magnetic  properties.  It  is  hoped  that  the 
gradual  fatigue  and  break  down  of  the  fibers  will  be  indicated  by 
corresponding  magnetic  changes. 

If  this  experiment  turns  out  successfully  its  applications  afe 
unlimited.  Suppose,  for  instance,  that  a  new  model  of  an  auto- 
mobile or  any  other  machine  were  subjected  to  a  service  test 
continued  to  destruction.  Magnetic  tests  at  different  time 
intervals  would  indicate  structural  changes  in  the  steel,  long 
before  actual  failure  occurs.  The  information  thus  obtained 
would  indicate  where  improvements  in  material  or  design  were 
needed. 
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Mr.  Oibbs.  Mr.  a.  W.  Gibbs. — I  should  like  to  ask  Mr.  Burrows 

whether  that  method  gives  any  chance  of  examining  the  material 
in  situ.  Speaking  of  rails,  it  has  been  fotmd  that  frequently  sev- 
eral concealed  fissures  run  in  the  heat.  Is  it  possible  to  examine 
them?  At  present  the  only  thing  to  do,  if  you  have  several  in  one 
heat,  is  to  take  the  heat  and  break  it  up.  That  does  not  do  much 
good  except  that  the  heat  is  dead  and  can  do  no  more  harm. 
Does  this  method  lead  to  any  probability  that  this  magnetic 
apparatus  can  ever  be  passed  over  the  rail  in  position  and  pick 
out  the  rails  with  concealed  defects,  and  thus  insure  that  only 
sound  rails  will  remain  in  service? 

Mr.  Devries.  .  Mr.  R.  P.  Devries. — ^The  magnetic  test  described  by  Mr. 
Burrows  has  been  a  subject  of  interest  at  the  Bureau  of  Stand- 
ards for  some  four  or  five  years.  Although  I  have  left  the  Bureau 
of  Standards,  I  have  not  left  my  interest  in  magnetic  testing 
behind  there. 

The  nmgnetic  test  may  in  a  good  many  instances  serve  the 
purpose  of  identifying  the  material  which  is  being  tested.  When 
our  tests  do  not  differentiate  between  steels  which  we  know  are 
different  because  they  have  been  treated  differently  and  have 
given  widely  different  service  records,  then  it  certainly  becomes 
important  to  apply  a  test  which  will  perform  this  diffterentiation. 
Briefly,  I  wish  to  call  attention  to  three  specimens  of  steel, 
one  annealed  and  two  in  a  hardened  condition.  These  pieces 
were  tested  by  means  of  the  Brinell  hardness  test,  notch  bar 
impact  and  the  Martens  scratch  test.  These  tests  easily  differ- 
entiated between  the  annealed  and  the  hardened  specimens,  but 
did  not  distingxiish  between  the  two  hardened  specimens.  In 
Fig.  1  the  "jB-H"  ciurves  for  these  specimens  are  placed.  They 
indicate  that  by  differentiating  between  the  annealed  and  hard- 
ened state  the  test  also  discloses  considerable  differences  between 
the  two  hardened  specimens  which  the  mechanical  tests  do  not 
-show.  This  is  the  point  that  I  should  like  to  emphasize:  the 
magnetic  test,  even  if  it  does  nothing  more  than  occasionally 
identify  material,  will  probably  serve  a  very  useful  purpose 
indeed. 

Mr.  Faiiy.  Mr.  Frank  P.  Fahy. — In  discussing  this  question  of  a 

magnetic  test,  several  other  points  are  worthy  of  consideration 
at  this  time.    It  is  important  to  bear  in  mind  that  the  magnetic 
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data  enable  one  to  fotm  conclusions  as  to  the  uniformity  of  the  Mr.  Faiiy. 
material  over  its  section.    That  is,  the  test  results  do  not  depend 
solely  upon  the  properties  of  the  exterior  surface  or  the  portions 
lying  contiguous  thereto.    Moreover,  in  material  of  irregular  sec- 
tion, as  for  instance  a  rail,  it  is  possible  to  isolate  to  a  considerable 
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extent,  for  purposes  of  test,  the  head,  web  and  base  and  to  obtain 
indications  of  their  respective  magnetic  characteristics. 

The  magnetic  phenomena  which  are  observed  when  a  mag- 
netic force  is  applied  to  a  steel  product  are  strongly  influenced  by 
the  structural  characteristics  obtaining.    It  is  sometimes  found 
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Mr.  Pthy.  that  a  steel,  and  particularly  some  of  the  alloy  steels,  which  by 
the  usual  hardness  tests  are  apparently  in  good  condition,  are  so 
brittle  that  they  readily  snap  under  stress.  In  such  cases  the 
important  magnetic  quantity,  the  coercive  force,  is  observed  to 
be  abnormally  high. 

Some  magnetic  investigations  conducted  abroad  within  the 
past  three  years  on  steel  which  was  greatly  oxidized,  have  shown 
that  this  condition  is  indicated  to  such  an  extent  as  to  bring 
about  an  increase  in  the  coercive  force  amounting  to  250  per 
cent.  Steel  cold  worked  or  strained  shows  considerable  change 
in  its  magnetic  properties,  and  this  method  of  test  has  been  used 
to  indicate  the  degree  of  mechanical  working  to  which  material 
has  been  subjected. 

We  have  found  in  our  practice  that  it  is  frequently  possible 
to  tell,  from  the  magnetic  characteristics  of  a  finished  heat- 
treated  product,  where  a  quenching  operation  has  been  followed 
by  one  of  reheating,  whether  the  initial  operation  of  quenching 
was  correctly  performed.  In  other  words,  drawing  a  quenched 
object,  even  where  the  drawing  temperature  is  quite  high,  usually 
does  not  conceal  the  magnetic  characteristics  which  are  typical 
of  inefficient  quenching.  In  one  instance  a  variation  in  tempera- 
ture of  70°  F.  which  was  followed  by  a  drawing  temperature  of 
900°  F.  was  strikingly  observable,  although  the  quenching  tem- 
peratures compared  were  both  well  above  the  critical  range. 
Mr.  Burrows.  Mr.  Burrows. — ^The  examination  of  rails  in  the  track, 
while  not  impossible,  is  one  of  the  more  difficult  phases  of  the 
problem.  The  entire  problem  of  magnetic  analysis  is  a  new  line 
of  work.  I  have  been  engaged  in  this  personally,  possibly  eight 
years  or  so,  and  have  accomplished  some  things,  though  much 
remains  to  be  done.  It  is  not  necessary  that  the  rail  to  be  exam- 
ined be  encircled  by  any  apparatus;  there  is  no  theoretical  reason 
why  it  cannot  be  examined  in  the  track.  I  am  planning  at  the 
present  time  to  examine  elevator  and  mine  cables  in  service  by 
means  of  adjacent  but  not  encirding  apparatus,  and  to  secure  a 
continuous  autographic  record  similar  to  that  of  a  recording 
electrical  instrument. 

Mr.  Devries  brought  out  the  point  that  it  is  possible  to 
differentiate  materials.  I  might  give  just  one  instance.  Some 
time  agO;  perhaps  six  or  seven  years  ago,  I  had  my  mechanician 
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prepare  a  J-in.  rod  about  10  in.  long,  cut  in  the  middle,  and  then  Mr.  Burrows, 
put  the  two  halves  together  to  the  very  best  of  his  ability,  remov- 
ing as  little  of  the  metal  as  possible.  After  it  was  all  finished,  it 
was  ground  and  polished  so  that  it  was  impossible  to  detect  vis- 
ually where  the  joint  was.  I  examined  this  bar  magnetically  by 
measuring  the  variations  in  the  permeability  along  its  length. 
There  was  a  marked  magnetic  irregularity  where  the  two  parts  of 
the  bar  had  been  joined.  Several  years  later,  I  wished  to  use  this 
bar  again  and  had  to  pick  it  out  from  amongst  about  fifty  bars  of 
the  same  length  and  diameter  and  all  somewhat  rusty.  I  exam- 
ined a  nmnber  of  bars  and  tried  to  imscrew  them,  but  was  imable 
to  locate  the  bar  with  the  joint.  Finally  I  examined  them  mag- 
netically, and  all  the  uniform  bars  had  the  same  magnetic  imi- 
formity.  When  I  came  to  the  one  that  had  been  cut,  I  got  the 
same  magnetic- peculiarity  which  I  observed  in  the  first  place. 

I  might  say  that  what  I  have  presented  in  this  paper  is 
merely  a  note  intended  solely  to  arouse  interest,  and  I  think  that 
purpose  has  been  accomplished  to  some  extent.  There  is  a  more 
extensive  publication  on  this  subject  in  progress  at  the  present 
time,  and  I  would  be  very  glad  to  see  that  any  of  you  who  may  be 
interested  in  it  shall  receive  it.  This  work  is  being  carried  on  at 
the  Bureau  of  Standards  and  you  will  be  welcomed,  any  or  all  of 
you,  to  talk  over  any  particular  problem  in  which  you  may  be 
interested.  I  am  interested  in  seeing  the  science  of  Magnetic 
Analysis  applied  to  as  many  practical  problems  as  possible. 
Heretofore  we  have  spent  our  efforts  on  the  theoretical  aspect 
and  the  main  conclusion  we  have  reached  is  that  it  is  possible  to 
apply  such  a  magnetic  test. 
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HARDNESS  OF  HARD-DRAWN  COPPER. 
By  E.  H.  Peirce. 

SUMNIARY. 


Tests  have  been  made  to  determine  whether  hard-drawn 
copper  wire  possesses  a  greater  hardness  and  tensile  strength 
in  the  section  near  the  surface  than  in  the  remainder  of  the 
section. 

Various  samples  of  hard-drawn  copper  wire  were  tested  for 
Brinell  hardness,  both  on  the  surface  and  at  various  points  in 
the  cross-section. 

Various  samples  of  hard-drawn  copper  wire  were  tested  for 
tensile  strength.  Tensile  tests  were  also  made  on  similar  samples 
from  which  the  original  siurface  had  been  removed  by  (l)  turning 
in  a  lathe  and  (2)  dissolving  in  nitric  acid. 

Some  phases  of  the  mechanism  of  cold  drawing  are  con- 
sidered in  the  discussion  of  the  data  obtained  from  the  tests. 

The  conclusion  is  that  hard-drawn  copper  wire  is  equally 
affected  throughout  its  mass  by  the  cold-drawing  process,  and 
hence,  that  the  common  conception  of  a  hard,  exterior  "skin" 
is  erroneous. 
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HARDNESS  OF  HARD-DRAWN  COPPER. 
By  E.  H.  Peirce. 

The  object  of  the  investigation  to  be  discussed  in  this  paper 
is  to  determine  whether  hard-drawn  copper  wire  is  harder  near 
the  surface  than  in  the  interior.  There  exists  a  rather  common 
belief  that  hard-drawn  copper  wire  possesses  a  "skin"  or  sur- 
face layer  of  considerable  thickness,  which  is  of  greater  hardness 
and  tensile  strength  than  the  remainder  of  the  section,  and  that 
beneath  this  "skin"  the  copper  has  been  practically  unaffected 
by  the  drawing  process.  The  belief  that  such  a  condition  exists 
has  even  iofiuenced  engineers  in  their  selection  of  material  for 
certain  purposes. 

In  the  light  of  Beilby's  amorphous  theory,  we  can  readily 
conceive  of  an  immeasurably  thin  layer  of  amorphous  metal 
formed  on  the  surface  of  hard-drawn  copper  wire,  due  to  the 
surface  friction  between  the  drawing  die  and  the  wire.  The 
term  "skin"  as  popularly  used  in  connection  with  hard-drawn 
copper  wire,  refers  to  a  supposed  layer  having  a  thickness  of 
several  himdredths  of  an  inch,  and  not  to  the  immeasurably 
thin  layer  of  amorphous  metal  referred  to  above. 

In  order  to  secure  definite  data  on  this  matter  of  funda- 
mental importance,  numerous  samples  of  hard-drawn  copper 
wire  have  been  subjected  to  various  tests  in  order  to  furnish 
evidence  as  to  the  nature  of  the  hardness  produced  by  the  draw- 
ing operation.  Tests  have  been  conducted  on  samples  of  com- 
mercial copper  wire  in  various  sizes  which  are  in  common  use. 
Even  the  largest  sizes  are  too  small,  however,  for  satisfactory 
investigation  with  the  regular  Brinell  hardness  tester  using  a 
10-nun.  ball.  Hardness  tests  have  therefore  been  conducted 
with  a  modification  of  this  test.  The  ball  used  was  0.1875  in. 
in  diameter  and  was  under  a  standard  pressure  of  120  lb.  The 
impressions  were  read  with  a  microscope  at  50  or  100-diameter 
magnifications.  The  test  was  standardized  against  the  regular 
Brinell  test,  using  for  the  standardization,  pieces  of  metal  of 
uniform  hardness  and  of  such  size  that  the  standardizing  speci- 
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men  could  be  measured  for  hardness  by  both  the  large  machine 
and  the  small  modified  machine.  Numerous  check  tests  have 
demonstrated  the  reliability  of  this  modified  test,  which  has  the 
marked  advantage  of  making  possible  Brinell  hardness  tests 
on  very  small  sections,  and  of  making  possible  numerous  hard- 
ness tests  at  points  very  near  to  each  other  in  sections  too  small 
for  even  one  satisfactory  hardness  test  with  the  10-mm.  ball. 
This  test  measures  the  hardness  of  very  thin  sections.  In 
material  of  a  hardness  number  of  100  the  impression  has  a  depth 
of  0.0016  in. 

Two  kinds  of  tests  have  been  used  to  secure  information  as 
to  the  nature  of  the  hardness  of  hard-drawn  copper,  namely, 
Brinell  hardness  tests  and  tension  tests. 

Brinell  Hardness  Tests. 

In  order  to  secure  a  flat  hard-drawn  surface  suitable  for 
Brinell  hardness  tests,  without  preparatory  treatment  of  any 
kind,  several  samples  of  hard-drawn  copper  wire  were  produced 
having  a  square  cross-section.  The  cross-sections  were  also 
ground  and  polished  for  hardness  tests.  Tests  were  made  on 
the  imprepared  surface  of  the  wire,  and  again  with  the  siurface 
prepared  by  giving  it  the  least  polishing  required  to  remove 
drawing  marks.  The  unprepared  surfaces  were  tested  to  elim- 
inate any  question  as  to  the  effect  of  preparation  of  the  siurface 
on  the  hardness  test.  The  prepared  siurfaces  were  tested  so  that 
these  results  would  be  comparable  with  the  tests  of  the  cross- 
sections,  which  necessarily  have  prepared  siurfaces. 

The  results  of  the  luurdness  tests  are  given  in  Table  I. 

Tension  Tests. 

Samples  of  common  sizes  of  hard-drawn  round  copper  wire 
were  subjected  to  tension  tests.  From  like  samples  the  cylin- 
drical surfaces  were  removed  to  various  depths  by  turning  in  a 
lathe  and  the  reduced  cross-sections  tested  for  tensile  strength. 
From  other  like  samples,  the  cylindrical  surfaces  were  removed 
to  various  depths  by  chemical  means,  that  is,  by  treating  with 
nitric  add  until  the  diameter  was  reduced  by  the  desired  amount. 
One  part  of  nitric  acid  (sp.  gr.  1.42)  to  one  part  water  was  used. 
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Table  I. — ^Results  of  Brinell  Hardness  Tests. 
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■q.  la. 
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Reduced  cross-sections  were  tested  for  tensile  strength.     The 
results  of  tests  on  the  various  specimens  axe  given  in  Table  II- 

DiscussiON  OF  Results. 

Attention  is  drawn  to  the  large  increase  in  ,hardness  due  to 
cold  drawing;  the  hardness  of  a  rod  or  annealed  wire  (see  Table  I, 
sample  No.  8)  being  less  than  one-half  of  that  of  the  hard-drawn 
wires.  Therefore,  if  the  drafting  process  were  to  produce  a 
hard  skin  on  the  surface,  leaving  the  remainder  of  the  cross- 
section  practically  unaffected,  we  should  expect  to  secure  a 
Brinell  hardness  niunber  on  the  centers  of  the  hard-drawn  wires 
in  the  neighborhood  of  50.  All  of  the  figures  obtained,  however, 
show  100  or  higher. 

The  results  of  Table  I  show  that  the  surface  of  hard-drawn 
copper  is  not  higher  in  Brinell  hardness  than  the  inner  portions. 
The  plastic  deformation  produced  by  cold  drafting  has  evidently 
hardened  the  wire  throughout  its  section.  This  is  true  of  the 
first  drafts  as  weU  as  of  subsequent  drafts. 

The  results  of  Table  II  indicate  that  the  removal  of  the 
surface  metal  of  hard-drawn  wire  has  no  appreciable  effect  on 
the  unit  tensile  strength  of  the  remaining  metal.  Surfaces  were 
removed  both  mechanically  and  chemically  and  the  two  methods 
are  apparently  equivalent  as  regards  their  effect  on  the  unit 
tensile  strength  of  the  remaining  metal. 

About  0,092  in.  thickness  of  metal  was  removed  by  each  of 
these  methods  from  lots  Nos.  1,  2,  3,  4,  5,  6,  8,  9,  10  and  11, 
making  a  total  of  20  specimens  on  which  the  results  could  be 
compared.  Of  these  20  samples,  5  samples  showed  that  the  unit 
tensile  strength  of  the  remaining  cross-section  was  less  than  the 
unit  tensile  strength  of  the  original  wire,  while  with  the  other 
15  samples  the  unit  tensile  strength  of  the  remaining  section  was 
somewhat  greater  than  that  of  the  original  wire. 

On  lots  Nos.  7,  12  and  13,  which  were  not  included  in  the 
comparison  above,  the  surface  was  removed  to  a  less  depth.  The 
results  on  these  lots  are,  however,  similar  to  those  discussed 
above. 

Evidently,  the  effect  of  the  plastic  deformation  produced 
by  the  cold  drafting  has  been  to  increase  the  unit  tensile  strength 
of  the  metal  uniformly  throughout  the  section.    This  is  true  of 
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Table  II. — ^Results  of  Tests  for  Tensile  Strength. 


Loyen  Removed  from  Suxfaoe 

Leyert  ReoMnred  from  Surface 
Chemioally. 

Desoriptionof 
SpediMn. 

Diameter, 
in. 

Removed, 
in. 

Teinle 
Btrenrtiiof 
Raauunins 

CrovnSeetion. 

lb.  p«r  tq.  in. 

Diameter, 
in. 

Thicknen 

of  Layer 

Removed, 

in. 

TenaUe 

Btrenrtiiaf 

Rem2ning 

Croee^eetion, 

lb.  per  sq.  in. 

4/0  wire.  lot  No.  1 

0.4500 
0.8010 
0.3816 
0.2711 

0.0 
0.0322 
0.0373 
0.0925 

61800 
50300 
50100 
51500 

0.4660 
0.8920 
0.8814 
0.2711 

0.0 
0.0820 
0.0378 
0.0926 

61800 
61200 
60200 
62000 

4/0  wir^  lot  No.  2 

0.4560 
0  8913 
0.3S10 
0.2728 

0.0 
0.0328 
0.0875 
0.0916 

51000 
50900 
51800 
52300 

0.4660 
0.3922 
0.3828 
0.2734 

0.0 
0.0819 
0.0866 
0.0918 

51000 
61000 
61800 
62700 

8/0  wir^  lot  No.  8 

0.4079 
0.3457 
0.3354 
0.2250 

0.0 
0.0311 
0.0362 
0.0914 

63450 
56000 
66100 
68800 

0.4079 
0.8460 
0.3360 
0.2268 

0.0 
0.0809 
0.0859 
0.0908 

68460 
66800 
68  800 
64  600 

8/0  wire,  lot  No.  4 

0.4079 
0.3454 
0.3354 
0.2243 

0.0 
0.0312 
0.0362 
0.0918 

68  700 
52  800 
54  600 
64  900 

0.0479 
0.3476 
0.8350 
0.2264 

0.0 
0.0301 
0.0364 
0.0907 

68  700 
68  500 
63000 
63800 

2/0  wire,  lot  No.  5 

0.3626 
0.2904 
0.2890 
0.1788 

0.0 
0.0316 
0.0368 
0.0919 

54100 
68  600 
63  900 
66500 

0.3626 
0.2996 
0.2928 
0.1814 

0.0 
0.0815 
0.0349 
0.0906 

54100 
64  200 
64  500 
63  700 

2/0  wire,  lot  No.  6 

0.3610 
0.2990 
0.2896 
0.1794 

0.0 
0.0810 
0.0357 
0.0908 

54  400 
66000 
66  700 
66800 

0.3610 
0.3015 
0.2892 
0.1810 

0.0 
0.0297 
0.0359 
0.0900 

64450 
54800 
65  800 
58  700 

2/0  wire,  lot  No.  7 

0.8658 
0.3506 
0.3354 
0.8000 

0.0 
0.0076 
0.0152 
0.0829 

56300 
66000 
66000 
68500 

0.8668 
0.3480 
0.3315 
0.2986 

0.0 
0.0089 
0.0171 
0.0336 

66300 
65  200 
53  640 
66870 

2/0  wire,  lot  No.  8 

0.8648 
0.3000 
0.2888 
0.1798 

0.0 
0.0824 
0.0380 
0.0926 

54600 

63700 
54  400 
57400 

0.8648 
0.2966 
0.2882 
0.1802 

0.0 
0.0341 
0.0883 
0.0923 

64500 
55  200 
52800 
66700 

'^I^Si^^ 

0.3667 
0.2990 
0.2881 
0.1787 

0.0 
0.0339 
0.0388 
0.0940 

62  900 
54  800 
64  200 
66500 

0.3667 
0.2986 
0.2900 
0.1808 

0.0 
0.0341 
0.0384 
0.0930 

62900 
63700 
54300 
65300 

l/Owir«bIotNo.lO 

0.8229 
0.2585 
0.2487 
0.1298 

0.0 
0.0322 
0.0371 
0.0968 

64  250 
68  600 
64  800 
66800 

0.8229 
0.2646 
0.2520 
0.1400 

0.0 
0.0292 
0.0866 
0.0915 

54260 
64800 
63200 
63  200 

1/0  wir^  lot  No.  11 

0.3234 
0.2590 
0.2494 
0.1890 

0.0 
0.0322 
0.0370 
0.0922 

64  400 
54  700 
63700 
68400 

0.8234 
0.2560 
0.2470 
0.1385 

0.0 
0.0887 
0.0382 
0.0024 

64400 
68  800 
64  000 
64  000 

No.  6  wir^  lot  No.  12... 

...... 

:::::: 



0.1618 
0.0986 
0.0958 
0.0853 
0.0458 

0.0 

0.0316 

0.0330 

0.0382 

0.0580 

62650 
61500 
69600 
61100 
59  800 

No.«w]r^btNo.l8... 

0.1619 
0.0080 
0.0889 
0.0630 
0.0303 

0.0 

0.0319 

0.0365 

0.0495 

0.0658 

61350 
60700 
60800 
60300 
61000 
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the  wire  having  the  least  amount  of  cold  work  (lowest  tensile 
strength)  as  well  as  of  the  wire  having  the  greatest  amount 
(highest  tensile  strength). 

In  discussing  these  results  of  physical  tests,  let  us  consider 
briefly  what  happens  to  the  equiaxed  grains  of  a  hot-rolled 
copper  rod  or  annealed  wire  when  the  metal  is  cold  drawn.  The 
rod  or  wire  is  reduced  in  diameter  and  lengthened  in  proportion 
on  passing  through  the  tapered  hole  in  the  die.  While  under- 
going this  change  the  metal  is  subjected  simultaneously  to  a 
heavy  pressure  by  the  tapering  surface  of  the  hole  in  the  (Ue,  and 
to  a  heavy  tensile  stress,  transmitted  from  the  wire-drawing 
block  through  that  cross-section  of  the  wire  which  has  already 
passed  the  die.  The  combination  of  these  forces  results  in  an 
amount  of  plastic  deformation  which  is  expressed  numerically 
as  the  percentage  of  reduction  of  area  by  drafting.  The  indi- 
vidual grains  of  metal  are  increased  in  length  and  correspond- 
ingly decreased  in  transverse  cross-section  in  proportion  to  the 
amount  of  drafting,  the  volume  of  each  individual  grain  remain- 
ing practically  unchanged.  This  change  in  the  shape  of  the 
individual  grains  is  accomplished  by  the  process  of  slip  along 
certain  of  its  crystallographic  planes  with  the  resulting  amorphi- 
tization  of  metal  adjacent  to  these  planes. 

The  microscopical  examination  of  longitudinal  sections 
readily  shows  the  change  in  grain  dimensions  above  described. 
Such  examination  further  indicates  that  plastic  deformation  has 
progressed  equally  throughout  the  section  of  the  drawn  wire. 
From  this  evidence  alone  we  should  anticipate  that  all  points 
in  the  vdre,  regardless  of  their  position  in  relation  to  the  long 
axis  of  the  wire,  would  show  similar  increases  in  hardness  and 
tensile  strength  as  a  result  of  the  plastic  deformation. 

Looking  at  the  matter  from  another  point  of  view,  we  must 
assume  that  if  the  inner  portions  of  the  wire  were  to  acquire 
less  hardness  than  the  outer  portions,  those  inner  portions  must 
undergo  less  plastic  deformation  (increase  in  length)  in  drafting 
than  the  outer  portions;  in  other  words,  tjie  outer  portion  of 
the  wire  would  necessarily  increase  in  length  at  a  faster  rate 
than  the  inner  portions.  This  condition  would  result  in  a  finished 
wire  that  would  be  a  tube  instead  of  solid  on  the  end  last  leaving 
the  die,  and  in  fact  would  be  a  tube  for  a  considerable  proportion 
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of  its  length.  This  condition  does  not  exist,  in  spite  of  the  fact 
that  the  wire  may  be  increased  to  nearly  twice  its  original  length 
in  a  single  draft.  Even  a  copper-clad  rod  (which  consists  of  a 
jacket  of  soft  copper  welded  to  a  core  of  comparatively  hard 
steel)  can  be  drawn  down  into  a  small-diameter  wire  in  which  the 
steel  center  has  increased  in  length  to  the  same  extent  as  the  copper. 
Since  the  inner  portions  actually  increase  in  length  by  the  same 
amount  as  the  outer  portions,  they  must  have  undergone  similar 
amounts  of  plastic  deformation,  and  therefore,  have  increased 
in  hardness  and  tensile  strength  to  the  same  degree  as  the  outer 
portions. 

Conclusion. 

From  the  data  presented  and  from  a  theoretical  considera- 
tion of  the  nature  of  the  process  of  cold  drafting,  the  conclusion 
is  warranted  that  hard-drawn  copper  wire  is  equally  affected 
throughout  its  mass  by  the  cold-drawing  process,  and  hence, 
that  the  common  conception  of  a  hard,  exterior  skin  is  erroneous. 
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Mr.  Addickt.  Mr.  Lawrence  Addicks  {presented  in  wriUenform  and 
read  by  the  Secretary). — ^There  is  ample  evidence  in  the  behavior 
of  copper  wire  under  torsion  to  demonstrate  the  existence  of  a 
hard  skin  of  appreciable  thickness  on  ordinary  copp)er  wire.  It  is 
not  of  sufficient  thickness  to  affect  the  tensile  strength  to  any 
extent,  but  the  removal  of  a  very  thin  film  of  the  outside  surface 
by  etching  with  acid  has  a  surprising  effect  on  the  torsional 
resistance.  As  the  similar  removal  of  some  of  the  surface  of 
the  rod  before  drawing  the  wire  has  an  almost  equal  effect  on 
the  finished  wire,  it  seems  probable  that  the  hardness  is  due  to 
oxide  scale  roUed  in  rather  than  to  the  actual  drawing  and  this 
therefore  refers  only  to  commercial  wire. 

It  should  not  be  difficult  by  actual  test  to  measure  both  the 
thickness  and  the  hardness  of  this  layer  from  torsional  data. 

Mr.  Howe.  »  *  Mr.  Henry  M.  Howe. — ^This  paper  is  very  welcome  as 
showing  that  the  effect  of  cold  drawing  is  not  concentrated  on 
the  surface  of  the  piece  but  is  approximately  uniform  throughout 
the  cross-section.  This  is  of  both  scientific  and  practical 
importance. 

If  we  analyze  the  data  in  his  Table  I  as  I  have  done  in 
Table  III,  we  may  draw  two  interesting  inferences.  First  we 
note  that  the  hardness  of  the  polished  skin  exceeds  that  of  the 
drawn  skin  in  four  out  of  the  five  cases  by  from  2  to  5  Brinell 
numbers,  from  which  we  infer  that  the  polishing  has  added  slightly 
to  the  effect  of  the  cold  drawing.  This  is  in  exact  conformity 
with  Beilby's  observation,  which  showed  that  the  effect  of 
polishing  is  to  create  a  wholly  amorphous  surface  layer,  not  only 
appreciably  harder  than  the  normal  metal,  but  transparent  and 
differing  from  it  in  the  physical  properties  in  general. 

The  differences  shown  in  Table  III  in  this  respect  are  very 
small,  but  the  fact  that  the  polished  skin  in  four  out  of  the 
five  cases  is  measurably  harder  and  in  the  fifth  case  is  not  softer 
than  the  drawn  skin  should,  I  think,  be  interpreted  first   as 

(122) 
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confirming  Beilby's  observations,  and  second,  as  testifying  to  Mr.  Howe, 
the  accuracy  of  Mr.  Peirce's  work. 

In  all  cases  except  No.  1  the  polished  cross-section  is  some- 
what harder  than  the  polished  skin,  and  in  all  the  cases  except 
No.  3  the  center  of  the  polished  cross-section  is  somewhat  harder 
than  the  peripheral  parts.  The  difference  is  somewhat  larger 
in  this  case  than  in  the  previous  one.  This  strongly  tends  to 
show  that  the  hardening  increases  slightly  from  the  periphery 
toward  the  axis.  This  is  further  supported  by  the  fact  that  the 
total  increase  of  hardness  from  No.  1  to  No.  5  is  29.3  Brinell 
niunbers  in  the  cross-section  against  16  Brinell  niunbers  in  the 
polished  skin. 

Table  III. — ^Analysis  of  Brinell  Hardness  Data  in  Table  I. 


SpeeimoiNo. 

Poliahed 
Croa»-Seotion. 

Polisbed  Skill. 

Drawn  Skin. 

ExceM  of  Polished. 

Cro8B-Section  over 

Polished  Skin. 

Exeeas  of  Polished 

Skin  over  Drawn 

Skin. 

101.7 

lOS 

101 

-1.8 

2 

120 

108 

104 

12 

4 

116 

lOS 

108 

11 

2 

128 

122 

117 

8 

5 

131 

119 

m 

12 

0 

There  is  an  anomaly  which  Mr.  Peirce  may  be  able  to  explain 
to  US,  that  the  hardness  increases  from  draft  to  draft  from 
specimen  No.  1  to  specimen  No.  5  whether  we  compare  the 
polishefd  cross-section,  the  polished  skin,  or  the  drawn  skin,  with 
the  exception  of  specimen  No.  3,  which  is  softer  than  specimen 
No.  2  in  all  three  respects  in  spite  of  having  been  drawn  more. 
Moreover,  if  we  compare  the  individual  cases  Nos.  1  to  7  of  speci- 
men No.  2  with  Nos.  1  to  8  of  specimen  No.  3  (omitting  No.  6 
of  specimen  No.  3,  which  is  without  any  strict  correspondent 
in  specimen  No.  2),  we  find  that  in  six  out  of  the  seven  positions 
specimen  No.  2  is  harder  than  specimen  No.  3,  and  in  the  seventh 
position  their  hardness  is  equal.  There  is  also  a  small  decrease 
in  hardness  of  the  polished  skin  from  specimen  No.  4  to  specimen 
No.  5,  but  this  must  be  taken  as  within  the  limit  of  observational 
error. 
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Mr.  Howe.  Mr.  Peirce's  explanation  of  the  uniformity  of  the  hardening 
throughout  the  cross-section  is  complete  and  convincing. 

His  results  confirm  those  which  Thurston  reached  in  1878,^ 
on  examining  a  cold-rolled  wrought-iron  bar,  and  testing  tensilely 
pieces  cut  from  it,  some  of  them  of  the  full  2-in.  diameter  and 
others  reduced  in  diameter  by  turning  in  a  lathe  to  various 
diameters  down  to  J  in.  His  data,  like  Mr.  Peirce's,  show  that 
the  great  strengthening  eflfect  produced  by  the  cold  rolling  is 
substantially  uniform  throughout  the  cross-section  of  the  bar. 
His  results  are  less  concordant  than  Mr.  Peirce's,  which  is  hardly 
surprising  in  view  of  the  heterogeneousness  of  the  wrought  iron, 
and  further,  in  view  of  the  fact  that  his  specimens  do  not  appear 
to  have  been  homologous,  but  to  have  had  constant  length  in 
spite  of  the  varying  cross-section. 

The  greater  hardness  of  the  cross-section  than  of  the  skin 
may  perhaps  be  due  to  the  hardening  effect  of  cutting  the  cross- 
section,  for  instance  by  the  hack  saw  if  that  was  used. 

Mr.  Peirce  has  kindly  enabled  me  to  reproduce  his  miniature 
Brinell  machine  for  use  in  my  own  laboratory.  It  is  not  only 
very  cheap  in  construction,  but  has  some  marked  advantages 
over  the  standard  machine,  in  that  normal  impressions  can  be 
had  closer  together,  nearer  the  edge,  and  on  probably  much 
thinner  sheets  of  metal. 

The  machine  has,  of  course,  the  defects  of  its  quality.  It 
enables  us  to  detect  irregularities  of  hardness,  and  thus  to  test 
the  material  for  irregularity  of  composition,  better  than  with 
the  standard  machine.  On  the  other  hand,  if  we  seek  the 
average  hardness  of  a  heterogeneous  material  as  a  whole,  we 
have  to  make  and  average  a  larger  number  of  impressions  than 
with  the  standard  machine. 

{By  letter), — ^While  it  is  true  that  the  greater  hardness  of  the 
cross-section  might  be  referred  to  the  longitudinal  distribution 
of  the  structure  or  of  impurities,  yet  certain  objections  to  this 
occur.  In  the  first  place  even  in  the  "commercial"  copper  wire 
tested  the  proportion  of  impurities  is  probably  almost  negligibly 
small.  In  the  second  place  I  hardly  see  why  the  ends  of  the 
elongated  crystals  should  offer  greater  resistance  than  the  sides. 

i  R.  H.  Thurston,  Report  to  Jones  and  Laughlin  Steel  Co.  on  Cold-RoUed  Iron,  1878. 
See  aUo  Howe,  "Metallurgy  of  Steel,"  page  216,  1890. 
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Would  not  a  Brinell  impression  be  greater  on  the  end  than  on  Mr.  How«. 
the  side  of  a  wire  rope? 

There  was  no  clear  indication  of  a  difference  in  hardness 
between  the  transverse  and  the  longitudinal  sections  of  the  torn 
tensile  test  piece  of  low-carbon  steel  which  I  described*  in  1914, 
though  in  this  case  the  other  variables  were  so  great  that  such  a 
difference  might  exist  and  yet  escape  unnoticed. 

A  more  attractive  explanation  of  the  greater  hardness  of 
the  core  in  Mr.  Peirce's  rods  is  that  the  core  is  under  initial 
compression  and  the  skin  is  under  initial  tension,  as  was  shown 
by  Hejoi*  in  the  case  of  drawn  rods,  the  opposite  being  true  of 
rolled  and  hammered  rods.  It  is  easy  to  understand  that  the 
fact  that  the  core  is  initially  in  compression  increases  resistance 
to  the  intrusion  of  a  foreign  body  like  the  Brinell  ball.  Because 
the  core  is  imder  compression  it  must  needs  pass  on  to  the  layers 
which  compress  it  a  part  of  the  compression  which  it  receives 
from  the  Brinell  ball,  so  that  to  the  resistance  of  the  core  itself 
to  compression  there  is  added  the  resistance  which  that  com- 
pression has  to  overcome  in  moving  radially  toward  the  layers 
which  are  compressing  it. 

It  would  be  interesting  if  Mr.  Peirce  would  next  proceed  to 
try  this  same  experiment  with  rolled  rods,  and  if  he  would  also 
slit  his  rods  lengthwise  and  see  whether  the  two  halves  become 
concave  outwards. 

The  Brinell  impression  seems  to  be  brought  about  chiefly 
by  moving  the  material  at  and  near  the  surface  radially  and 
upwards,  so  that  the  resistance  to  impression  is  chiefly  tensile. 
It  is  only  when  the  tensile  elastic  limit  is  exceeded  tha,t  such 
tensile  movement  is  brought  about.  If  the  metal  is  initially  in 
compression,  that  compression  increases  the  external  force 
whidb  must  be  applied  to  bring  the  material  up  to  its  tensile 
elastic  limit.  Hence  the  initial  compression  lessens  the  excess 
above  the  tensile  elastic  limit  which  the  fixed  pressure  on  the 
Brinell  ball  causes,  and  in  lessening  that  excess  lessens  the  size 
of  the  resultant  impression,  and  thus  increases  the  hardness 
number. 


1  Henry  M.  Howe.  *'  Are  the  Effects  of  Oventraizi  Monotropic, "  Proceedings^  Am.  Soc.  Test. 
M«ts..  Vol.  XrV.  Part  11.  p.  28  (1914). 

*  Martens-Heyn,  "Materialenkunde,"  1912.  p.  301. 
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Mr.  de  Forest.  Mr.  A.  V.  DE  FoREST. — In  reply  to  Mr.  Howe's  sugges- 
tion of  the  small  BrineU  machine,  I  have  had  a  little  experience 
with  a  1-mm.  baU  and  10-kg.  load,  which  is  fairly  small 
for  the  Biinell  test.  The  hmit  of  usefulness  of  that  machine 
is  pretty  nearly  dependent  on  the  grain  size  of  the  specimen 
which  is  being  examined;  because  if  the  ball  happens  to  fall  on 
a  junction  of  three  grains,  it  will  give  an  entirely  diflFerent  read- 
ing from  what  it  will  give  if  it  happens  to  fall  in  the  center  of  one 
grain;  and  when  the  depression  is  so  very  small,  it  is  easy  for 
this  to  occur,  and  it  leads  to  extreme  confusion  in  interpreting 
the  results. 

Mr.  CampbeiL  .  Mr.  William  Campbell. — ^Two  or  three  years  ago  I  had 
some  hard-drawn  wire  which  I  obtained  through  the  kindness 
of  Mr.  J.  A.  Capp,  to  examine  the  structure.  I  wanted  to 
determine  whether  there  was  any  diflference  in  the  structure, 
and  probably  in  the  hardness,  between  the  outside  and  interior 
of  cold-drawn  metal.  Up  to  500  diameters  you  could  not  teU 
the  difference  between  the  photographs  taken  at  the  outside  and 
the  inside.  I  did  not  have  the  facilities  for  making  tensile  tests 
or  these  BrineU  tests  with  the  small  ball,  and  I  think  we  are 
greatly  indebted  to  Mr.  Peirce  for  having  done  this  work  and 
cleared  up,  I  hope  once  for  all,  the  certainly  erroneous  idea  that 
cold-drawn  metal  is  harder  and  stronger  on  the  outside  than  on 
the  inside. 

In  regard  to  the  reason  why  there  should  be  a  difference  in 
hardness  between  the  end  and  the  side,  I  think  that  has  some- 
thing to  do  with  the  structure.  If  the  metal  is  examined  longi- 
tudinally, you  will  find  that  it  is  composed  of  a  bunch  of  drawn- 
out  fibers  or  elongated  grains.  Pressing  the  ball  upon  it  in  from 
the  sides  tends  to  shove  those  elongated  grains  aside.  On  the 
other  hand,  looking  at  it  in  a  cross-section,  you  will  find  that 
you  are  examining  the  ends  of  a  number  of  rods,  as  it  were. 
Now  on  pressing  that  structure  with  the  ball,  you  are  not  doing 
exactly  the  same  work  as  before;  it  is  somewhat  similar  to  trying 
to  push  your  finger  sideways  on  a  rope  and  endways  on  a  rope. 

Mr.  Peirce.  Mr.  E.  H.  Peirce  (Author's  closure  by  kiter). — ^Mr.  Addicks 

believes  that  there  exists  on  ordinary  copper  wire  a  hard  skin 
of  appreciable  thickness,  but  considers  it  probable  that  this  is 
due  to  oxide  scale  rolled  in  rather  than  to  the  actual  drawing. 
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The  existence  of  a  hard  skin  of  appreciable  thickness  was  cer-  Mr.  Peirce. 
tainly  not  indicated  by  the  hardness  tests  obtained  in  my  experi- 
ments. Using  various  specimens  of  commercial  copper  wire  and 
a  modified  Brinell  test  in  which  the  ball  penetrated  the  surface 
less  than  0.002  in.,  the  hardness  of  the  drawn  surface  was  not 
higher  than  that  of  the  polished  surface  nor  that  of  the  polished 
sections.  An  immeasurably  thin  layer  of  hard  amorphous  metal 
undoubtedly  exists  on  the  surface  of  hard-drawn  wire.  The 
effect  on  the  torsion  test  of  wire  due  to  treatment  of  the  surface 
of  wire  (or  even  rods  from  which  wire  is  drawn)  with  dilute 
nitric  acid  can,  however,  hardly  be  claimed  to  demonstrate  the 
existence  of  a  "hard  skin  of  appreciable  thickness"  when  hard- 
ness tests  fail  to  show  that  the  surface  of  either  rods  or  wire  is 
actually  harder  to  an  appreciable  depth. 

Mr.  Howe  calls  attention  to  the  fact  that  the  drawn  surfaces 
show  slightly  lower  hardness  than  similar  surfaces  which  have 
been  polished.  An  immeasurably  thin  layer  of  amorphous  mate- 
rial forms  the  surface  of  the  drawn  wire,  while  the  amorphoxis 
layer  formed  by  the  polishing  is  doubtless  thicker  than  that  of 
the  drawn  surface,  and  therefore,  gives  a  higher  hardness  figure 
in  the  test.  Mr.  Howe  notes  in  his  Table  HI  a  slight  excess  of 
the  hardness  of  the  polished  cross-section  over  the  polished 
surface  of  the  wire  and  suggests  that  the  cutting  of  the  cross- 
section  with  the  hack  saw  may  have  hardened  the  cross-section 
tested.  I  agree  that  this  sawing  would  harden  the  metal  adja- 
cent to  the  cut.  He  further  refers  to  Hejoi's  conclusion  that 
the  core  is  under  initial  compression  and  the  surface  under  initial 
tension  and  shows  why  higher  hardness  figures  are  to  be  expected 
from  those  portions  wider  initial  compression.  In  addition  to 
the  above  possible  causes  suggested  by  Mr.  Howe  for  the 
increased  hardness  of  the  cross-section  over  that  of  the  surface, 
the  writer  believes  that  there  is  still  another  condition  which 
contributes  to  the  slight  difference  in  hardness  noted.  This 
condition  is  that  in  taking  the  hardness  of  the  polished  cross- 
section  the  ball  acts  in  a  direction  parallel  to  that  of  the  drafting, 
while  in  taking  the  hardness  of  the  polished  surface  of  the  wire 
the  ball  acts  in  a  direction  perpendicular  to  that  of  the  drafting. 
We  have  recently  made  hardness  tests  which  demonstrate  that 
when  testing  hard-drawn  wire  this  change  of  direction  of  the 
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Mr.  Peiree.  Brinell  impression  is  of  itself  the  cause  of  a  slight  difference  in 
the  hardness  readings.  These  tests  were  made  near  the  axis 
of  the  wire,  both  parallel  to  and  perpendicular  to  the  axis.  The 
specimens  tested  were  sawed  polished  cross-sections  and  sawed 
polished  longitudinal  sections  made  by  cutting  along  the  line 
of  the  axis  of  the  wire.  In  these  tests  the  hardness  of  the  cross- 
section  (that  is,  with  the  ball  acting  parallel  to  the  direction  of 
drafting)  averaged  several  points  higher  than  that  of  the  longi- 
tudinal section  (that  is,  with  the  ball  acting  perpendicularly  to 
the  direction  of  drafting).  The  several  causes  noted  above 
probably  contribute  to  make  the  hardness  of  the  cross-section 
read  slightly  higher  than  that  of  the  surface  of  the  wire.  The 
excess  hardness  imder  discussion  is,  however,  quite  small  when 
we  consider  that  the  wire  has  increased  in  hardness  by  drafting 
from  about  50  in  the  rod  to  100  or  higher  in  the  drawn  wire. 

As  suggested  by  Mr.  Howe,  a  sample  of  a  straight  piece  of 
hard-drawn  copper  wire  was  slit  lengthwise  with  a  hack  saw  to 
see  whether  the  two  halves  would  concave  outwards.  One  half 
concaved  outwards  very  slightly;  the  other  half  showed  no 
change. 

Mr.  Howe  notes  that  in  Table  I,  specimens  Nos.  3  and  5  did 
not  increase  in  hardness  over  the  former  draft  as  did  the  other 
specimens.  The  author  calls  attention  to  the  fact  that  these 
specimens  had  a  much  lighter  reduction  from  the  next  larger 
size  than  had  specimens  Nos.  2  and  4.  These  light  reductions 
would  be  expected,  however,  to  produce  slight  increases  in  hard- 
ness over  the  former  draft. 

Mr.  Campbell  explains  why  there  should  be  a  difference  in 
hardness  between  the  end  and  side  of  a  wire.  I  agree  that  the 
end  would  be  expected  to  give  a  slightly  higher  hardness  figure 
than  the  side.  The  hardness  tests  made  near  the  axis  of  a  wire, 
both  parallel  and  perpendicular  to  the  axis,  as  described  in 
my  reply  above  to  Mr.  Howe's  discussion,  confirm  this  view. 
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ELECTROLYTIC  DETERMINATION  OF  TIN  ON 
TINNED  COPPER  WIRE. 

By  G.  G.  Grower. 
SUNINIARY. 


As  it  is  sometimes  necessary  to  determine  the  quantity  of 
tin  on  tinned  copper  wire,  a  quick  method  of  making  the  deter- 
mination was  desired.  Where  two  different  metak  are  in  inti- 
mate contact,  as  in  plated  material,  it  would  appear  that  elec- 
trolysis would  offer  a  ready  means  of  separating  and  determining 
the  two  constitutents.  The  method  was  tried  with  tinned  copper 
wire  and  fotmd  to  be  practical.  The  investigation  also  showed 
that  the  tin  exists  in  two  forms,  free  tin  on  the  outside,  and  an 
intermediate  layer  of  tin-copper  alloy.  On  accoimt  of  the  differ- 
ence of  potential  between  the  free  and  alloyed  tin,  it  is  possible 
to  determine  these  separately.  Gas  voltameters  are  used  to 
show  the  quantity  of  tin  and  no  weighing  is  necessary.  The 
electrolysis  only  takes  a  minute  or  so. 

The  method  may  be  used  to  determine  the  quantity  of  free 
and  aUoyed  tin,  but  is  not  an  accurate  indication  of  the  uni- 
formity or  perfection  of  tinning. 
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ELECTROLYTIC  DETERMINATION  OF  TIN   ON 
TINNED   COPPER  WIRE. 

By  G.  G.  Grower. 

General  Description  of  Process. 

Introduction. — ^The  quantity  of  tin  on  tinned  copper  wire 
has  hitherto  been  determined  by  chemical  analysis.  This  is 
inconvenient,  being  slow,  and  necessitating  sending  the  wire  to 
the  chemical  laboratory.  The  analysis  shows  only  the  quantity 
of  tin,  and  gives  no  information  concerning'  its  condition  or  uni- 
formity. Other  methods  are,  therefore,  desirable  to  show  the 
quantity  or  quality  of  the  tinning:  for  example;  the  wire  has 
been  alternately  dipped  in  solutions  of  hydrochloric  add  and 
sodium  suli&de,  the  number  of  such  cycles  without  blackening 
is  taken  as  showing  in  a  general  way  how  good  the  tinning  is. 
The  method  is  unsatisfactory  and  the  results  of  doubtful  value. 
Exposure  of  the  wire  to  hydrogen-sulfide  gas  has  also  been  used 
as  a  test.  This  method  is  difficult  and  still  less  satisfactory  than 
the  other. 

An  electrolytic  method  is  here  suggested  which,  although 
far  from  perfect,  appears  to  be  much  better  than  anything  pre- 
viously suggested.  The  test  can  be  made  in  a  couple  of  minutes, 
is  fairly  accurate,  and  gives  at  least  some  information  concerning 
the  quality  of  the  tinning.  The  apparatus  about  to  be.  described 
is  suitable  for  moderate  sizes  of  tinned  wire,  say  from  No.,  8  to 
No.  24  B.  &  S.  gage. 

Structure  of  Tinned  Copper  Wire, — Commercial  tinned  copper 
wire  is  produced  by  passing  the  cleaned  copper  wire  through  a 
bath  of  melted  tin,  and  removing  the  excess  of  tin  by  means  of  a 
wipe.  Wire  thus  produced  invariably  consists  of  three  parts; 
the  inside  copper,  the  outside  tin,  and  between  the  two  a  layer 
of  copper-tin  alloy. 

The  inside  copper  is  simply  well-known  copper  wire  and 
needs  no  further  description. 

The  outside  tin  or  free  tin  will  usually  be  present  in  amounts 
between  one-half  and  two  milligrams  per  square  centimeter  of 
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surface.  It  is  far  from  uniform,  varying  greatly  from  place  to 
place  on  the  same  coil  and  even  on  difiFerent  <Uameters  at  the 
same  place.  Very  often  the  thicker  portions  are  foimd  in  spots 
or  streaks  running  in  lines  along  the  length  of  the  wire,  evidently 
due  to  irregular  action  of  the  wipe.  Beside  these  greater  irregu- 
larities jxist  referred  to,  the  whole  surface  appears  to  be  mottled  or 
speckled,  as  if  the  tin  were  in  little  blotches  of  varying  thickness. 
This  may  be  due  to  the  crystallin  structure  of  tin. 

The  study  of  the  layer  of  alloy  is  a  difficult  problem,  and 
not  much  is  definitely  known  about  it.  It  is  produced  by  the 
contact  of  copper  and  melted  tin,  for  it  is  found  that  samples  of 
wire  which  are  tinned  by  electro-plating  instead  of  passing 
through  the  melted  tin,  are  free  from  this  layer,  and  consist 
simply  of  the  inside  copper  and  the  outside  tin.  It  is  invariably 
found  in  the  tinned  wire  of  commerce.  Whether  this  layer  is  of 
definite  composition  throughout,  or  consists  of  a  series  of  thinner 
layers  of  varying  composition  is  not  known  definitely;  there 
are  some  reasons  for  believing  it  to  have  the  composition  CusSn, 
and  for  the  purpose  of  this  test  it  may  be  considered  definite  in 
composition.  It  will  be  spoken  of  as  the  alloy,  and  the  tin  con- 
tained in  it  will  be  called  the  alloyed  tin  to  distinguish  between 
this  and  the  free  tin  on  the  outside  of  the  wire.  The  quantity  of 
alloyed  tin  is  usually  less  than  that  of  the  free  tin.  The  alloy 
is  dark  gray  in  color.  It  is  found  to  be  electro-negative  to  tin 
by  about  0.5  volt  in  dilute  sulfuric  acid  and  some  other  electro- 
lytes. This  is  also  the  position  of  copper,  so  that  in  the  electro- 
dhemical  series  copper  and  the  alloy  are  about  equal.  It  is 
upon  the  electrochemical  properties  of  the  substances  that  the 
method  of  testing  about  to  be  described  is  based. 

The  total  quantity  of  tin  on  the  wire,  as  given  by  chemical 
analyses,  will,  of  course,  be  the  sum  of  the  free  tin  and  the 
alloyed  tin. 

The  Electrolytic  Test, — ^If  a  glass  containing  dilute  sulfuric 
add  has  one  terminal  of  platinum  wire  and  another  of  tinned 
copper  wire,  and  an  electric  current  be  passed  through  it  from 
the  tinned  wire  to  the  platinum,  hydrogen  gas  will  be  evolved  at 
the  platinum,  and  tin  will  dissolve  oflF  the  tinned  wire.  By 
Faraday's  law  the  amoimt  of  chemical  action  at  each  terminal 
will  be  proportional  to  the  quantity  of  electricity  which  passes. 
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As  the  tin  is  dissolved  ofiF  the  wire  alloy  is  exposed,  but  since  tin 
is  electro-positive  to  the  alloy  no  alloy  will  be  dissolved  as  long 
as  any  appreciable  amount  of  tin  is  left.  If  at  the  moment  all 
the  free  tin  is  dissolved,  and  before  any  of  the  alloy  is  affected, 
the  quantity  of  electricity  which  has  passed  is  noted,  we  obtain 
at  once  a  measure  of  the  quantity  of  free  tin  which  was  on  the 
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Fig.  1. — ^Diagram  of  Electrolytic  Apparatus. 

wire.  The  wire  in  the  solution  will  now  be  dark  gray  in  color, 
showing  the  layer  of  alloy.  If  the  electric  current  be  continued 
this  alloy  will  begin  to  dissolve,  and  presently  the  reddish  color 
of  copper  begins  to  show.  This  color  gradually  becomes  richer 
and  richer  as  the  alloy  is  dissolved,  until  finally  the  pure  copper 
alone  remains.  If  now  the  additional  quantity  of  electricity 
which  has  passed  be  noted,  we  have  a  reading  which  must  have 
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some  relation  to  the  quantity  of  alloy.  Just  what  this  relation 
is  I  am  not  prepared  to  say,  but  evidently  greater  readings  mean 
greater  quantity  of  alloy,  and  many  experiments  show  that  these 
readings  can  be  repeated  again  and^again  with  what  might  be 
considered  fair  agreement  under  the  circumstances. 

If  the  electrolytic  current  be  further  continued  copper  will 
dissolve,  but  this  is  of  no  interest,  for  the  tin  has  been  com- 
pletely removed. 

The  Apparatus. — It  is  convenient  to  use  two  gas  voltameters 
for  measuring  the  quantity  of  electricity;  one  for  that  used  in 
dissolving  the  free  tin,  the  other  for  that  used  in  dissolving  the 
alloy.  A  relay  may  be  used  to  shift  the  circuit  automatically  at 
the  proper  instant  by  connecting  one  of  its  magnet  terminals  to 
the  tinned  wire  and  the  other  to  a  neutral  electrode  of  tin  which 
also  dips  into  the  acid.    The  action  is  as  follows: 

The  tin  and  the  tinned  wire  to  which  the  magnet  terminals 
of  the  relay  are  connected  both  dipping  in  the  sulfuric  acid  con- 
stitute a  voltaic  cell  acting  upon  the  relay.  Experiment  has 
shown  that  as  long  as  there  is  any  appreciable  quantity  of  free 
tin  on  the  wire  it  acts  as  if  it  were  all  tin,  and  we  have  an  electro- 
motive-force of  tin  and  tin  (that  is,  tin  electrode  and  tinned 
wire).  Both  terminals  being  aUke,  no  current  acts  on  the  relay 
and  the  armature  is  held  back  by  the  spring  closing  circuit  No.  1. 
But  as  soon  as  the  free  tin  is  all  removed  we  have  an  electro- 
motive-force of  tin  and  alloy,  about  half  a  volt  acting  on  the 
relay;  the  magnet  attracts  the  armature  and  closes  circuit  No.  2. 
Fig.  1  shows  the  arrangement. 

In  the  practical  instrument  a  double  contact  key  or  similar 
device  should  be  used  so  that  the  relay  circuit  is  not  closed  until 
after  the  tinned  wire  is  dipped  into  the  acid,  and  is  opened  before 
it  is  removed,  otherwise  the  relay  will  be  injured,  or  at  least 
thrown  out  of  adjustment  when  the  tinned  wire  is  removed. 
The  platinum  terminal  also  gradually  receives  a  deposit  of  copper 
and  tin  mostly  in  a  very  loose,  spongy  form.  It  is  well  to  put  a 
reversing  switch  in  the  circuit,  so  that  this  platinum  can  be 
cleaned  occasionally  by  reversing  the  current.  Fig.  2  shows  the 
connections  for  the  practical  instrument. 

The  voltameters  can  be  designed  to  measure  either  hydrogen, 
oxygen,  or  the  mixture  of  the  two.     In  an  instrument  used  by 
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the  writer,  shown  in  Fig.  3,  the  same  voltameters  could  be  used 
in  all  three  ways  by  means  of  extra  terminals  and  switches,  but 
this  is  not  to  be  recommended.  This  form  of  voltameter  has, 
however,  proved  very  convenient  for  the  work. 

After  a  reading  has  been  taken  it  is  only  necessary  to  open 
the  stop-cock  for  a  few  seconds  allowing  the  gas  to  escape;  the 
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Fig.  2. — Diagram  Showing  Connections  for  Practical  Electrolytic  Apparatiis. 


tube  is  refilled  automatically,  and  all  is  ready  for  another  read- 
ing. The  graduated  tubes  are  5  cc.  in  volume,  the  graduations 
being  0.02  cc;  himdredths  are  easily  estimated,  and  the  grad- 
uated portions  are  about  24  cm.  long. 

Adjusttnents. — Connect  the  apparatus  as  shown  diagrama- 
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Fig.  3. — Electrolytic  Apparatus. 

A Cylinder  in  which  the  wire  is  detinned. 

B Neutral  tin  electrode. 

C Clamp  for  holding  sample  to  be  tested. 

D Rubber,  on  which  bottom  of  sample  rests  during 

test.  It  may  be  raised  and  lowered  by  means  of 

the  central  glass  rod,  to  accommodate  different 

lengths. 
E Double  contact  key,  which  closes  the  relay  circuit 

after  the  other  circuit  has  been  completed. 

P,  F Voltameters. 

G Relay. 

HfHfH Double-throw  switches. 
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tically  in  Fig.  2.  The  electrolyte  used  in  both  voltameters  and 
the  cylinder  for  dissolving  the  tin  may  be  made  of  one  volume 
of  c.  p.  concentrated  sulfuric  acid  and  10  voltmies  of  water. 
Fill  both  voltameters  and  open  the  stop-cocks,  also  put  enough 
dilute  acid  in  the  cylinder  so  that  10  cm.  of  wire  will  be  inunersed. 


Fig.  4. — ^Voltameter. 

A Graduated  Gas  Burette. 

B Acid  Reservoir. 

C Glass  stop-cock. 

D,D,D Platinum  Electrodes. 

Have  the  resistance  such  that  0.2  or  0.3  ampere  will  be  the  current 
for  testing  moderate  size  wires,  say  10  to  16  B.  &  S.  gage.  Put 
a  piece  of  tinned  wire  in  the  damp  over  the  cylinder  so  that  it 
dips  into  the  solution.  Close  the  main  switch  and  press  the  key. 
The  relay  should  be  adjusted  so  that  while  there  is  free  tin 
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on  the  wire  the  spring  pulls  the  armature  back  and  closes  circuit 
No.  1,  but  when  only  alloy  or  copper  is  exposed  the  magnet  pulls 
the  armature  forward  closing  circuit  No.  2.  If  the  relay  is  a 
good  one  and  suitable,  the  adjustment  will  not  be  difficult. 

After  these  adjustments  have  been  made,  and  once  made 
they  may  last  a  long  time,  all  is  ready  for  making  the  test. 

Making  the  Test. — Close  the  stop-cocks  in  the  voltameters, 
insert  the  wire  to  be  tested  in  the  clamp  so  that  it  dips  into  the 
solution,  and  press  down  the  double  contact  key.  Immediately 
gas  will  begin  to  form  in  voltameter  No.  1  as  the  free  tin  is  dis- 
solving off  the  wire.  In  a  minute  more  or  less  the  free  tin  will 
be  dissolved,  the  relay  will  operate,  and  gas  will  be  produced  in 
voltameter  No.  2.  The  sample  of  wire  will  now  be  dark  gray  in 
color.  Watch  it  carefully,  gradually  the  reddish  copper  begins 
to  show,  and  this  color  becomes  richer  and  richer.  As  long  as 
the  color  is  deepening  it  shows  that  the  alloy  is  not  all  removed. 
When  the  color  ceases  to  increase  in  intensity  the  key  is  released, 
the  sample  of  wire  removed,  and  readings  on  the  voltameters  are 
taken.  The  stop-cocks  are  then  opened  for  a  second  or  two, 
closed  again,  and  all  is  ready  for  another  test. 

The  same  electrolyte  may  be  used  for  a  large  number  of 
determinations. 

If  Vi  be  the  number  of  cubic  centimeters  of  hydrogen  gas 
produced  in  voltameter  No.  1,  Fj  in  voltameter  No.  2,  and  d  the 
diameter  of  the  wire  in  mils,  we  have  for  the  number  of  milligrams 
of  tin  per  square  centimeter  of  surface  (a  10-cm.  length  being 
tested) 

Free  Tin  =5?-^ (l) 

d 

AUoyed  Tin  =  ?^ (2) 

and  the  total  tin  will  be  the  sum  of  these  two.  Eq.  1  is  calculated 
from  the  fimdamental  physical  and  chemical  constants.  Eq.  2  is 
arbitrarily  taken  so  as  to  make  the  total  tin  agree  as  well  as 
possible  with  that  obtained  by  chemical  analysis.  No  claim  for 
exactness  is  made  for  Eq.  2;  it  is  only  an  approximation. 

In  regard  to  the  quantity  of  alloyed  tin,  it  must  be  stated 
here  that  the  end  point  is  not  very  definite,  and  there  is  a  chance 
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for  a  difiference  of  opinion  of  several  seconds  as  to  when  the  alloy 
is  all  removed  and  the  dean  copper  exposed.  Sometimes  one 
part  of  the  wire  will  be  dean  copper,  while  another  part  will 
still  plainly  show  alloy  on  it.  All  we  can  do  in  such  cases  is  to 
make  the  best  compromise  we  can.     It  will  be  seen  that  the 


Table  I. — Quantity  of  Tin  on  Tinned  Copper  Wise. 
(Results  of  Chemical  Analyses.) 


B.A 


0000 

0 

a 

4 
6 
8 
10 
12 
14 
16 
18 
30 
S4 
88 
SO 
32 
36 
40 


IMim- 
otor, 
in. 

Number 

ofCoib 

Ana^ 

lyied. 

Tin.  per  cent. 

Mftx. 

Mb. 

1 
1 
Avw. 

0.460 

7 

0.11 

0.05 

0.08 

0.825 

7 

0.12 

0.06 

0.08 

0.258 

.. 

.... 

.... 

.... 

0.204 

10 

0.21 

0.10 

0.13 

0.162 

.. 

.... 

.... 

0.128 

10 

0.31 

0.13 

0.18 

0.102 

.. 

.i.. 

.... 

0.081 

10 

0.86 

0.22 

0.29 

0.064 

10 

0.45 

0.26 

0.35 

0.061 

11 

0.58 

0.23 

0.38 

0.040 

.. 

.... 

.... 

0.032 

10 

1.20 

0.35 

0.70 

0.020 

10 

8.01 

0.78 

1.41 

0.018 

10 

3.51 

0.07 

2.15 

0.010 

.... 

.... 



0.006 

10 

1.40 

0.70 

1.06 

0.006 

10 

1.88 

0.80 

1.33 

0.003 

10 

4.14 

1.38 

2.72 

MUB- 


2.10 
1.48 

1.51 

1.31 

1.84 
1.28 
1.10 

1.44 
1.62 
1.54 

0.48 
0.38 
0.48 


AnalynBof 
Large  Simple, 
(about  10  lb.) 


Ftar 
Cent. 


0.10 

0.13 
0.14 
0.17 
0.22 
0.20 
0.23 
0.35 
0.40 


Mim- 


per 


2.62 

1.01 
1.62 
1.57 
1.61 
1.16 
1.06 
1.28 
1.16 


AaalyBb  of  Different 

Samplei  from  One  Coil, 

per  oent. 


(0.36-0.87)  (0.22-0.25) 
(0.87-0.45)  (0.20-0.30) 
(0.23-0.80)  (0.58-0.58) 
(0.41-0.41-0.36-0.61) 


(0.54-1.85) 


(0.00-1.08) 


results  cannot  be  expected  to  be  very  accurate  for  alloyed  tin. 

Quantity  of  Tin  on  the  Wire.— Table  I  shows  the  analytical 
results  obtained  from  various  sizes  of  tinned  wire.  They  are 
given  to  show  about  what  might  be  expected  in  practice. 

The  results  headed  "Analysis  of  large  sample"  were  obtamed 
by  melting  about  10  lb.  of  the  wire  and  then  analyzing  a  sample 
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of  the  resulting  alloy.  The  figures  coupled  m  parentheses,  ui^der 
the  headmg  "Analysis  of  diflferent  samples  from  one  coil,"  show 
the  analysis  of  two  or  more  different  samples  from  the  same  coil. 
It  will  be  seen  that  the  quantity  of  tin  may  vary  considerably 
from  one  portion  of  the  coil  to  another.  For  example,  on  size 
No.  24  one  sample  showed  about  three  and  one-half  times  as 
much  tin  as  the  other,  both  being  taken  from  one  coil. 

Experimental  Results. 

The  Electrolyie, — ^It  would  appear  at  first  that  a  great  number 
of  electrolytes  might  be  used  with  more  or  less  success  for  the 
electrolytic  determination  of  tin;  but  when  tried,  we  find  many 
of  them  are  imsuitable  for  one  or  more  reasons.  Hydrochloric 
and  nitric  acids  attack  tin,  and  are  therefore  unsuitable.  Sub- 
stances like  potassium  hydroxide,  potassium  cyanide,  potas- 
siimi  binoxalate,  and  oxalic  acid  are  found  to  Uberate  gas  at 
both  poles,  and  therefore  could  not  give  quantitative  results. 
Other  substances  such  as  sodiimi  chloride  are  perhaps  quantita- 
tive in  their  results,  but  they  rapidly  become  turbid,  so  that  the 
wire  cannot  be  seen;  a  small  quantity  of  oxalic  acid  added  to  the 
solution  will  keep  it  dear.    Dilute  sulfuric  acid  works  well. 

Most  of  the  experimental  work  was  done  either  with  dilute 
sulfuric  add  (one  parf  of  add  to  ten  of  water  by  volume,  imless 
otherwise  stated)  or  sodium  chloride  solution  (water  100  parts, 
sodium  chloride  ten  parts,  oxalic  add  one  part  by  wdght). 
Apparently  dilute  sulfuric  add  is  most  suitable  and  has  there- 
fore been  recommended. 

Dilute  sulfuric  add  does  not  attack  tin  to  any  great  extent, 
as  the  following  experiment  will  show: 

Two  pieces  of  tin  wire  were  scoured  with  crocus  cloth, 
dipped  one  minute  in  dilute  sulfuric  add  (l  :  10  by  volume), 
wadied  with  water  and  then  with  alcohol.  The  alcohol  was 
ignited,  and  when  cool  the  wires  were  weighed.  They  were  then 
put  back  into  the  add  for  ten  minutes,  washed  with  water  and 
alcohol  and  again  weighed.    The  results  were  as  follows: 

No.  I  No.  2 

After  one  minute  in  acid,  grams 2 . 7719  2. 7431 

"     ten  minutes  more  in  acid,  grams 2 .  77 17  2 .  7430 


Loss,  grams 0.0002  0.0001 
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,  The  Electro-Chemical  Equivalent. — ^The  electro-chemical  equi- 
valent for  stannous  tin  is  0.0006166  grams  per  coulomb.  The 
following  determinations  were  made  to  ascertain  whether  or  not 
the  action  under  consideration  agreed  with  this  law. 

Eight  determinations  were  made  on  two  different  days; 
two  with  dilute  sulfiuic  add  (l  :  10  by  volume);  two  with  dilute 
sulfxuric  acid  (l  :  50  by  volume);  two  with  the  sodium-chloride 
solution  referred  to  above;  and  two  with  one  volume  of  this 
solution  diluted  with  four  voliunes  of  water.  The  current 
used  was  approximately  one-tenth  of  an  ampere,  and  was  left 
on  for  ten  minutes;  readings  were  taken  on  a  Weston  anmieter 
at  the  end  of  ^,  1  J,  2\  minutes  and  so  on  throughout  the  experi- 
ment. Two  solutions  were  run  in  series,  one  containing  sulfuric 
acid,  the  other  containing  sodium  chloride. 

The  results  in  detail  were  as  follows: 


No.  1. — Started  at  1.33  p.  m. 

Reading  at    \  minute 19.8 

li 


2i 
3i 
4i 
5i 

n 

8i 
9i 


19.7 
19.8 
19.5 
19.4 
19.3 
19.3 
19.2 
19.2 
19.3 


Average 19.45 

Average  Amperes 0 .  09725 

Coulombs 58.33 

Calculated  loss 0.0360  g. 

EleUrolyte:  Sulfuric  Acid,  1  :  10. 

Weight  of  Anode,  before 2. 7025  g. 

"       "       after 2.6667  g. 


Loss 0.0358  g. 
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No.  1. — Continued, 

Electrolyte:  Sodium  Chloride 10  parts 

Oxalic  Acid 1     " 

Water 100     " 

Weight  of  Anode,  before 2. 6540  g. 

"       "      after  (wiped  off ) 2.6169g. 


Loss 0.0371  g. 


No.  2. — Started  at  2.55  p.  m. 
Reading  at    }  minute 19.5 


1* 
2i 
3i 

5i 
6i 
7i 
Si 

H 


19.2 
18.9 
18.9 
19.0 
19.0 
18.9 
19.0 
19.0 
18.8 


Average 19.01 

Average  Amperes 0. 09505 

Coulombs 57 .03 

Calculated  loss 0. 0352  g. 


Electrdyte:  Sulfuric  Acid,  1  :  50. 

Weight  of  Anode,  before 

after 


It       <<       11 


2.6150  g. 
2.5789  g. 


Loss 0.0361  g. 

Electrdyte:  Sodium  chloride  solution  diluted  with  four  vol- 
umes of  water. 

Weight  of  Anode,  before 2. 6635  g. 

"      after  (wiped  off) 2.6267  g. 


Loss 0.0368  g. 
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No.  3. — Started  at  2.04  p.  m. 

Reading  at    }  minute 21.3 

li 


2i 
3i 
4i 
5J 
6i 
7i 
8i 
9J 


20.7 
20.8 
20.6 
20.5 
20.4 
20.5 
20.2 
20.0 
20.0 


Average 20.50 

Average  Amperes 0. 1025 

Coulombs 61 .50 

Calculated  loss 0.0379  g. 

Eiearclyte:  Sulfuric  Acid  1  :  10. 

Weight  of  Anode,  before 2. 7725  g. 

"       "       after 2.7345g. 

Loss 0. 0380  g. 

Electrolyte:  Sodium  Chloride 10  parts 

OxaHcAcid 1     '* 

Water : 100     " 

Weight  of  Anode,  before 2 .  7434  g. 

"       after  (wiped  off) 2.7061g. 


0.0373  g. 


No,  4. — Started  at  4.20  p.  m. 

Reading  at    i  minute 21.1 

1*       "      


2i 
3J 
4i 
5i 
6i 
7i 
8i 
9§ 


20.6 
20.2 
20.3 
20.2 
20.2 
20.0 
19.8 
19.8 
19.9 


Average 20.21 

Average  Amperes 0. 10105 

Coulombs \ '. ; . .  60. 63 

Calculated  loss 0. 0374  g. 
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No.  4. — CotUinued, 
EleUrdyU:  Sulfuric  Add  1  :  50. 

Weight  of  Anode,  before 2. 7316  g. 

"       after 2.6939  g. 

Loss 0.0377  g. 

EleUrdyte:  Sodium  chloride  solution  diluted  with  four  vol- 
umes of  water. 

Weight  of  Anode,  before 2 .  7036  g. 

"       "       after  (wiped  off) 2.6688g. 

Loss 0.0348  g. 

When  the  experiment  was  made  in  the  sodium  chloride- 
oxalic  acid  solution,  a  fine,  crystallin  deposit  of  metallic  tin  was 
foxmd  upon  the  surface  of  the  anode,  and  this  had  to  be  wiped 
or  scraped  off  before  weighing.  If  it  was  left  on,  the  loss  of 
weight  in  the  strong  solution  was  only  about  one-half  of  the  cal- 
culated value.  I  do  not,  at  present,  imderstand  the  cause  of 
this  deposit.    It  did  not  occur  in  the  sulfuric  acid  solution. 

There  was  also  a  loose,  crystallin  deposit  of  metallic  tin  at 
the  lower  end  of  the  cathode  in  all  cases.  After  passing  the 
current,  both  solutions  were  found  to  contain  stannous  tin. 
Summarizing  results,  the  losses  are  as  follows: 


In  1:10  Add. 

In  Strong  Sodram  Chloride. 

Caledated. 

Obsemd. 

Calcnlated. 

Obeerved. 

0.0360 
0.0379 

0.0358 
0.0880 

0.0860 
0.0879 

0.0871 
0.0873 

In  1:60  Add. 

In  Dihitod  Sodium  Chloride. 

0.0352 
0.0874 

0.0861 
0.0877 

0.0852 
0.0874 

0.0868 
0.0848 

It  will  be  seen  that  the  results  with  sodium  chloride  are 
quite  irregular,  possibly  due  to  the  crystallin  deposit  referred  to 
above.  The  results  with  the  stronger  add  are,  perhaps,  as  good 
as  could  be  expected;  with  the  weak  add  they  are  not  so  good. 
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Strength  of  Solution, — ^The  strength  of  the  solution  may  be 
varied  between  relatively  large  limits,  but  it  has  been  found  that 
the  limit  of  permissible  current  depends  upon  the  strength  of 
the  solution.  This  will  be  further  discussed  in  the  section  on 
electrolytic  phenomena. 

Table  II  gives  the  results  obtained  with  sulfuric  add  of 
several  different  strengths.  All  the  readings  were  taken  from 
one  coil  of  0.064-in.  tinned  copper  wire,  the  current  being  0.2 
ampere,  and  the  length  tested  10  cm.  The  figures  show  the 
number  of  cubic  centimeters  of  hydrogen  gas  evolved. 

Table  II. — Cubic  Centimeters  of  Hydrogen  Gas  Evolved  From  I0<:u, 

OF  Wire. 

Strength  of  Sulphnrie  Add  hj  Vohuns. 


1: 

5 

1: 

6 

1:7 

1:8 

1:12 

1:20 

T!n. 

AUoy. 

Tin. 

ADoy. 

lln. 

Alloy. 

Tin. 

Alloy. 

Tin. 

ABoy. 

Tin. 

AOoy. 

0.68 

0.76 

0.65 

0.72 

0.71 

0.72 

0.67 

0.71 

0.68 

0.82 

0.64 

0.76 

0.59 

0.74 

0.68 

0.68 

0.57 

0.86 

0.67 

0.76 

0.64 

0.86 

0.68 

0.75 

0.66 

0.00 

0.56 

0.81 

0.68 

0.00 

0.64 

0.77 

0.68 

0.78 

0.71 

1.02 

0.58 

0.74 

0.61 

0.87 

0.78 

0.02 

0.60 

0.82 

0.66 

0.82 

0.64 

0.99 

0.54 

0.7S 

0.58 

0.80 

0.66 

0.80 

0.58 

0.81 

0.59 

0.71 

0.64 

0.60 

0.53 

0.73 

0.63 

0.75 

0.60 

0.86 

0.56 

0.90 

0.65 

0.70 

0.68 

0.71 

0.60 

0.60 

0.71 

0.80 

0.76 

0.86 

0.70 

0.90 

0.87 

0.72 

0.53 

1.06 

0.68 

0.80 

0.66 

0.80 

0.76 

0.80 

0.71 

0.92 

0.90 

0.70 

0.70 

0.72 

0.80 

0.78 

0.66 

0.86 

0.54 

0.74 

0.64 

0.88 

0.59 

0.79 

0.63 

0.96 

0.64 
0.627 

0.75 
0.771 

0.61 
0.635 

0.83 
0.800 

0.61 

0.80 

0.63 

0.04 

0.56 

0.88 

0.62 

0.82 

ATcnge 

0.667 

0.834 

0.640 

0.841 

0.676 

0.777 

0.637 

0.844 

Current  Density, — ^The  current  density,  that  is,  the  current 
per  square  centimeter  of  surface,  must  not  be  too  great.  If  it 
is  too  great  gas  will  be  given  ofiF  at  the  anode,  and  certain  com- 
plicated results  which  are  not  properly  imderstood  will  be 
obtained.    These  will  be  referred  to  in  the  next  section. 

If  the  current  density  is  not  too  great,  the  current  strength 
does  not  appear  to  affect  the  results,  as  the  figures  in  Table  III 
will  show.  They  give  the  number  of  cubic  centimeters  of  hydro- 
gen gas  from  samples  ofiF  the  same  coil,  referred  to  in  the  pre- 
ceding section.  The  strength  of  current  was  varied  from  0.1 
to  0.5  ampere. 
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Electrolytic  Phenomena. — ^The  phenomena  accompanying  the 
electrolysis  are  not  understood.  They  are  complicated  and  diflSi- 
cult  to  describe. 

If  the  current  density  is  not  too  great  the  tin  usually  begins 
to  lose  its  luster  and  the  color  merges  into  the  dark  gray  of  the 
alloy,  but  frequently  a  more  or  less  sudden  change  in  the  appear- 
ance occurs,  sometimes  becoming  darker  and  sometimes  lighter. 
Occasionally  a  distinct  darkening  of  the  surface  occurs  just  as 
the  relay  works,  corresponding  to  the  removal  of  the  last  of  the 
free  tin.  When  the  tin  is  in  streaks  or  spots  it  is  frequently 
possible,  by  watching  these  diminish  in  size  and  then  disappear, 
to  tell  from  the  appearance  almost  the  instant  that  the  relay 

Table  III. — Cubic  Centiiibtbrs  of  Hydrogen  Gas  Evolved  Prom  10  cm. 

OF  Wire. 


Current  in  Amperca. 

0.1 

0.2 

0.8 

0.4 

0.5 

Tin. 

Alloy. 

Tin. 

Alloy. 

Tin. 

Alkqr. 

Tin. 

Alloy. 

tin. 

Alloy. 

0.72 

0.82 

0.68 

0.78 

0.60 

0.73 

0.74 

0.80 

0.60 

0.77 

0.72 

0.80 

0.68 

0.74 

0.61 

0.82 

0.72 

0.69 

0.61 

0.82 

0.58 

0.74 

0.62 

0.84 

0.68 

0.79 

0.62 

0.84 

0.60 

0.70 

0.66 

0.78 

0.66 

0.77 

0.72 

0.82 

0.65 

0.86 

0.70 

0.88 

AT«ge 

0.67 

0.70 

0.65 

0.77 

0.64 

0.79 

0.68 

0.80 

0.63 

0.78 

will  work.  The  alloy  continues  to  dissolve  and  the  copper  begins 
to  show  as  a  pinkish  tint,  sometimes  very  uniform  over  the  whole 
surface,  sometimes  much  more  in  some  places  than  in  others. 
After  the  removal  of  the  alloy,  the  copper  is  often  perfectly  clean 
and  bright,  but  sometimes  is  of  a  dirty  color,  and  a  coppery 
colored  powder  may  be  wiped  off  the  wire.  If  the  current  is 
continued,  copper  will  dissolve.  At  no  time  during  the  whole 
experiment  will  any  gas  be  given  off  of  the  anode,  providing  the 
current  density  is  not  too  great. 

If  the  current  density  is  too  great  gas  will  usually  be  evolved 
at  the  anode.  This  gas  may  occur  while  the  tin  is  bright,  or 
not  imtil  some  time  after  the  tin  and  alloy  are  removed,  but 
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usually  it  begins  about  the  time  the  free  tin  is  dissolved  and  the 
alloy  exposed. 

The  last  case  is  particularly  interesting.  A  suitable  current 
will  dissolve  first  the  tin,  then  the  alloy,  and  then  the  copper 
without  any  evolution  of  gas.  But  if  the  cuixent  is  increased 
slightly  the  tin  will  dissolve,  and  the  copper  would  dissolve,  but 
the  alloy  will  not.  Some  chemical  action  appears  to  take  place 
on  the  surface,  for  it  becomes  distinctly  lighter  in  color,  insol- 
uble, and  apparently  a  poor  conductor  of  electricity.  If  the  cur- 
rent is  continued  some  time  gas  will  be  continuously  evolved, 
and  the  surface  will  be  found  full  of  little  pits  where  the  copper 
has  been  dissolved.  Apparently  the  current  breaks  through 
this  poor  conducting  film  at  various  places,  and  it  is  the  very 


Table  IV.- 

-LiMiT  OF  Current  Density. 

Diameter  of  Wire,  in. 

Length  Inunened,  em. 

RflBolta. 

Good 
GaB 

Good 
Gu 

Good 
GaB 

Smian 
CenOmetm 
per  Ampere. 

sS. 

0.040 

greater  than  1.6 
km        "    1.2 

gnater  tiban  8.4 
Imi       "     8.4 

0.20 

0.040 

0.26 

0.020 

0.18 

0.020 

0.22 

0.010 

0.14 

0.010 

0.16 

intense  current  at  these  spots  which  evolves  the  gas.  The 
evolution  of  gas  does  not  begin  gradually  but  suddenly  when  the 
free  tin  has  all  been  dissolved.  The  early  part  of  the  process, 
the  solution  of  the  tin,  is  evidently  the  same  regardless  of  the 
current  density,  for  experiments  have  been  made  beginning 
with  either  a  strong  or  a  weak  current,  and  changing  just  before 
the  free  tin  was  aU  dissolved.  The  final  result  is  the  same  in 
either  case  that  it  would  have  been  had  a  uniform  current  been 
used  all  through.  In  all  cases,  wire  which  has  gassed  as  just 
described  is  distinctly  lighter  in  color,  either  in  the  solution  or 
after  removing  it. 

Table  IV  shows  the  limit  of  current  density  which  could  be 
allowed  as  determined  by  experiment.  A  current  of  0.1  ampere 
was  used,  and  different  lengths  of  different  sized  wire  were 
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immersed  in  dilute  sulfuric  add  (l  :  lO).  "Good"  means 
that  the  free  tin  and  alloy  dissolved  in  proper  maimer  leaving 
dean  copper  wire  behind.  "Gas"  means  that  after  the  free  tin 
was  dissolved  gas  was  suddenly  evolved  and  the  alloy  remained 
on  the  wire  as  above  described. 

The  limit  to  current  density  depends  greatly  upon  the  tem- 
p)erature  of  the  solution.  A  few  degrees  warmer  and  the  current 
may  be  doubled;  a  few  degrees  cooler  and  the  limit  will  be 
halved. 

With  relativdy  strong  add,  1  : 1  by  volume,  gas  is  given 
off  while  the  tin  surface  remains  bright.    Add  1  :  2  or  1  : 3  by 

Table  V. — Potential  of  Copper-tin  Alloys. 


Atomio  Penentace 
of  Copper. 

MiffiTolti 
Tin-Alloy. 

Atomic  Percentace 
of  Copper. 

MiiUTolli 
Tin-AOoy. 

10 

-4 

■H 
-2 
-4 

+4 
+1 
-8 
-H 
-1 
-3 
+46 

70 

+40 

20 

78 

+89 
+42 

ao 

74 

40 

77 

+480 

50 

78 

+475 

63 

80 

+485 

57 

85 

+402 

60 

go 

+475 

68 

05 

+400 

65 

100 

+405 

68 

volume,  gives  off  gas  with  moderate  currents  and  no  quantita- 
tive results  were  obtained.  Very  weak  add,  1  :  40,  or  still  more 
dilute,  also  gives  off  gas  with  rather  small  current  density.  It 
would  not  appear  that  acid  much  stronger  than  1  : 5,  or  much 
weaker  than  1  :  20,  would  be  suitable.  Between  these  limits 
fairly  good  results  may  be  obtained  as  shown  in  the  section  on 
strength  of  solution. 

The  Potential  of  the  Electrode. — ^When  making  this  investiga- 
tion, it  was  surprising  to  find  that  a  very  small  quantity  of  free 
tin  on  the  wire  made  it  act  almost  the  same  as  if  it  were  all  tin. 
I  have  since  found  out  that  A.  P.  Laurie  in  1888  pointed  out  the 
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same  fact.  In  a  paper  by  him/  he  says  an  electrode  consisting 
of  two  separate  metals  has  approximately  the  potential  of  the 
more  positive  metal,  even  if  the  surface  is  only  about  1/1000 
or  1/2000  of  the  other.  In  the  same  article  he  gives  a  curve  of 
the  potential  of  the  copper-tin  alloys  in  stannous  sulfate  in  add 
solution. 

More  recently  N.  Pushin,*  has  given  us  a  curve  of  electro- 
motive force  of  copper-tin  alloys  in  normal  sulfuric  acid.  The 
figures  are  reproduced  in  Table  V. 

Results  in  Detail. — ^Table  VI  gives  the  results  in  detail  ob- 
tained from  a  number  of  samples  of  different  sized  wires  and 
shows  how  greatly  the  quantity  of  tin  varies  from  place  to  place. 

Conclusions. 

The  electrolytic  test  proposed  gives  a  ready  means  for  deter- 
mining the  amount  of  tin  and  the  amount  of  tin-copper  alloy 
upon  the  surface  of  tinned  wire.  The  amount  of  unalloyed  tin 
which  forms  the  outer  envelope  is  determinable  by  this  method 
with  considerable  accuracy.  The  amount  of  tin-copper  alloy 
can  usually  be  determined  with  fair  accuracy.  This  test  gives  a 
method  of  studying  the  condition  of  the  tin  coating  which  could 
be  applied  as  a  specification  test.  It  plainly  reveals  a  consider- 
able variation  in  the  thickness  of  the  tin  coating.  That  a  con- 
siderable variation  existed  which  could  not  be  controlled  in  the 
usual  process  of  tinning  was  already  understood. 

The  electrolytic  test  does  not  reveal  imperfections  in  the 
tin  coating  as  plainly  as  some  of  the  sulfide  tests.  It  is  apparent 
from  the  uses  to  which  tinned  copper  wire  is  put  that  bare  spots 
or  flaws  in  the  tinning  exposing  the  copper  would  be  the  most 
fatal  form  of  defect  which  such  wire  could  have.  There  is  con- 
siderable difference  of  opim'on  as  to  whether  the  thickness  of  the 
tin  coating  is  important  so  long  as  it  is  perfect.  Some  consumers' 
specifications  call  for  a  very  thin  coating  of  tin.  Some  of  the 
larger  consumers  of  tinned  wire  have  required  testing  either  by 
exposure  to  hydrogen-sulfide  gas  or  by  dipping  in  sulfide  solu- 
tions designed  simply  to  reveal,  by  blackening  of  exposed  copper, 
whether  or  not  the  tin  coating  is  perfectly  continuous. 

1  TransaaioHS,  Chexn.  Soc..  Vol.  53.  p.  104  (1888). 
*Ztitsckriftfar  AnorganiscJu  Chsmie.,  Vol.  56.  p.  1  (1908). 
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Table  VI. — ^Results  op  Electrolytic  Tests. 


^ 

Total  Tin. 

Differawe: 
Analym- 

IT 

Co.  Cm. 

MUligruM  per  aq.  on. 

iSSS&s^ 

Per 

Milisniitf 

MiUisnunB 

Tin. 

Alloy., 

Tin. 

AOoy. 

ToUL 

oent 

perMi.em. 

pcrsq.om. 

1.14 

2.11 

1.18 

2.22 

1 

1.23 
1.80 
1.22 

1.97 
2.01 
2.07 

AT«fC.... 

Tax 

8.42 
8.40 

8L06 

2.28 
2.28 

0.69 

0.40 

1.06 

0.14 

1.02 

-0.06 

0.128 

2 

8.41 
8.02 

8.51 

2.60 
2.14 
2.20 

AT«fC.... 

8.68 

2.80 

1.71 

0.64 

2.26 

0.29 

2.12 

-0.18 

1.40 
1.48 

2.07 
2.16 

' 

S 

1.4« 
l.«5 

2.16 
2.08 

1.87 

1.88 

1.88 

1.96 

1.48 

1.89 

1.60 

2.16 

ATenfe.... 

1.46 

2.04 

0.71 

0.48 

1.19 

0.16 

1.17 

-0.02 

1.64 

1.21 

1.62 

1.27 

1.64 

1.27 

1 

1.68 

1.82 

1.68 

1.88 

1.72 

1.89 

1.68 

1.44 

1.62 

1.72 

, 

Awrate... 

1.68 

1.87 

1.21 

061 

1.72 

0.87 

1.71 

-0.01 

0.88 
0.86 
0.80 

1.28 
1.14 
1.14 

2 

0.80 

1.86 

0.78 

1.24 

0.88 

1.26 

0.70 

1.40 

.0.061 

0.82 

1.19 

Avenfe... 

0.81 
1.80 

1.24 
1.26 

0.62 

0.46 

1.08 

0.26 

1.16 

0.08 

% 

1.80 

1.20 

1.18 

1.82 

1.81 

1.86 

Avenfe... 

.     1.27 
0.06 

1.28 
1.12 

0.07 

0.47 

1.44 

0.26 

1.16 

-0.28 

4 

1.04 

1.29 

0.99 

1.19 

0.08 

1.81 

AtciM»... 

.     1.00 

1.28 

0.76 

0.46 

1.22 

0.81 

1.48 

0.21 

Digitized  by 


Google 


150 


Grower  on  Tinned  Copper  Wire. 


Table  VI. — ^Results  of  Electrolytic  Tests  {Condnued), 


V 

Eleotrolytie. 

Total  Tin. 

Diffcraioe: 
Analjw- 

It 

Ca.Cm. 

Miiligrainii  ptraq.  em. 

oe&t. 

Miffignmi 
pcrflq.em. 

Tin. 

Alloy. 

Tin. 

Alloy. 

ToteL 

BTiIfignuna 
periq.em. 

0.081 

6 

Avence... 

1.24 
1.27 
1.36 
1.40 

1.32 

1.24 
1.20 
1.26 
1.26 

1.24 

1.01 

0.46 

1.47 

0.33 

1.62 

0.05 

0.072 

ATerage.... 

0.66 
0.74 
0.78 
0.78 
0.83 
0.83 
0.86 
0.81 
0.76 
0.74 
0.72 
0.67 
0.70 
0.68 
0.71 
0.68 

0.75 

1.09 
1.20 
1.17 
1.16 
1.30 
1.10 
1.20 
1.40 
1.09 
1.24 
1.13 
1.10 
1.12 
1.17 
1.11 
1.26 

1.10 

0.66 

0.50 

1.15 

0.32 

1.81 

0.16 

0.064 

1 

Ay«nce.... 

2 

ATenfe.... 

S 

ATCtife.... 

0.04 
0.90 
0.88 
0.08 
1.06 
0.08 
1.04 
1.11 

1.00 

0.71 
0.66 
0.72 
0.78 
0.68 
0.67 
0.61 
0.62 

0.68 

0.72 
0.70 
0.82 
0.78 

0.76 

0.91 
0.93 
0.92 
0.05 
0.97 
1.20 
0.05 
0.94 

0.97 

0.88 
1.02 
1.07 
0.02 
1.00 
0.98 
0.97 
0.92 

0.97 

0.93 
0.94 
0.88 
0.90 

0.01 

0.97 

0.66 
0.74 

0.45 

0.45 
0.43 

1.42 

1.11 
1.17 

0.45 

0.20 
0.27 

1.64 

1.06 
0.99 

0.22 

-0.05 
-0.18 
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Table  VI.— Results 

OF  Electrolytic  Tests  (Continued), 

EleetiolytiQ. 

Diffcrenee: 

Sttnple 

Total  iS. 

Analyna- 

^ 

Cu.Cm. 

MiOignuDS  per  sq.  em. 

Eleotrolytie. 

in* 

Per 

Miffigrami 

MUUgrama 

Tin. 

Alloy. 

Tin. 

Alloy. 

Total 

oeot. 

peraq.om. 

pcraq-om. 

0.87 

0.66 

0.97 

0.78 

0.86 

0.75 

0.83 

0.78 

0.78 

0.71 

0.78 

0.76 

0.77 

0.60 

♦ 

0.78 

0.66 

0.87 

0.79 

0.78 

0.84 

0.76 

0.84 

O.OM 

4 

0.76 
2.04 
1.00 
0.92 
0.82 
0.72 
0.83 
0.81 
0.79 
1.02 
1.00 
0.76 
0.70 

0.75 
0.86 
0.78 
0.97 
0.80 
0.78 
0.84 
0.78 
0.76 
0.70 
0.75 
0.88 
0.78 

ATence.... 

0.84 

0.77 

0.81 

0.36 

1.17 

0.31 

1.23 

0.06 

0.71 

0.68 

0.64 

0.82 

0.62 

0.71 

0.68 

0.73 

1 

0.63 

0.70 

0.64 

0.73 

0.73 

0.61 

0.67 

0.77 

0.66 

0.72 

0.66 

0.79 

ATonge.... 

0.65 

1.14 
1.09 
1.16 

0.73 

0.84 
0.86 
0.72 

0.79 

0.43 

1.22 

0.41 

1.19 

-0.08 

0.061 

2 

1.16 
1.12 

0.72 
0.75 

1.10 

0.71 

j 

1.16 

0.71 

1 

1.11 

0.74 

ATcnge.... 

1.13 

0.76 

1.38 

0.45 

1.83 

0.58. 

1.69 

-0.14 

• 

0.46 

0.70 

0.43 

0.68 

0.44 

0.59 

3 

0.43 

0.59 

0.43 

0.60 

0.46 

0.61 

1 

0.46 

0.59 

1 

0.49 

0.60 

ATcnge... 

0.45 

0.62 

0.55 

0.36 

0.91        0.30 

0.87, 

-0.04 
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Table  VI. — ^Results  of  Electrolytic  Tests  (ConHnued), 


"^ 

Eleetiolytio. 

Total  Tin. 

Differaiee: 
Analyw- 

Siie, 

Ctt.Cm. 

Miliigruoa  per  sq.  cm. 

Eieetrolytae. 

Per 

ceot 

MOIignmB 
peraq.cin. 

Tin. 

Alloy. 

TlBl 

Alloy. 

Totel. 

MilEgnins 
pereq.enu 

0.040 

1 

ATerage.... 

0.65 
O.M 
0.58 
0.64 
0.66 
0.66 
0.72 
0.70 

0.66 

0.48 
0.44 
0.58 
0.60 
0.48 
0.40 
0.51 
0.40 

0.47 

1.02 

0.85 

1.87 

0.61 

1.80 

0.08 

0.020 

1 

Ayence.... 

0.60 
0.58 
0.56 
0.55 
0.58 
0.55 
0.61 
0.50 

0.58 

O.Sl 
0.38 
0.82 
0.83 
0.80 
0.28 
0.28 
0.31 

0.81 

1.80 

0.47 

2.27 

1.85 

2.11 

-0.16 

O.OlOo 

1 

Avenge... 

0.08 
0.08 
0.08 
0.08 
0.08 
0.08 
0.08 
0.09 

0.08 

0.14 
0.16 
0.18 
0.14 
0.14 
0.16 
0.18 
0.18 

0.16 

0.50 

0.48 

0.88 

1.08 

0.62 

-0.86 

a  The  0.010-in.  wire  wu  too  email  to  be  eeen  attiebotorily,  and  the  rceulte  are  unreliable.   The  apparatne 
is  not  to  be  reoommended  for  wire  leea  than  0.020  in.  in  diameter. 

One  of  the  more  recent  specifications  which  have  appeared 
requires  the  alternate  dipping  of  tinned  wire  in  hydrochloric- 
acid  and  sodium-sulfide  solutions  of  the  strength  usually  described 
in  the  Signal  Engineers'  specifications  through  two  cycles  without 
showing  blackened  spots  or  streaks.  In  the  writer's  opinion  this 
test  is  amply  sufficient  to  discover  whether  the  coating  of  tin  is 
perfect  and  will  perform  its  function  of  protecting  the  copper 
from  the  attack  of  sulfur  in  the  rubber  insulating  material.  If, 
however,  the  quantity  of  tin,  either  pure,  alloyed  or  total  is 
required,  the  method  of  testing  described  in  this  paper  can  be 
employed  to  advantage. 
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The  Chairman  (Mr.  J.  A.  Capp). — Mr.  Grower's  paper  The  ciiairman. 
is  before  you  for  discussion.  If  the  Chair  may  be  indulged  in  a 
brief  remark,  I  should  like  to  say  that  in  my  opinion,  this  paper 
is  an  exceedingly  important  contribution.  Those  of  us  who  have 
to  deal  with  tinned  copper  wire  have  been  troubled  for  a  long 
time  to  find  an  adequate  test  of  the  tin  coat.  There  have  been 
many  tests  proposed,  as  Mr.  Grower  has  mentioned.  All  of  them 
are  subject  to  many  errors,  mostly  of  personal  equation,  and 
there  are  none  entirely  satisfactory.  The  test  which  Mr.  Grower 
has  proposed  is  certainly  very  promising.  I,  for  one,  hope  that 
many  of  those  who  are  engaged  in  the  testing  of  tinned  copper 
wire  will  make  use  of  it  so  that  experience  may  be  gained.  I 
know  that  Committee  B-1,  which  has  to  do  with  copper  wire,  will 
welcome  any  contribution  in  the  way  of  data  obtained,  and  any 
criticisms  of  the  method  or  suggestions  as  they  are  obtained  from 
the  use  of  the  method.  As  Committee  B-1  reported  at  the  last 
annual  meeting,  it  has  been  at  work  on  methods  of  testing  the 
tin  coat  of  tinned  copper  wire  and  has  not  yet  arrived  at  a  point 
where  it  can  make  any  sort  of  report.  Mr.  Grower's  work  has 
been  largely  the  outcome  of  the  work  which  was  undertaken  by 
CoDMnittee  B-1;  and  as  chairman  of  that  committee,  I  should 
be  very  glad  to  receive  any  communications  from  anyone  who 
has  obtained  data  by  using  this  method  of  test. 

Mr.  p.  D.  Merica  (presented  in  written  form  and  read  by  Mr.  Mcrica. 
the  Secretary), — I  have  been  most  interested  in  Mr.  Grower's 
very  ingenious  method  of  determining  the  amoimt  of  tin  in  a 
tin  coating  on  copper,  a  determination  which,  as  he  says,  is 
attended  with  some  difficulties,  owing  to  the  complicated  nature 
of  the  tin  coating  and  the  different  electrolytic  behavior  of  its 
constituents. 

Mr.  Grower  has  referred  to  the  layer  of  coating  between 
the  tin  (or  perhaps,  more  properly  speaking,  tin-alloy  constituent 
eutectic)  and  the  copper  as  being  little  known  and  consisting 
possibly  of  Cu^Sn.     Some  work  I  have  published  recently  on 
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Mr.  Mcrica.  tinned  copper  sheet  indicates  that  in  this  case  the  "alloy" 
layer  is  certainly  composed  of  at  least  two  constituents,  the 
outermost  having  a  copper  content  of  about  40  per  cent,  and 
the  inner  one  a  copper  content  of  about  62  per  cent.  These 
constituents  are  readily  distinguishable  microscopically.  Meas- 
urements of  electrolytic  potential  showed  that  both  of  these 
constituents  were  slightly  negative  in  many  reagents  toward 
copper. 

Mr.  Bassett  Mr.  W.  H.  Bassett. — It  is  intended  to  carry  out  working 

tests  on  tinned  wire  by  the  method  outlined  by  Mr.  Grower  to 
gain  such  data  as  Mr.  Capp  has  asked  for.  I  hope  that  other 
members  of  Committee  B-1,  and  also  those  who  are  not  mem- 
bers but  are  willing  to  turn  in  data  on  the  subject,  will  con- 
tribute, because  it  is  an  important  matter. 

There  is  one  other  bit  of  work  which  Mr.  Grower  has  done 
with  his  apparatus  and  method  of  testing  that  is  very  interest- 
ing. In  the  rubber  coverings  of  wire  it  is  of  course  necessary  to 
vulcanize  the  covering,  and  in  that  way  the  material  is  subjected 
to  heat.  This  raised  the  question  as  to  what  happens  to  the  tin 
coating  on  the  outside  of  the  alloy,  and  whether  the  alloy 
increased  in  amoimt  if  the  material  was  heated,  as  in  vul- 
canizing. It  was  foimd  that  at  50°  C,  even  after  27  hours,  little 
or  no  change  had  taken  place.  At  100*^,  however,  a  decided 
change  in  the. amount  of  alloy  could  be  noted  after  9  hours,  and 
after  27  hours,  about  half  the  tin  that  was  formerly  free  tin  had 
changed  into  tin-copper  alloy.  At  150°  in  one  hour  about  the 
same  amount  of  change  had  gone  on,  and  in  9  hours,  about 
85  per  cent  of  the  tin  on  the  wire  was  in  the  form  of  alloy.  After 
27  hours  the  tin  had  all  gone  over  to  the  tin-copper  alloy.  No 
investigation  has  been  made  of  the  nature  of  this  alloy,  but  it  is 
known  that  some  of  the  tin-copper  alloys  are  brittle;  and  in 
some  instances  tin  has  peeled  from  a  copper  surface  on  account 
of  the  nature  of  the  alloy  between  it  and  the  copper. 

Mr.  Campbell  Mr.  William  Campbell. — In  regard  to  the  alloy  formed  in 

tinning,  if  a  sample  of  wire  is  examined  under  say  500  diameters, 
it  is  generally  found  that  there  are  three  distinct  layers.  On  the 
outside  we  get  the  copper-tin  eutectic  with  or  without  crystals 
of  tin,  which  seems  to  vary  both  with  the  copper  contents  of  the 
bath — that  is  to  say,  the  amount  the  bath  has  been  used — 
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and  to  some  extent  with  the  temperature.    Next  there  is  a  thin  Mr.  Campbeu. 

layer  of  crystals  of  the  compound,  presumably,  CuSn;    and  then 

generally  a  thicker  layer  of  the  very  brittle  dull-gray  compoimd 

CuaSn.    The  structure  is  very  analogous  to  that  which  we  find 

in  galvanizing:  on  the  outside  of  a  piece  of  galvanized  wire,  we 

find  a  layer  of  pure  zinc;  beneath  that  come  the  crystals  of  the 

compound  FeZnr;  and  below  that  the  very  brittle  compound 

FeZn«.  The  amoimt  of  each  determines  the  character  of  the  alloy 

coating.    The  zinc  is  penetrated  by  the  crystals  of  the  compound 

FeZnr,  and  then  below  that  is  the  distinct  layer  of  the  very 

brittle  compound  FeZus. 

Recently  I  did  some  similar  work  in  dipping  copper  in 
molten  zinc  and  found  a  similar  triple  series.  On  the  outside 
there  was  the  solid  solution  of  copper  and  zinc,  running  say  2  per 
cent  of  copper.  Below  that  occurred  white  grains  of  the  second 
solid  solution,  running  anywhere  from  14  to  16  per  cent  of  copper. 
Inside  of  that  was  the  very  hard  Gamma  constituent  running  30 
to  40  per  cent  copper.  It  seems  that  the  amounts  of  the  various 
constituents  are  apparently  a-function  both  of  the  temperature 
of  the  bath  and  the  time  of  immersion.         \       t^>  H  l»  |^  1^  M 

Mr.  Bassett's  results  in  regard  to  annealing  are  very  inter- 
esting, because  they  confirm  what  Sir  William  Roberts-Austin 
first  pointed  out  a^d  a  good  many  of  us  have  suspected,  that 
these  cementation  alloys  change  over  and  tend  towards  equili- 
brium at  temperatures  very  much  below  the  melting  point  of  the 
most  fusible  constituent  of  the  whole  series. 

Mr.  G.  G.  Grower. — I  do  not  kqpw  that  I  have  any-  Mr.  Grower, 
thing  to  add  to  the  discussion.  Of  course,  this  investigation  was 
made  without  reference  to  microscopic  examination,  and  I  am 
not  prepared  to  say  whether  the  alloy  is  uniform  or  variable,  but 
am  inclined  to  think  it  is  variable.  However,  when  a  current  is 
passed  into  add  from  a  rich  tin  alloy,  the  tin  will  tend  to  dissolve., 
leaving  finally  this  alloy  of  CusSn;  and  after  that,  I  believe  it 
will  dissolve  as  a  whole. 
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LIGHT  VERSUS  HEAVY  REDUCTIONS  IN  COLD 
WORKING  BRASS. 

By  W.  Reuben  Webster. 
SUMMARY. 


In  a  paper  delivered  at  the  last  annual  meeting  it  was 
contended  that  it  was  more  desirable  in  drawing  brass  tubes  to 
reduce  the  thickness  of  the  tubes  by  many  light  drafts  rather 
than  by  a  few  heavy  drafts.  This  is  contrary  to  established 
practice  and  has  no  basis  in  the  experience  of  brass  makers. 

In  order  to  obtain  some  evidence  bearing  on  the  matter, 
samples  of  brass  were  reduced  equal  amounts  by  single  and  mul- 
tiple reductions  of  the  same  total  magnitude,  and  examined  by 
physical  tests  and  microscopic  observations.  In  one  set  of 
samples  the  reductions  were  effected  by  cold-rolling,  and  in 
anodier  by  cold-drawing.  No  indication  was  found  that  the 
material  reduced  in  a  single  pass  was  inferior  to  that  reduced 
by  several  passes.  Some  evidence  presented  itself  leading  to  a 
belief  that  the  material  reduced  by  multiple  drafts  was  more 
unevenly  strained  than  was  the  case  with  the  single  draft.  A 
partial  investigation  was  made  of  this  point  but  not  finished. 

As  a  conclusion  it  is  believed  that  further  evidence  in 
support  of  the  contention  first  quoted  is  necessary  before  it 
can  be  accepted. 
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LIGHT  VERSUS  HEAVY  REDUCTIONS  IN  COLD 
WORKING  BRASS. 

By  W.  Reuben  Webster. 

In  a  paper  entitled  "An  Inv<estigation  Leading  to  Speci- 
fications for  Brass  Condenser  Tubes/'  by  Prof.  A.  E.  White/ 
delivered  at  the  last  annual  meeting  of  the  Society,  the  state- 
ment was  made  that:  "It  is  likewise  more  desirable  to  reduce  the 
thickness  of  the  tube  by  many  light  drafts  than  by  a  few  heavy 
drafts.  Such  procedure  guarantees  more  thorough  and  uniform 
kneading  and  interlocking  of  the  tube  grains." 

In  the  discussion  the  writer  called  attention  to  the  fact 
that  no  evidence  was  presented  in  support  of  this  statement, 
and  that  it  was  contrary  to  established  practice.  The  proper 
degree  of  reduction  is  later  defined  by  Professor  White  as  one 
"which  should  only  be  just  heavy  enough  to  work  the  metal  all 
the  way  through"  without  defining  any  method  of  determining 
what  constitutes  that  degree.  It  is  quite  certain  that  experi- 
enced brass  workers  could  not  make  such  a  determination.  It  is 
felt  by  the  writer  that  if  there  was  a  difference  in  results  obtained 
by  a  series  of  relatively  light  passes  as  compared  with  one 
heavy  pass  effecting  the  same  total  reduction,  the  fact  could 
readily  be  determined.  In  order  to  obtain  some  data  on  the 
subject,  the  following  experiments  were  performed. 

A  sample  of  cartridge  metal  was  rolled  down  to  approxi- 
mately 0.200  in.  thick  and  very  carefully  annealed.  This  sample 
was  then  cut  into  two  pieces.  Sample  No.  1  was  rolled  to  0.098  in. 
thick  in  one  pass,  while  sample  No.  2  was  rolled  to  precisely  the 
same  thickness  in  six  passes.  From  each  piece  three  test  samples 
were  cut  and  submitted  to  physical  test  with  the  results  shown  in 
Table  I.  A  microscopic  examination  was  also  made,  as  shown 
by  Figs.  1  and  2,  the  former  representing  sample  No.  1  and  the 
latter  No.  2.     It  is  evident  from  both  the  physical  tests  and 
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158       Webster  on  Reduction  in  Working  Brass. 

microscopic  examination  that  the  only  difference  between  the 
material  which  was  given  six  passes  and  that  which  was  given 
but  one  pass  is  that  the  latter  has  a  higher  tensile  strength  and 
slightly  lower  elongation. 

Table  I. — ^Tests  of  Rolled  Cartridge  Metal. 


Sample  No. 

Tetunle  Strength, 
lb.  per  sq.  in. 

Songation  in  4  in., 
percent. 

1  (OnePfcaB) 

^          79130 
79  760 
77770 
78890 

77  420 
77870 
78340 
77880 

5.0 
4  28 

ATcrage 

5.0 
4  75 

2  (Six  Pusee) 

4.75 
5  25 

Average 

4.75 
4  02 

As  a  further  check  on  this  experiment  a  sample  of  high 
brass  rod  containing  a  small  percentage  of  lead  was  drawn  to 
i  in.,  carefully  annealed  and  treated  precisely  as  in  the  above 


Fig.  1.— RoUed  Sheet  No.  1  (X75).      Fig.  2.— RoUed  Sheet  No.  2  (X75). 

outlined  case,  except  that  a  reduction  of  50  per  cent  was  effected 
in  one  sample  by  one  draft  through  a  die,  while  a  similar  reduc- 
tion was  effected  on  the  other  rod  by  five  successive  passes. 
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The  results  of  physical  tests  are  shown  in  Table  11,  while 
Figs.  3,  4,  5,  6,  7  and  8  show  the  results  of  the  nucroscopic 
examination.  Figs.  5  and  8  were  taken  from  the  exact  center 
of  the  two  rods  and  show  no  diflference  whatsoever. 

It  is  at  least  certain  that  nothing  in  these  observations 
indicates  that  any  superiority  is  possessed  by  the  samples  from 
material  reduced  in  several  passes,  over  that  reduced  in  one  pass. 

Upon  examination  of  the  ends  of  the  rods  after  drawing 
it  was  found  that  those  passing  last  through  the  die  were  cupped 
because  of  the  greater  flow  of  metal  near  the  surface,  and  tiiat 
the  cup  in  the  rod  having  five  passes  was  much  deeper  than  in 
the  other  case.     It  is  this  imeven  flow  which  produces  the 

Tablb  II. — Tests  of  Drawn  Brass  Rod. 


SunpIeNo. 

To^Ie  Steogth, 
Ib.p«r8q.m. 

Eloi«atwiiin4i]i., 
pveaot 

1  (One  Am) 

94460 
94  SCO 
94880 

08700 
08450 
03680 

4.25 

ATtngQ 

4.26 
4.25 

2  (FhePkHM) 

4.26 

Aftngi. 

4.26 
4.25 

internal  strains  which  cause  season  cracking.  It  was  therefore 
decided  to  investigate  this  phenomenon  further.  A  rod  of  high 
brass,  free  from  lead,  was  extruded  and  drawn  to  Itt  i^i-  ^^ 
diameter  and  carefully  annealed.  One  portion  of  it  was  drawn 
to  1.415  in.  in  diameter  in  one  pass  and  an  adjacent  portion 
to  the  same  diameter  in  five  passes. 

Prior  to  drawing,  the  ends  of  the  rods  were  accurately 
squared  up  in  the  lathe. 

Fig.  9  shows  the  appearance  of  the  ends,  the  one  drawn  in 
one  pass  having  the  shallower  cup.  It  is  the  intention  to  investi- 
gate the  relative  intensity  of  the  internal  strains  in  these  two 
rods  and  report  the  results  obtained  later.  A  careful  microscopic 
examination  was  made  of  each  rod  but  no  differences  could  be 
detected. 
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Fig.  3. — }-in.  Diameter,  Annealed.  Fig.  6. — J-in.  Diameter,  Annealed. 


Fig.  4. — 0.350-in.  Diameter,  Edge.  Fig.  7. — 0.350-in.  Diameter,  Edge. 


Fig.  5. — 0.350-in.  Diameter,  Center. 
Rod  No.  1.— One  Pass  (X75). 


Fig.  8. — 0.350-in.  Diameter,  Center. 
Rod  No.  2.— Five  Passes  (X  75). 
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Whfle  these  ejcperiments  cannot  be  considered  as  conclusively 
demonstrating  the  falsity  of  the  statement  quoted  at  the  open- 
ing of  this  paper,  at  the  same  time  they  are  better  evidence  than 


Five  Passes.  One  Pass. 

Fig.  9. 

any  evidence  that  has  been  presented  in  support  of  its  truth. 
It  is  therefore  felt  that  it  is  not  yet  necessary  to  abandon  the 
existing  methods  of  working  brass  in  favor  of  that  recommended 
by  Professor  White. 
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DISCUSSION. 


Mr.  White.  Mr.  A.  E.  White. — I  am  very  glad  indeed  to  attempt 

again  to  clear  up  a  misapprehension  which  seems  to  exist  on  the 
part  of  Mr.  Webster  concerning  my  statement  of  a  light  draft. 

In  my  paper  last  year  entitled  "An  Investigation  Leading 
to  Specifications  for  Brass  Condenser  Tubes,  "^  it  was  stated  that, 
"It  is  likewise  more  desirabte  to  reduce  the  thickness  of  the  tube 
by  many  light  drafts  than  by  a  few  heavy  drafts."  This  was 
called  in  question  initially  by  Mr.  Price,  with  the  result  that  an 
amplification  of  the  term  "light  draft"  was  made  at  that  time. 
This  will  be  found  in  the  discussion  of  the  paper  above  referred 
to,  and  is  as  follows: 

"It  is  realized  that  if  the  reductions  are  made  with  too 
light  a  draft  there  will  then  result  surface  or  skin  hardening. 
This  is  an  imfortunate  condition.  It  is  felt,  however,  that 
the  draft  or  reduction  which  should  be  given  a  metal  should 
only  be  just  heavy  enough  to  work  the  metal  all  the  way 
through,  and  that  this  should  be  repeated  as  many  times 
before  annealing  as  the  metal  will  stand,  rather  than  to 
resort  to  the  use  of  but  one  absolute  reduction  between  the 
annealings. " 

Too  light  drafts,  resulting  only  in  skin  hardenings,  is  an 
unfortunate  condition.  It  is  this  condition  which  we  have  just 
seen  illustrated  and  to  which  the  speaker  objects,  to  as  great  an 
extent  as  does  Mr.  Webster.  It  is  felt,  however,  that  the  draft 
or  reduction  which  should  be  given  to  metal  should  only  be  just 
heavy  enough  to  work  the  metal  all  the  way  through  and  that 
this  should  be  repeated  as  many  times  before  annealing  as  the 
metal  will  stand.  I  do  not  know  that  I  can  add  anything  further. 
Mr.  Webster.  Mr.  W.  Reuben  Webster. — ^The  question  is  not  one  of 
misapprehension  but  of  measurement.  A  draft  or  the  amount 
of  a  draft  is  something  that  is  capable  of  being  expressed  in 
measurable  terms.    It  would  therefore  seem  desirable  that  Mr. 

I  Proceedings,  Am.  Soc.  Test.  Mats.,  Vol.  XVI,  Part  II,  p.  151  (1916). 
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White  state  specifically  what  draft  is  sufficient  to  work  the  Mr.  Webster. 
metal  all  the  way  through  and  what  draft  is  too  great.    That  is 
something  which  it  is  quite  confidently  stated  is  not  known  to 
the  tube  drawer. 

Mr.  Henry  M.  Howe  (fry  leUer), — ^The  conAiti6ns  in  this  Mr.  Howe. 
case,  in  which  the  reduction  was  made  by  means  of  five  passes, 
are  so  different  from  those  described  in  the  paper  by  Mr.  E.  H. 
Peirce^  as  to  suggest  that  Mr.  Webster  might  well  ascertain 
whether,  in  his  five-pass  specimen,  there  is  any  appreciable 
difference  between  the  hardness  of  the  core  and  of  the  outside. 

1  "Hardnaas  of  Hard-Drawn  Copper,"  p.  114. — ^Ed. 
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TESTING  OF  SHEET  BRASS. 
By  C,  H.  Davis. 

SUMNIARY. 


The  object  of  the  following  investigation  is  the  selection  of 
of  a  rapid,  satisfactory  and  comparative  method  of  testing 
sheet  brass. 

Such  methods  were  employed  as  are  widely  used  by  manu- 
facturers and  engineers,  namely,  tensile  strength,  scleroscope 
and  Brinell  tests.  The  more  recently  introduced  ductility,  or 
cupping,  test  was  also  employed  to  establish  the  comparative 
value  of  this  method  of  testing.  The  tests  were  made  upon 
identical  or  adjacent  pieces  of  sheet  brass,  specially  gaged  and 
rolled,  so  that  the  percentage  reduction  by  rolling  is  accurately 
known. 

Complete  data  are  given  from  one  of  the  four  brasses 
tested,  to  illustrate  the  methods  employed  and  to  show  the  com- 
parative value  and  limits  of  each  method  of  testing.  The 
scleroscope  and  Brinell  tests  are  found  to  be  imsatisfactory  on 
thin  metal.  The  Brinell  test  is  satisfactory  and  comparative  on 
thick  metal.  Scleroscope,  Brinell,  and  tensile  strength  tests  do 
not  vary  appreciably  with  the  thickness  of  the  metal.  The 
ductility  tests  do  vary  with  the  thickness  of  the  metal  and  there- 
fore demonstrate  in  a  practical  way  the  drawing  value  of  metal 
of  any  gage,  at  the  same  time  giving  evidence  of  the  grain  size 
and  of  imperfections  in  the  metal. 

Conclusion. — In  order  to  obtain  rapid  and  comparative 
results  in  testing  sheet  brass,  both  manufacturer  and  consumer 
may  use  the  ductility  (cupping)  test  for  thin  metal,  and  the 
Brinell  test  for  thicker  metal. 
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TESTING  OF  SHEET  BRASS. 
By  C.  H.  Davis. 

The  reason  for,  and  the  necessity,  of,  testing  sheet  brass  or 
any  other  metal,  is  not  merely  to  ascertain  its  grain  size,  hardness 
number  or  the  number  of  times  it  will  stand  certain  impacts: 
it  is  to  determine  in  the  best  possible  way  whether  the  metal  is 
suited  for  the  purpose  for  which  it  is  intended.  Experimental 
data  together  with  practical  experience  will  ultimately  deter- 
mine the  fitness  of  the  metal  in  question  for  its  work.  In  choos- 
ing the  direction  for  the  accumulation  of  this  data,  uniformity 
in  methods  of  testing  should  be  agreed  upon. 

The  accepted  method  or  methods  of  testing  should  bring 
out  the  desired  qualities  in  characters  that  will  be  easily  and 
correctly  interpreted  by  manufacturer,  engineer,  and  ultimate 
consumer.  These  characters  may  be  hardness  numbers,  grain- 
counts,  number  of  impacts,  appearance  of  surface  after  working, 
bending,  or  what  not,  but  in  every  case  the  results  to  be  obtained 
must  agree  with  the  results  of  any  observer  on  any  similar 
iDstnmient  or  machine.  The  test  must  be  easily  and  quickly 
applied,  and  the  test  specimen  of  a  size  easily  obtained.  "The 
results  should  be  independent  of  the  actual  dimensions  of  the 
test-piece,  or  at  least  related  to  those  dimensions  by  some  simple 
geometrical  law."^  Any  other  method  of  testing  as  a  means  of 
making  or  fulfilling  specifications  would  be  useless. 

To  determine  satisfactory  and  comparative  methods  of 
testing  which  will  satisfy  the  above  conditions,  is  the  purpose  of 
the  present  investigation. 

Preparation  of  Samples. 
Although  this  work  is  experimental  in  nature,  yet  the 
material  which  has  been  tested  to  obtain  the  required  data, 
has  in  all  instances  received  customary  mill  treatment.  Con- 
sequently, the  data  given  represent  values  for  tests  upon  these 
particular  alloys  as  commerdaDy  prepared.  The  work  has  been 
directed  from  the  Technical  Department  of  the  American  Brass 
Co. 


iRoMnhain.  ''Introduction  to  Physical  MetaUiusyt"  p.  194. 
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Four  aUoys  were  cast  and  prepared  in  the  manner  outlined. 
Certain  other  material  already  prepared  has  been  used  to  illus- 
trate particular  points. . 


Table  I.- 

-Analysis  of  Rolling  of 

sr 

BoOedfrom 

8am|il6d 

donng 

RoDiDKat 

B.ASiNoe. 

B.AaaiinNo. 
atNoa.8lbrd. 

IVvMmant  of  Hie  Ftettoii  of  Btfi 

RoOinc 

■PfOftWI 

B.&S. 

ThioknoB. 

B.AB. 

ThiobiMi. 

Samsininc  afttf  Sttoplini. 

QageNo. 

in. 

Httd. 

Qi«bNo. 

in. 

Pait. 

1.. 

0 
0 
0 
0 

0.1820 
0.1020 
0.1020 
0.1020 

8 
10 
12 
14 

0.1280 
0.1010 
0.0600 
0.0040 

Then  fov  Un  «m  then  ■». 
neakd,  wnpled,  and  raDed  M 

2.. 

8 
10 
12 
14 

0.1280 
0.1010 
0.0600 
0.0040 

1.2.4.0.8 
1.2.4.0.8 
1.2,4.6.8 
1.2.4,0.8 

16 
18 
20 
22 

0.0500 
0.0400 
0.0810 
0.0268 

.  Th^rmBiadK  of  these  fourUn 
at  8  B.  A  a  N<M.  Haid  iras 
then  *i»««f^H.  — wiJ***.  and 
rolled  again  as  outiin«d  in  Ftet 

10 

0.0600 

1.2.4.0.8 

24 

0.0201 

,  The  itndwW  of  tiieM»  fov  ban 

8.. 

18 

0.0400 

12408 

20 

0.0169 

at  8  B.  A  &  Nos.  Hard  nas 

20 

0.0810 

124  08 

28 

0.0126 

then  auMaled.  wunM,  jad 

I 

22 

0.02fi8 

1.2.4,6.8 

80 

0.0100 

roiled  again  as  outlined  in  Ftet 
4oftUBTkble. 

24 

0.0201 

1.2.4,6a 

4.. 

20 
28 
80 
80 

0.0100 
0.0126 
0.0100 
0.0100 

'% 

•SoOed  to  00)100  in.  only.       6  Rolled  to  0^)050  in. 

The  bars  were  made  1^  in.  thick,  and  were  rolled  down  in 
the  ordinary  way  to  B.  &  S.  gage  No.  6  (0. 162  in.)  and  annealed. 
Table  I  gives  the  analysis  of  the  rolling  of  the  specimens. 

Table  II. 


Reduction  by 
Rolling, 
peroent. 

B.ft8.Namben 
Hard. 

The  B.  A  8.  Oace  Number  of  eaeh  Sample  Seleoted  for  the 

00.0 

00 

14 

16 

18 

20 

22 

24 

26 

28 

80 

lO.Oo 

1* 

16« 

17« 

10« 

21« 

2Sa 

25« 

27« 

20« 

81* 

20.7 

14 

16 

18 

20 

22 

24 

20 

28 

80 

87.1 

14 

16 

18 

20 

22 

24 

26 

28 

80 

60.0 

6 

14 

16 

18 

20 

22 

24 

26 

28 

80 

60.4 

14 

16 

18 

20 

22 

24 

26 

28 

80 

•  Samples  were  taken  on  the  odd  gage  nombefs  to  taap^  the  proeesi  of  roDng. 

In  Other  words,  this  method  of  rolling  and  sampling  gave 
test  specimens  on  B.  &  S.  gages  Nos.  14  to  31,  inclusive,  having 
the  reductions  shown  in  Table  11. 
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Large  samples  were  cut  off  at  each  gage  and  on  each  temper. 
From  these  original  samples  a  central  strip  was  cut  for  cupping 
tests  3}  by  12  in.,  aUowing  space  for  three  cups.  One-inch  strips 
were  then  cut  lengthwise  adjacent  to  the  central  portion  giving 
duplicate  pieces  for  tensile  strength  and  elongation  tests.  The 
scleroscope  and  Brinell  tests  were  taken  on  the  ends  of  these 
I-in.  strips.  For  the  tensile  strength  test  the  1-in.  strips  were 
machined  into  test  specimens  having  a  cross-section  at  the 
center  of  0.5  in.  times  the  thickness  of  the  sample,  as  shown 
in  Fig.  1. 


k 2" d 

1      QageLengfh      I 

t      W^ i 


/"         /6-;|      J"  j      { 


JL 


H e' : -H 

Pig.  1. — ^Tendon  Test  Spedmen. 

Testing  Machines  and  Methods  Employed. 

Tensile  Strength  Machine. — ^For  tensile  strength  tests  a 
10,000-lb.  horizontal  testing  machine  was  employed.  The 
percentage  of  elongation  in  2  in.  and  the  percentage  of  reduction 
of  area  were  calculated  from  the  two  tension  test  specimens. 

Scleroscope  Testing  Machine, — ^The  scleroscopic  tests  were 
made  with  a  Shore  scleroscope  using  a  steel-pointed  magnifier 
hammer.    At  least  ten  tests  were  made  upon  each  sample. 

Ductility  Testing  Machine. — ^The  cupping  tests  were  made 
upon  an  Olsen  ductility  testing  machine.  This  is  a  hand  testing 
machine  similar  in  size  and  action  to  the  Erichsen  apparatus  for 
testing  thin  plates.  Since  the  latter  was  not  obtainable  at  the 
time  of  this  research/  no  comparison  can  be  made  between  it  and 
the  Olsen  machine.  If  the  tools  and  dies  of  these  two  machines 
were  made  identical,  there  is  no  reason  to  doubt  but  that  the 
results  would  be  the  same  from  both  instnmients.     The  chief 

1  Brkfaiea  teitt  have  been  appended  to  this  paper;  see  p.  194. — Ed. 
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difference  between  the  Erichsen  and  Olsen  machines,  as  far  as 
cupping  tests  go,  is  that  in  the  former  the  tool  moves  horizontally 
away  from  the  operator,  who  must  observe  the  break  by  means  of 
a  mirror;  whereas,  in  the  latter,  the  tool  moves  upward  and 
allows  the  operator  to  carefully  watch  the  breaking  of  the  metal. 
The  sample  is  held  between  die  and  holder,  and  a  tool  actuated 
by  a  ram  and  a  hand-wheel  is  moved  gradually  forward  until 
fracture  of  the  sheet  takes  place.  The  depth  of  indentation  is 
then  read  off  directly  from  micrometer  scales  and  forms  the 
basis  of  workability  determinations. 

The  sheet  metal  ductility  or  cupping  machines  are  suitable 
for  testing  metal  from  the  thinnest  gages  up  to  a  gage  as  thick  as 
the  space  allowed  between  die  and  tool,  namely,  0.0625  in.  in 
the  Olsen  machine.  Metal  thicker  than  0.0625  in.  will  be 
sheared  between  the  tool  and  die  except  in  certain  instances 
where  hard-rolled  metal  breaks  before  the  maximum  diameter 
of  the  roimded  tool  reaches  the  edge  of  the  die.  These  points 
are  illustrated  in  Fig.  6.  Tests  have  been  successfully  made  on 
hard-rolled  metal  as  thick  as  0.080  in.,  whereas  annealed  brass 
generally  shears  between  tool  and  die  at  about  0.0625  in.  in 
thickness.  Tools  could  be  provided  for  cupping  thicker  inetal, 
but  in  that  case  the  hand  testing  machine  would  have  to  be 
supplanted  with  a  power  testing  machine.  The  Erichsen  machine 
has  been  fully  described  and  illustrated  in  recent  issues  of  sev- 
eral engineering  magazines. 

Brinell  Ball  Impression  Test, — ^The  Brinell  hardness  tests 
were  made  with  a  Swedish  apparatus  manufactured  by  the 
Aktiebolaget  Alpha.  A  load  of  500  kg.  and  the  standard  10-mm. 
diameter  ball  were  used  in  making  the  tests.  The  pressure  was 
maintained  for  30  seconds.  In  this  connection  it  may  be  stated 
that  experimental  data  from  tests  upon  both  annealed  and  hard- 
rolled  brass  show  conclusively  that  the  size  of  the  baU  impression 
is  fixed  at  the  instant  the  maximum  pressure,  500  kg.,  is 
attained.^  Samples  tested  for  periods  ranging  from  one  second 
to  five  minutes  yielded  impressions  of  identical  size.  Therefore, 
care  should  be  taken  to  apply  the  last  kilograms  slowly,  in 
)rder  that  the  load  may  not  rise  above  500  kg.  even  for  the 
fraction  of  a  second.    The  Brinell  test  may  be  carried  out  on 

>  A.  v.  de Forest.  "Some  Experiments  on  the  Plastic  Blongatloa  of  Wire.'*  Pro€udinit^ 
Am.  Soc.  Test.  Mats..  Vol.  XVI.  Part  II.  p.  455  (1916),  and  discussion. 
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any  compression  testing  machine  with  the  addition  of  a  small 
contrivance. 

The  Tninimiim  thickness  of  metal  capable  of  being  tested 
with  the  standard  10-mm.  ball  has  been  given  as  2.5  mm.  or 
0.100  in.y  but  from  the  data  graphically  expressed  in  Fig.  6, 
it  is  seen  that  hard-rolled  brass  can  be  safely  and  correctly  tested 
to  about  0.050  in.  in  thickness,  whereas,  annealed  brass  is 
correctly  tested  to  0.080  in.  and  relatively  tested  to  **=  0.050  in. 

The  diameter  of  the  ball  impression  varies  slightly  with  the 
direction  of  rolling  in  the  case  of  hard  metal.  This  variation 
is  so  slight  that  in  all  cases  where  noticeable  an  average  diameter 

Tablb  III.— Analyses  of  Commbscial  Brasses. 


Mirk. 

Copper, 
peroeni. 

ai»o, 
peroent. 

peroeni. 

Iron, 
peroeni. 

A 

80.86 
86.18 
78.60 
75.18 
66.80 
66.06 

10.66 
14.81 
31.45 
94.75 
88.64 
88.75 

0.07 
0.04 
0.02 
0.10 
0.02 
0.16 

0.02 

B 

0.02 

c 

0.08 

D 

0.02 

B 

0.04 

F 

0.08 

was  taken  from  two  readings,  one  in  the  direction  of  rolling  and 
one  transverse  to  the  direction  of  rolling. 

Results  of  Tests. 

From  a  mass  of  data  on  the  results  of  tests  of  four  com* 
mercial  brasses  whose  analyses  are  given  in  Table  III,  a  single 
complete  example  of  the  work  done  on  the  brass  marked  E  is 
given  in  Table  IV.  Certain  other  data  are  also  given  from  the 
other  alloys  for  purposes  of  comparison.  These  data  are  shown 
in  Table  V. 

In  Table  VI  are  given  the  results  of  tests  on  three  brasses 
(90-10,  80-20  and  66-33  copper-zinc  alloys).  These  are  plotted 
in  Fig.  4. 


Digitized  by 


Google 


170 


Davis  on  Testing  of  Sheet  Bkass. 


Tablb  IV.— Results  or  Tests  ok  Brass  B. 
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Tablb  IV. — ^Results  of  Tests  on  Brass  (Continued). 
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Table  VI.— Physical  Tests  of  Bsassbs. 
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Diagrams  Illustrating  Points  of  Comparison  between 

Tests. 

The  important  features  of  the  several  tests  may  be  empha- 
sized by  reference  to  Figs.  2  to  13,  inclusive.  The  data  for  these 
will  be  foimd  above  with  references  to  the  corresponding  figures. 
The  general  description  below  each  figure  is  intended  to  be 
sufficiently  clear  to  allow  immediate  conclusions  to  be  drawn. 
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Fig.  3. — Comparison  of  sderoscope,  Brinell  and  ductiHty  tests 
on  three  brasses  (90-10;  80-20;  and  66-33;  copper-zinc  alloys). 
Also,  to  be  compared  with  tensile  strength  and  elongation  tests, 
Fig.  4.  The  metal  was  annealed  one-half  hour  at  450,  550,  650, 
750  and  850"  C,  and  quenched.  Compare  with  Plate  IV,  Fig.  B, 
and  Plate  II.     Data  from  Table  V. 
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Pig.  4. — ^Tensile  strength  and  elongation  tests  on  three  brasses  (90-10; 
80-20;  66-33;  oopper-einc  alloys).  The  metal  was  annealed  one-half  hour 
at  450,  550,  650,  750  and  850®  C,  and  quenched.  Compare  with  Fig.  3, 
Plate  IV,  Pig.  B,  and  Plate  II.    Data  from  Table  VI. 
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same  samples  is  only  constant  for  a  definite  alloy  or  metal.^  This  fact  sup- 
ports the  contention  that  the  sderoscope  does  not  measure  the  same  "  quality  " 
in  the  metal  as  does  the  Brinell  test.  The  data  were  obtained  from  tests 
on  three  brasses  (90-10;  80-20;  66-33;  copper-zinc  alloys  A,  C,  and  £). 


iSee  Devriet.  "Hardness  in  its  Relation  to  Other  Physical  Properties/' 
Am.  Soc  Test.  Mats.»  Vol.  XI,  p.  726  (191 1). 
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Thickness  of  Metal,  In. 

Fig.  6. — ^A  comparison  of  the  sucoessfulness  of  ductility  and  Brinell  tests  on  thin 
metal.  Brass  E,  containing  66.30  per  cent  of  copper,  33.64  per  cent  of  zinc,  0.02  per 
cent  of  lead,  and  0.04  per  cent  of  iron.  Data  from  cupping  tests  (Fig.  13)  are 
here  superposed  on  a  plot  showing  where  Brinell  tests  cease  to  be  comparative  for 
both  hard-rolled  and  annealed  brass.  The  region  where  successful  overlapping  occurs 
is  =*=  0.0625  in. 

The  Brinell  test  (10-mm.  ball)  can  be  correctly  used  on  brass  as  thin  as  0.050 
in.  when  hard  rolled,  and  from  0.050  to  0.080  in.  when  annealed. 

The  ductility  or  cupping  test  can  be  successfully  used  on  all  thin  metal  up  to 
0.0625  in.  (the  space  between  the  tool  and  die). 
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Reduction  by  Rolling,  per  cent. 

Fig.  7. — ^The  sderosoope  hardness  tests  on  annealed  and  bard-rolled 
metal  do  not  vary  approciably  with  the  thickness  of  the  metaL  Tests  on 
metal  below  0.020  in.  gage  are  not  comparable  with  those  on  thicker  metal, 
and  are  generally  unsatisfactory.  Brass  E,  containing  66.30  per  cent  of  copper, 
33.64  per  cent  <^  sine,  0.02  per  cent  of  lead,  and  0.04  per  cent  of  iron. 
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Reduction    by  PoM4ng,  percent. 

Pig.  8. — ^The  Brixiell  hardness  tests  on  annealed  and  hard-rolled  metal 
do  not  vary  appreciably  with  the  thickness  of  the  metal.  Tests  on  annealed 
metal  thinner  than  0.050  to  0.080  in.,  and  on  hard  metal  thinner  than  0.050  in., 
are  not  comparative  with  tests  on  thicker  metal,  and  are  generally  unsatis- 
.  factory.  (Compare  with  Fig.  6.)  Brass  £,  containing  66.30  per  cent  copper 
33.64  per  cent  of  zinc,  0.02  per  cent  of  lead,  and  0.04  per  cent  of  iron. 
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Fig.  9. — ^Tensile  strength  tests  upon  annealed  and  hard-rolled  brass 
do  not  vary  appreciably  with  the  thickness  of  the  metal.  (Compare  with 
Figs.  7  and  8.)  Brass  E,  containing  66.30  per  cent  copper,  33.64  per  cent  of 
sine,  0.02  per  cent  lead,  and  0.04  per  cent  of  iron. 
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Fig.  10. — ^The  percentage  of  dongation  in  2  in.  varies  with  the  thick- 
ness of  the  metal.  Compare  with  the  larger  variation  in  the  ductility  tests 
shown  in  Fig.  12.  Brass  E,  containing  66.30  per  cent  of  copper,  33.64  per 
cent  of  zinc,  0.02  per  cent  of  lead,  and  0.04  per  cent  of  iron. 
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Fig.  11. — ^The  percentage  of  reduction  of  area  is  of  little  or  no  value 
in  determining  the  quality  of  thin  sheet  metal.  The  tests  are  erratic  and 
not  comparable  to  similar  tests  on  thick  metal.  Brass  K,  containing  66.30 
per  cent  of  copper,  33.64  per  cent  of  zinc,  0.02  per  cent  of  lead,  and  0.04  per 
cent  of  iron. 
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Reduction  by  Rolling, percent. 

Fig.  12. — ^The  ductility  or  cupping  test  can  be  successftilly  used  on  all 
sheet  metal  from  the  thinnest  to  the  limits  of  the  machine,  +0.0625  in. 
Illustration  of  tests  perfonned  on  sheet  brass  (E)  containing  66.30  per  cent 
of  copper,  33.64  per  cent  of  zinc,  0.02  per  cent  of  lead,  and  0.04  per  cent  of 
iron.  Reduction  by  rolling,  0  to  60  per  cent.  Note  the  change  in  Uie  drawing 
value  of  the  metal  with  differences  in  gage;  also  note  that  the  ductility  of 
hard-rolled  thick  metal  (0.065-in.  gage)  is  less  than  that  of  hard-rolled  thin 
metal  (=*»0.020-in.  gage).  Compare  with  scleroscope,  Brinell  and  phjrsical 
tests  made  on  the  same  samples.  (Pigs.  7  to  11,  inclusive.)  Compare  also 
with  Plate  IV  and  Plate  I. 
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Thickness  of  Mel-al,  in. 
Fig.  13. — Ductility  or  cupping  tests  replotted  from  Fig.  12  to  illustrate 
how  accurately  the  drawing  qualities  of  sheet  metal  may  be  estimated  for 
any  gage  and  temper. 
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Copper,  per  cent.. 

Fig.  14. — Comparative  ductility  or  drawing  qualities  of  six  brasses 
(A  to  F)  0.040-in.  gage,  annealed  and  hard  rolled.    (See  Table  III.) 
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Pig.  a.— Annealed  at  650*  C. 


Fig.  B. — 10.6  per  cent  reduction. 


Pig.  C. — 21.5  per  cent  reduction.         Pig.  D. — 38.6  per  cent  reduction. 


Fig.  B. — 50.7  per  cent  reduction.         Fig.  P. — 59.9  per  cent  reduction. 

Platb  I. — ^Rolling  Series.  Brass  containing  66.30  per  cent  of  copper, 
33.64  per  cent  of  zinc,  0.02  per  cent  of  lead,  and  0.04  per  cent  of  iron  (X  75.) 
Compare  with  Pigs.  7  to  12,  inclusive,  and  Pig.  A,  Plate  IV. 
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Fig.  a.— Annealed  at  450'  C. 


Pig.  B.— Annealed  at  550*  C. 


Fig.  C— Annealed  at  650'  C. 


Fig.  D.— Annealed  at  750*  C. 


Fig.  E.— Annealed  at  850*  C. 


Platb  II. — ^Annealing  Series;  one-half  hour.  Brass  containing  66.30 
per  cent  of  copper,  33.64  per  cent  of  zinc,  0.02  per  cent  of  lead,  and  0.04 
per  cent  of  iron  (X  75).     Compare  with  Fig.  3  and  Plate  IV,  Fig.  B. 
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Fig.  a. — Brass  containing  89.36  per  Fig.  B. — Brass  containing  78.50  per 

cent  of  copper,  10.55  per  cent  of  cent  of  copper,  21.45  per  cent  of 

zinc,  0.07  per  cent  of  lead,  and  zinc,  0.02  per  cent  of  lead,  and 

0.02  per  cent  of  iron.  0.03  per  cent  of  iron. 

Plate  III. — ^Brasses  annealed  one-half  hour  at  550®  C.  (X  75).     Com- 
pare with  Plate  II,  Fig.  B. 
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General  LmiTATioNS  of  Vamous  Methods  of  Testing 

TOR  the  HaSDNESS  AND  DuCTILITy  OF  ShEET  MeTAL. 

Tensile  Strength  Tests. — ^Long  experience  and  conclusively 
comparative  data  have  established  the  tension  test  as  a  reliable 
and  universal  method  of  determining  the  character  of  metal.  It 
is  evident  that  the  scleroscope,  Brinell  or  other  hardness  testing 
machines  will  not  reveal  any  quality  in  metal  except  its  hardness. 
This  is  of  great  value,  but  hardness  cannot  be  translated  into 
ductility  or  elongation,  nor  does  it  necessarily  mean  strength. 
The  tension  test,  however,  requires  time,  both  in  preparation  of 
the  samples  and  in  making  the  test.  Moreover,  it  is  oftentimes 
impossible  to  execute  the  test  properly  on  account  of  the  size 
and  shape  of  the  sample.  A  skillful  and  experienced  operator  is 
essential,  especially  in  testing  thin  metal.  The  requirement  of 
the  engineer  and  consumer  is  a  simple,  rapid  and  comparative 
method  of  testing  the  workability  of  sheet  metal. 

Sderoscope  Tests. — ^The  Shore  scleroscope  can  be  eliminated 
as  a  means  of  comparative  testing,  since  from  no  two  instruments 
are  results  identic^.  All  instruments  could  be  carefully  cali- 
brated, but  'there  still  remain  unavoidable  discrepancies  in 
results  due  to  the  following: 

1.  Operator  (personal  equation). 

2.  DijGFerent  hammers  vary  in  readings  from  one  to  seven 
points  on  the  same  instrument.^ 

3.  Rapidity  of  testing  changes  readings. 

4.  The  observed  hardness  of  thin  annealed  samples  decreases 
with  the  thickness.     (See  Table  V.) 

5.  Observed  hardness  of  hard-rolled  samples  increases  with 
the  thickness  of  the  sample.*    (See  Table  V.) 

6.  The  observed  hardness  is  increased  by  superposing  well- 
fitting  specimens.  Inaccuracies  of  fit  outweigh  the  stiffening 
effect  of  the  increase  of  mass.' 

7.  A  different  constant  is  necessary  for  recalculating  sclero- 


^  Three  megnffier  hammen  were  ptuduued  for  this  iwrticular  inetnunent. 
*  Heme  and  Levy,  "Notee  on  the  Hardening  and  Tempering  of  Butectoid  Carbon  Steel 
nd  on  the  Shore  Teat."  Pro€Mdingi,  Am.  Soc.  Test.  Mata.,  VoL  XVI,  Part  II.  i».  5  (1916). 
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scope  hardness  into  terms  of  other  physical  properties  for  every 

alloy  tested.^* 

8.  Scleroscope  hardness  does  not  determine  grain  size.' 
The  great  value  of  the  scleroscope  lies  in  the  rapidity  of  the 

test;  in  concordant  results  with  one  instrument  and  one  operator; 

in  the  possibility  of  testing  very  small  samples  and  the  edges  of 

specimens;  in  the  exploration  of  small  areas  which  may  vary  in 

hardness;  and  the  portability  of  instrument. 

Grain   Size. — Measurement   or    estimation    of    the   grain 

size  of  brass  as  an  indication  of  hardness  is  practical  only  with 

annealed  metal,  and  even  in  this  case  the  following  difficulties 

are  encountered  which  eliminate  this  test  as  a  comparative 

method  of  obtaining  the  hardness  of  brass: 

1 .  The  grain  size  varies  rapidly  with  the  percentage  of  copper. 

2.  The  grain  size  varies  appreciably  with  the  presence  of 
certain  impurities,  such  as  iron  in  brass,  arsenic  and  nickel  in 
copper  and  rich  copper  alloys. 

3.  The  grain  size  varies  with  the  condition  of  the  surface. 
Under  ordinary  annealing  conditions  the  grains  near  the  surface 
are  smaller  than  those  in  the  interior  of  the  bar.  In  thin  metal, 
which  cannot  be  filed,  the  true  annealing  temperature  maybe 
misjudged. 

4.  (a)  The  grain  size  depends  upon  the  amount  and  nature 
of  previous  workings.' 

(b)  Examination  of  grain  size  does  not  show  working 
amounting  to  less  than  10  per  cent  reduction  by  rolling. 

5.  The  grain  size  depends  upon  the  temperature  of  the 
annealing  previous  to  the  last  anneal,  even  when  the  metal 
has  been  reduced  40  or  50  per  cent  by  rolling  between  these 
anneals. 

6.  A  properly  etched  sample  requires  considerable  time  and 
skill  in  its  preparation.  If  the  sample  is  not  well  prepared  by 
deep  grinding,  smaller  surface  grains  are  counted.  If  the  sample 
is  etched  roughly  with  strong  acids,  the  correct  boimdaries  of 

iRose,  Journal,  Institute  of  Metals,  No.  2.  Vol.  VIII.  1912.  pp.  86-125;  Mathewaon 
and  Phillips.  "Recrystallization  of  Cold- Worked  Alpha  Brass."  Transactions,  Am.  Inst.  Min. 
EngTs..  VoL  LIV,  p.  608  (1916);  Devries.  "A  Comparison  of  Five  Methods  of  Hardness  Meas- 
urement," Proceedings,  Am.  Soc.  Test.  Mats..  Vol.  XI.  p.  709  (1911).  and  "Hardness  in  Its 
Relation  to  Other  Physical  Properties."  ibid.  Vol.  XI.  p.  726  (1911). 

*  This  statement  may  apply  also  to  the  Brinell  test. 

*  MathewBon  and  Phillips,  he.  cit. 
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the  large  grains  are  obscured  while  the  small  grains  are  often 
lost  entirely  in  counting. 

7.  Finally,  the  personal  equation  destroys  what  value  this 
rapid  method  of  grain  count  has;  for  instance,  a  certain  labora- 
tory submitted  23  samples  giving  their  grain  sizes  as  0.050  to 
0.065  nmi.  The  same  samples  carefully  prepared  gave  grain 
sizes  ranging  from  0.050  to  0.115  mm. 

Since  the  estimation  of  hardness  by  grain  size  can  only  be 
applied  to  annealed  metal,  and  since  there  are  chances  of  error 
even  in  carefully  prepared  samples,  grain  size  as  a  test  for 
hardness  merely,  should  not  be  considered  a  comparative 
method  for  testing  sheet  brass. 

BrineU  Hardness. — ^The  Brinell  method  offers  a  means  of 
testing  wherein  the  personal  equation  is  entirely  eliminated. 
The  only  conditional  factor  is  that  the  metal  be  of  sufficient 
thickness  to  receive  the  impression  of  the  ball  without  limiting 
the  size  of  that  impression. 

The  diameter  of  the  steel  ball  is  constant,  the  force  exerted 
is  constant,  and  the  reading  of  the  diameter  of  the  ball  impres- 
sion is  made  by  means  of  a  fixed  scale  in  the  reading  microscope. 

The  Brinell  testing  method  is  rapid,  simple,  gives  constant 
and  comparable  restdts  with  every  machine  and  every  operator, 
and  has  a  percentage  of  error  less  than  that  of  the  scleroscope 
or  of  rapid  methods  of  grain  coimt.  The  Brinell  test  is  satis- 
factory on  all  gages  above  0.050  to  0.080  iq. — depending  upon 
the  hardness  of  the  metal.  Therefore,  it  can  be  reconunended 
for  use  IQ  making  and  checking  specifications  for  the  annealing 
and  rolling  of  brass. 

DucHlUy  or  Cupping  Machine, — ^The  Olsen  ductility  machine 
or  any  similar  machine  is  of  extreme  practical  value  in  deter- 
mining the  drawing  value  of  thin  sheet  metal  up  to  about 
0.0625  in.  in  thickness. 

Not  only  can  annealed  metal  be  tested  to  meet  drawing- 
and-cupping  specifications,  but  hard-rolled  metal  as  well  has  a 
drawing  value  relatively  proportionate  to  its  percentage  reduc- 
tion by  rolling:  These  two  points  are  illustrated  graphically  in 
Figs.  12  and  13.  Fig.  14  gives  the  relative  ductility  (drawing 
quality)  of  six  brasses,  showing  what  may  be  expected  of  almost 
any  copper-ziac  alloy  at  the  thickness  tested,  0.040  in. 
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The  following  points  are  worthy  of  notice: 

1.  The  depth  of  draw  of  annealed  brass  increases  with  the 
thickness  of  the  metal. 

2.  The  depth  of  draw  of  annealed  brass  iQcreases  with  the 
temperature  of  annealing  until  the  metal  is  overheated  or 
"burned."  The  decrease  in  ductility  at  this  poiat  corresponds 
to  the  decrease  iq  tensile  strength  and  elongation. 

3.  The  depth  of  draw  of  hard-rolled  brass  is  relatively 
proportionate  to  the  percentage  reduction  by  rolling. 

4.  By  observing  the  smoothness  or  roughness  of  the  outer 
surface  of  the  cup,  an  indication  of  the  heat  treatment  and  grain 
size  of  the  metal  is  obtained.  The  character  of  the  break  itself 
will  indicate  not  only  grain  size,  but  will  reveal  the  presence  of 
any  small  cracks  and  other  imperfections  in  the  metal. 


APPENDIX. 

The  Erichsen  Machine  for  Testing  Metal  Sheets. 

SiQce  the  presentation  of  the  original  paper  on  "Testing 
of  Sheet  Brass,"  it  has  become  possible  to  obtain  the  Erichsen 
apparatus  for  testing  sheet  metal.  Therefore,  the  metal  pre- 
pared for  the  tests  of  Table  IV  has  been  tested  upon  the 
Erichsen  machine.  The  results  of  these  tests  are  given  in 
Table  VII,  and  are  directly  comparable  with  the  results  of  the 
tests  on  the  Olsen  machine  in  Table  IV. 
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Table  VII. — ^Results  of  Erichsen  Tests  on  Brass. 

CopPBR,  66^  PBR  cbnt;  Zinc.  33.64  pbr  cxnt;  Lbad,  0.02  per  cbnt; 
Iron,  0.04  pbr  cxnt. 
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Fig.  15. — Cupping  tests  with  the  Erichsen  machine  to  compare  with 
those  from  the  Olsen  machine.  Brass  containing  66.30  per  cent  of  copper, 
33.64  per  cent  of  zinc,  0.02  per  cent  of  lead,  and  0.04  per  cent  of  iron.  Com- 
pare with  Fig.  12. 
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Thickness  of  Metal, in. 

Fig.  16. — Cupping  tests  with  the  Erichsen  machine  replotted  from 
Fig.  15.  Brass  containing  66.30  per  cent  of  copper,  33.64  per  cent  of  zinc, 
0.02  per  cent  of  lead,  and  0.04  per  cent  of  iron.     Compare  with  Fig.  13, 
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Comparison. 

1.  The  Erichsen  machine  registers  in  millimeters  instead 
of  inches. 

2.  The  tool  of  the  Erichsen  machine  is  shaped  so  that  brass 
up  to  0.1  in.  in  thickness  can  be  successfully  tested.  The  Olsen 
machine  shears  metal  at  about  0.0625  in.  in  thickness. 

3.  The  depth  of  the  Erichsen  impression  is  somewhat 
greater  with  annealed  metal  and  slightly  less  with  hard-rolled 
metal  than  that  of  the  Olsen  machine.  This  is  due  to  the 
smaller  end  radius  and  sloping  sides  of  the  Erichsen  tool. 

4.  The  percentage  of  variation  in  three  readings  on  the  Olsen 
and  Erichsen  machines  is  about  the  same.  On  evenly  annealed 
brass  the  difference  between  readings  for  a  number  of  tests  on 
the  same  strip  may  be  less  than  one  per  cent  of  the  depth  of 
the  impression,  and  wotdd  not  average  more  than  li  per  cent. 
The  shallowness  of  the  impression  in  hard-rolled  metal  causes  an 

increase  in  the  percentage  of  variation  as  high  as  6  or  7  per  cent. 

Standard  Tools. 

The  ductility  or  sheet  metal  testing  machines  shotdd  have 
a  standard  tool  and  die;  otherwise,  the  results  from  machines 
of  different  types  will  not  be  comparative.  The  rapid  spread 
of  this  method  of  testing  wotdd  make  the  early  selection  of  a 
standard  tool  most  desirable. 
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Mr.  Herman  A.  Holz  (presented  in  written  form  and  read  Mr.  Hoiz. 
by  the  author). — I  have  studied  with  considerable  interest 
Mr.  Davis'  paper  reconmiending  the  ductility  or  "cupping" 
test  for  sheet  brass.  The  work  he  has  done  to  define  the  use- 
fuhiess  and  limitations  of  the  various  methods  of  test  usually 
applied  to  such  material  is  very  valuable,  especially  since  results 
of  systematic  research  with  the  cupping  test  have  not  been 
published  so  far.  There  are  now  over  four  hundred  Erichsen 
machines  in  use  in  Europe,  and  nearly  one  hundred  of  the 
original  Erichsen  machines  in  this  country,  but  my  thorough 
search  in  the  scientific  literature  failed  to  reveal  any  publication 
of  systematic  laboratory  tests  in  reference  to  the  cupping  test. 

The  method  of  detennining  the  ductility  of  metal  sheets 
and  strips  consists  in  loosely,  yet  firmly,  holding  the  material 
between  supports  during  the  testing  operation,  so  that  the 
metal  is  allowed  to  flow  evenly  in  the  direction  of  a  central 
pressure  exerted  upon  it,  gradually  applying  central  pressiu-e 
thereto  imtil  fracture  of  the  metal  is  obtained,  and  measuring 
directly  the  distance  of  travel  of  the  central  pressing  means. 
This  method,  which  was  invented  by  Mr.  A.  M.  Erichsen,  a 
Norwegian  metallurgical  engineer,  is  of  utmost  importance  to 
the  industry.  Patents  have  been  granted  to  him  on  it  in  many 
countries. 

There  is  one  point  in  the  application  of  the  Erichsen  method 
which  is  very  important  and  which  I  want  to  emphasize:  the 
sheet  to  be  tested  should  not  be  clamped  tightly,  but  must  be 
allowed  to  flow.  It  is  only  in  the  Erichsen  machine  that  the 
relative  position  of  the  sheet  specimen  and  of  the  surface  hold- 
ing the  specimen  can  be  reliably  and  accurately  adjusted  (to 
0.01  nmi.),  and  Mr.  Erichsen  reconmiends  that  the  distance 
between  the  sheet  and  the  holding  surface  should  be  0.05  mm. 
imiformly  on  all  gages  of  sheet.  Whenever  the  conditions  imder 
which  the  metal  is  allowed  to  flow  vary  only  slightly,  the  results 
of  tests  will  be  imreliable  and  erratic;  I  have  been  able  to  ascer- 
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tain  this  in  a  large  number  of  tests  in  my  laboratory,  and  it  is  Mr.  Holt, 
quite  clear  theoretically  why  this  should  be  so. 

The  observation  of  the  cup  by  means  of  the  mirror  in  the 
Erichsen  machine  is  very  practical,  as  the  mirror  is  strongly 
magnifying;  the  operator  of  the  machine  thus  observes  the 
cup  practically  under  a  magnifying  glass,  so  that  the  "end- 
point"  of  the  test  can  be  established  with  increased  accuracy. 
The  original  Erichsen  machines  are  now  supplied  with  gearing 
for  convenient  work  on  heavy  sheets  (up  to  J  in.  in  thickness), 
and  also  with  scales  divided  in  inch  measurements.  The  tools 
and  dies  in  the  original  Erichsen  machines  are  of  such  proportions 
that  sheets  of  the  maximum  thickness  mentioned  above  will 
not  break  or  be  sheared,  but  will  be  drawn  to  the  point  of  frac- 
ture, in  accordance  with  the  Erichsen  method. 

Mr.  Erichsen  has  worked  out  a  number  of  "standard 
curves"  showing  the  ratio  of  minimum  draw  values  of  standard 
qualities  of  metal  sheets,  if  tested  in  his  machine,  and  the  thick- 
ness of  the  sheets.  These  curves  are  submitted  herewith  (see 
Fig.  1),  and  I  am  sure  that  they  will  be  of  interest.  The  ques- 
tion of  establishing  standard  specifications  for  drawing  qualities 
of  brass  and  other  metal  sheets,  differing  with  the  purpose  to 
which  the  material  shall  be  applied,  should  be  taken  up  by  the 
Society,  because  such  specifications  would  considerably  facilitate 
the  dealings  between  producers  and  purchasers  of  metal  sheets. 

In  comparing,  in  general,  the  various  methods  available 
for  testing  brass  sheets,  it  seems  to  me  that  one  of  the  most 
important  advantages  of  the  cupping  test  lies  in  the  fact  that 
it  is  a  "direct"  test  for  the  drawing  qualities  of  the  sheet,  while 
tensile  and  hardness  tests  are  only  "indirect"  tests.  If  a  manu- 
facturer of  metal  products  purchases  metal  sheets  to  be  used 
in  drawing  operations,  he  wishes  to  determine  directly  the 
"drawing  qualities"  of  the  material  delivered,  instead  of  guess- 
ing at  these  properties  from  information  obtained  on  other 
properties  which  may  often  be  misleading. 

Mr.  Davis'  statements  in  reference  to  the  two  methods  of 
determining  hardness  that  are  mostly  used  in  practical  work  are 
very  interesting.  I  fully  agree  with  him  that  the  Brinell  method 
is  the  best  method  now  known  for  such  tests,  but  even  this 
method  has  serious  disadvantages.     The  Brinell  method  does 
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Mr.  Hoiz.  not  measure  the  resistance  of  metal  to  permanent  deformation 
(that  is  what  we  call  "hardness"),  but  it  measiu-es  resistance  of 
already  deformed  metal  to  further  deformation.  This  factor 
of  resistance  to  further  deformation  varies  considerably  in  all 
metals  and  alloys,  so  that  a  Brinell  hardness  of,  say,  150 
means  something  different  on  brass  and  on  steel,  and  even  on 
brasses  of  different  composition.  This  serious  disadvantage 
appears  in  all  methods  so  far  known  for  deteimining  the  hard- 
ness of  metals.  I  hope  to  submit  at  the  next  annual  meeting  of 
the  Society  a  new  method  for  these  investigations  which  is 
based  on  the  actual  resistance  of  the  metal  to  permanent 
deformation  and  not  of  deformed  metal  to  various .  stages  of 
increased  deformation.  I  believe  that  the  value  of  improved 
methods  of  hardness  measiu-ement  will  be  more  important  in 
the  non-ferrous  field  because  in  the  investigation  of  iron  and 
steel  the  method  of  "magnetic  analysis"  will  give  us  more 
information  regarding  the  mechanical  properties  of  the  mate- 
rial than  any  hardness  tests. 

There  is  just  one  more  point  I  desire  to  mention.  The 
Brinell  method,  formerly  limited  to  rather  small  specimens,  has 
been  recently  considerably  extended  through  the  application  of 
the  principle  of  action  and  reaction.  By  placing  a  10-mm.  ball 
between  a  material  of  unknown  and  a  piece  of  known  (pre- 
determined) Brinell  hardness,  applying  a  force  to  the  assemblage 
of  the  three,  and  comparing  the  indentations  produced  in  both 
materials,  the  Brinell  hardness  of  any  chosen  spot  of  a  large 
sheet  can  be  conveniently  and  accurately  determined.  The 
proportion  of  Brinell  hardness  of  the  two  materials  varies 
directly  as  the  spherical  areas  (squares  of  diameters)  of  the 
two  impressions.  This  method  of  comparative  Brinell  tests 
and  a  very  handy  and  practical  apparatus  for  its  application 
have  been  devised  and  patented  by  Mr.  F.  H.  Schoenfuss,  a 
member  of  this  Society,  and  are  being  used  in  many  hundreds 
of  plants  in  all  parts  of  the  world. 

Mr.  DavU.  Mr.  C.  H.  Davis  (Author' s  closure  by  letter).— Wt  are 
indebted  to  Mr.  Holz  for  his  information  regarding  the  Erichsen 
machine,  and  especially  for  Mr.  Erichsen's  "Standard  Curves." 
The  addition  of  these  general  data  assembles  much  of  our  present 
knowledge  of  the  ductility  test  within  a  few  pages. 


Digitized  by  VjOOQIC 


Discussion  on  Testing  of  Sheet  Brass.  203 

It  would  be  out  of  place  to  discuss  here  the  relative  values  Mr.  Dtvii. 
of  the  two  or  more  cupping  machines  now  on  the  American 
market.  The  mechanism  which  drives  the  tool,  or  which  gages 
the  metal,  may  be  very  different  in  any  two  instruments  and  still 
give  perfectly  satisfactory  results.  The  first  thing  to  do  is  to 
determine  upon  a  standard  tool  and  die.  It  has  been  shown  that 
the  tools  of  the  Erichsen  and  Olsen  machines  individually  give 
satisfactory  results,  but  results  which  are  not  comparative  one 
with  another.  It  is  also  evident  that  the  Erichsen  tool  and  die 
have  a  wider  range  of  usefulness  than  those  of  the  Olsen  machine. 
The  Society,  therefore,  should  consider  the  matter  of  standardiz- 
ing this  most  useful  test  and  suggest  a  definite  size  and  shape  of 
tool  and  die.  Such  a  specification  would  be  analogous  to  recom- 
mending the  employment  of  a  lO-mm.  ball  for  the  Brinell  test, 
or  the  acceptance  of  a  definite  length  for  tension  test  specimens. 

The  postponement  of  the  selection  of  a  standard  tool  will 
increase  the  confusion  which  has  aheady  arisen  through  the  lack 
of  cooperation  among  designers  of  sheet-metal  testing  machines. 
Standard  specifications  for  drawing  qualities  of  metal  sheets 
cannot  be  made  until  there  is  complete  agreement  regarding  the 
form  and  size  of  the  tool  and  die. 
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INTERIOR  SURFACE  DEFECTS  ON   BRASS 
CONDENSER  TUBES  AS  A  CAUSE  OF  CORROSION. 

By  W.  Reuben  Webster. 


SUM[M[ARY. 


It  is  the  belief  of  some  engineers  that  defects  on  the  interior 
surfaces  of  brass  condenser  tubes  act  to  accelerate  corrosion  and 
that  accordingly  their  presence  even  to  a  small  degree  should  not 
be  tolerated. 

Extended  observation  has  failed  to  furnish  a  basis  for  such 
a  belief.  Many  observations  have  developed  the  fact  that  that 
variety  of  corrosion  which  exhibits  itself  in  local  pitting  resulting 
in  perforation,  takes  place  independently  of  any  interior  defects 
which  may  exist.  No  tendency  of  the  pitting  to  localize  on  or 
penetrate  the  tube  at  a  surface  defect  has  been  observed. 

Reproductions  of  photographs  of  the  interior  surfaces  of 
corroded  tubes,  both  with  and  without  defects  of  the  character 
in  question,  are  shown,  from  which  it  is  clearly  seen  that  cor- 
rosion has  taken  place  independently  of  the  defects. 

It  is  not  intended  to  argue  that  defects  of  this  nature  are 
desirable,  but  their  visibility  is  decreased  by  methods  of  manu- 
facture otherwise  undesirable,  and  increased  by  treatment  con- 
ducive to  the  greatest  degree  of  endurance  to  cbrrosion. 
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INTERIOR  SURFACE  DEFECTS  ON  BRASS 
CONDENSER  TUBES  AS  A  CAUSE  OF  CORROSION. 

By  W.  Reuben  Webster. 

It  is  a  common  experience  to  find  clauses  in  specifications 
which  have  been  adopted  by  the  writer  thereof  because  the 


Fig.  1. — Corrosion  on  Tube  Containing  Interior 
Surface  Defects.   . 

requirements  which  they  demand  appear  to  be  reasonable  but 
which  have,  as  a  matter  of  fact,  no  basis  either  in  theory  or 
experience. 
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Certain  users  of  brass  condenser  tubes  have  been  impressed 
with  the  belief  that  interior  surface  defects  operate  to  produce 
corrosion  which  exhibits  itself  in  the  formation  of  local  pitting, 
terminating  in  perforation.  The  writer  at  one  time  held  this 
belief  and  took  occasion  to  make  a  careful  examination  of  every 


Pig.  2. — Corrosion  on  Tube  Containing  Interior 
Surface  Defects. 


case  of  corrosion  of  this  character  which  came  under  his  notice, 
with  a  view  of  observing  whether  there  was  any  evidence  in  sup- 
port of  it.  No  case,  however,  has  ever  been  foimd  by  him  which 
would  support  any  such  view.  It  has  not  been  found  possible 
to  show  that  tubes  which  contained  such  interior  surface  defects 
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were  any  more  subject  to  corrosion  than  those  which  were  free 
from  them. 

It  has  further  been  observed  that  there  is  no  tendency 
whatever  for  areas  of  corrosion  to  localize  in  the  vicinity  of  such 
defects.    Moreover,  many  cases  have  been  foimd  in  which  severe 


Fig.  3. — Corrosion  on  Tube  Containing 
Interior  Surface  Defects. 

pitting  had  occurred  in  the  vicinity  of  such  defects,  but  abso- 
lutely no  tendency  of  the  corroded  areas  to  follow  along  the 
lines  of  defect  has  ever  been  noticed. 

A  recent  case  of  severe  corrosion  was  observed  which 
furnishes  very  strong  evidence  that  no  such  connection  exists. 
The  tubes  had  been  in  service  in  the  condenser  of  a  large  sta- 
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tionary  plant  for  a  period  of  six  months,  and  were  removed 
becaxise  of  perforations  caused  by  local  corrosion  on  their  interior 
surfaces.  Of  a  lot  of  eleven  tubes,  eight  were  found  to  be  abso- 
lutely free  from  surface  defects  in  the  vicinity  of  the  corroded 
areas,  while  three  samples  were  found  to  contain  such  defects. 


Fig.  4. — Corrosion  on  Tube  Free  from  Interior 
Surface  Defects. 

These  tubes  were  sawed  longitudinally  and  opened  out  flat  so  as 
to  show  the  interior  surfaces.  Three  characteristic  samples  from 
the  unblemished  tubes  were  taken  and  photographed  for  com- 
parison with  three  containing  surface  defects,  the  photographs 
being   reproduced   herewith,    magnified.^     These   photographs 

^  In  preparing  these  photographs  for  publication,  it  was  necessary  to  show  them  to  a 
■lightly  reduced  size.    Figs.  1  to  6  are  approximately  eight-tenths  the  sixe  of  the  tubes. — ^Eo. 
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show  very  clearly  the  surface  defects  and  the  location  of  the 
corroded  areas  with  respect  to  them. 

Particular  attention  is  called  to  the  fact  that  even  where  a 
corroded  area  crosses  a  defect,  no  tendency  whatever  for  the 
corrosion  to  follow  the  defect  is  observable.     In  most  of  the 


Fig.  5. — Corrosion  on  Tube  Free  from  Interior 
Surface  Defects. 

samples  the  corroded  area  was  confined  to  a  distance  not  over 
4  in.  from  the  inlet  end  of  the  tube;  the  remainder  of  the  tube 
being  as  free  therefrom  as  when  first  made.  In  one  or  two  cases 
the  corroded  area  was  similarly  confined  to  a  short  distance  in  the 
length  of  the  tube,  but  was  some  distance  from  the  end  thereof. 
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Figs.  1,  2  and  3  show  the  tubes  containing  interior  defects,  and 
Figs.  4,  5  and  6  show  the  tubes  which  are  free  from  them. 

The  effect  which  temperature  has  upon  corrosion  is  very 
well  shown  by  the  fact  that  the  corroded  area  in  most  cases 
stops  quite  abruptly  on  reaching  that  portion  of  the  tube  which 


Fig.  6. — Corrosion  on  Tube  Free  from  Interior 
Surface  Defects. 

is  in  contact  with  the  tube  sheet.  There  would  be  naturally  a 
very  considerable  difference  in  temperature  between  the  portion 
of  the  tube  which  was  in  contact  with  the  tube  sheet,  and  that 
which  was  in  contact  with  the  steam. 

It  is  not  intended  that  the  evidence  herewith  presented 
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should  be  considered  as  arguing  in  favor  of  the  presence  of 
defects  of  this  character.  It  is,  however,  a  fact  that  evidence  of 
their  existence  can  be  largely  removed  by  treatment  which 
detracts  from  the  resistance  of  the  tube  to  corrosion,  while  on  the 
other  hand  they  are  rendered  more  highly  visible  by  treatment 
which  tends  very  materially  to  increase  this  resistance. 

As  a  consequence,  tubes  treated  in  a  manner  tending  to 
decrease  their  serviceability  will  frequently  be  accepted  under 
specifications  containing  restrictions  of  the  character  in  question, 
but  would  be  rejected  when  made  in  accordance  with  methods 
calculated  to  give  them  the  maximum  endurance. 

It,  therefore,  follows  that  a  rigidly  interpreted  clause  of 
this  nature  may  operate  to  weaken  rather  than  strengthen  the 
specifications  of  which  it  is  a  part. 

It  is  possible  that  interior  defects  may  be  of  such  a  magni- 
tude that  they  could  serve  as  pockets  for  the  reception  of  mate- 
rial, either  in  course  of  manufacture  or  in  use,  capable  of  induc- 
ing corrosive  action;  in  which  case  it  is  the  foreign  matter  and 
not  the  defect  which  is  the  primary  cause  of  the  trouble.  It  is 
doubtful,  however,  in  view  of  the  large  number  of  observations 
made,  if  they  exist  with  sufficient  frequency  to  warrant  the  con- 
denmation  of  all  tubes  containing  a  defect  sufficiently  large  to  be 
visible. 
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INSPECTION  OF  BRASS  AND  BRONZE. 
By  Alfred  D.  Flinn  and  Ernst  Jonson. 

SUIvIlS/IARY. 


During  recent  years  many  failures  of  brass  and  bronze  have 
been  noted.  These  failures  have  occurred  in  cast,  as  well  as  in 
wrought  metal,  which  had  fulfilled  the  requirements  of  standard 
specifications.  These  facts  indicate  that  the  standard  specifica- 
tions are  inadequate. 

The  service  strength  of  brass  and  bronze  is  dependent,  not 
on  the  ultimate  strength,  but  on  the  yield  point.  The  true 
yield  point  should  therefore  be  specified  and  a  method  should 
be  devised  for  determining  the  yield  point  more  accurately  than 
can  be  done  by  the  current  method.  A  test  in  which  the  load 
is  applied  in  increments  every  five  minutes  is  recommended. 

If  brass  or  bronze  contains  initial  stress,  the  service  strength 
is  no  longer  indicated  by  the  yield  point,  but  by  the  difference 
between  the  initial  stress  and  the  yield  point.  Initial  stress 
must  therefore  be  limited  by  specifications  and  suitable  methods 
provided  for  measuring  the  initial  stress. 

It  is  common  practice  to  "bum-in"  defects  in  brass  cast- 
ings. When  a  "bum-in''  cools  it  may  leave  initial  stress  of  such 
magnitude  that  the  casting  will  fail  locally.  Specifications  for 
brass  and  bronze  castings  should  therefore  provide  for  annealing 
of  all  castings  which  have  been  repaired  by  "burning-in." 

Molten  copper  is  very  susceptible  to  oxidation.  Oxidized 
brass  or  bronze  is  of  low  strength  and  gives  low  elongation.  It 
is  reconmiended  therefore  Ithat  a  tensile  test  with  a  suitable 
elongation  requirement  be  incorporated  in  every  specification 
for  cast  brass  or  bronze. 
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INSPECTION  OF  BRASS  AND  BRONZE, 
By  Alfred  D.  Flinn  and  Ernst  Jonson. 

Brief  History. 

In  1913,  extensive  failures  of  wrought  60-40  brasses,  or 
bronzes,  so-called,  began  to  be  observed  on  a  number  of  engi- 
neering projects  in  which  these  alloys  of  copper  had  been  used 
in  large  quantities,  as  bolts,  rods  and  plates.  These  failures 
have  continued  to  come  to  the  knowledge  of  the  authors  to  the 
present  time.  Recently  the  failures  have  not  been  so  numerous, 
due  in  large  part  to  the  fact  that  at  least  in  the  project  where 
the  use  had  been  greatest,  the  brass  had  been  almost  completely 
removed  and  steel  substituted.  Many  failures  occurred  within 
a  few  weeks  after  manufacture,  others  after  various  longer 
intervals,  and  some  not  until  several  years  had  elapsed.  Large 
forgings  made  by  skillful  men,  under  proper  conditions,  with 
correct  methods,  have  proved  dependable. 

A  number  of  failures  of  castings,  due  primarily  to  improper 
foundry  methods,  have  occurred,  and  the  form  of  failure  was 
found  to  be  cracks  closely  resembling  season  cracking  of  wrought 
brass.  These  were  found  to  be  due  in  all  cases  to  repairs  made 
by  "burning-in"  or  welding  and  were  proven  to  be  of  the  same 
nature  as  season  cracking.  A  few  small  castings  of  a  broad 
"U  "-shape  failed  by  cracking,  apparently  resulting  from  stresses 
set  up  by  failure  to  afford  opportunity  for  contraction  during 
cooling.  In  the  experience  of  the  authors,  correctly  made 
bronze  castings  have  been  found  highly  satisfactory,  and  even 
some  of  the  most  imperfect  ones  have  stood  extreme  abuse  by 
hydrostatic  and  other  tests  without  failure  other  than  opening 
the  incipient  cracks  so  as  to  allow  leakage. 

This  paper  has  to  do  with  brass  and  bronze,  particularly  the 
60  copper  -  40  zinc  class,  as  used  in  the  more  important  civil, 
hydraulic  and  marine  engineering  works.  The  statements 
made  may  or  may  not  be  applicable  to  the  uses  of  these  alloys 
and  other  brasses  in' the  trades.  The  authors  have  had  only  a 
very  limited  experience  in  the  latter  field  and  therefore  do  not 
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ventxire  to  apply  their  observations  and  suggestions  to  that 

field.      Naturally    these    widespread    troubles    on   important  ' 

engineering  works  led  to  thorough  investigations,  some  of  which  ' 

are  still  in  progress.     Some  of  the  failures  referred  to  herein,  I 

their  causes,  and  the  investigations  and  some  of  the  results  and  ' 

conclusions  derived  therefrom,  have  been  described  in  technical 

publications.^ 

Large  numbers  of  failures  of  wrought  brass  have  been  due 
to  "season  cracking",  many  others  to  excessive  service  stresses 
based  on  exaggerated  claims  as  to  the  strength  of  the  metal, 
which  in  turn  grew  out  of  ignorance  or  misapprehension  as  to 
the  real  nature  of  these  alloys,  and  still  other  failures  were  due 
to  abuse  of  the  metal  in  processes  of  fabrication  of  the  objects 
from  the  rods  or  plates  furnished  by  the  original  manufacturer. 
Maker,  user  and  tester  alike,  apparently  were  in  ignorance  as 
to  the  real  service  strength  of  the  alloys  under  discussion,  and 
even  those  persons  most  famiUar  with  them  failed  to  apprehend 
their  true  characteristics  and  the  differences  between  them  and 
the  ferrous  metals,  particularly  the  common  steels.  Following 
the  steel  precedent,  the  same  methods  of  testing  and  similar 
forms  of  specifications  have  been  used  hitherto.  Until  about 
1912  or  1913,  the  relatively  small  quantity  of  these  alloys  used 
in  engineering  structures,  and  the  scattered  failures,  did  not 
cause  anyone  to  question  the  methods  and  results  commonly 
accepted.  Even  those  who  were  familiar  with  "season- 
cracking"  and  had  given  some  attention  to  it,  failed  to  see  its 
true  significance,  although  it  is  this  t>T)e  of  failure  which  has 
xiltimately  led  to  the  clearer  view  of  the  problem  and  the  dis- 
covery that  the  copper  alloys  have  different  relations  between 
service  stresses  and  results  of  quick  physical  tests  such  as  have 
been  commonly  used  for  steels,  and  require  different  methods 
of  testing. 

I  Technical  Pattr  No.  82  of  the  Bureau  of  Standards,  by  Paul  D.  Merica  and  R.  W.  Wood- 
ward, entitled  "Failure  of  Brass;"  "Brass  in  Engineering  Construction,"  by  Alfred  D.  Ptinn, 
Bngifuering  Record,  Vol.  68.  1913;  "The  Cracking  of  Brasses  and  Bronzes,"  by  Van  Aken, 
EnginuriHg  Record,  Vol.  70,  1914;  "Troubles  with  Forgeable  Brass."  by  Ernst  Jonson, 
Transactions,  Am.  Inst,  of  Metals,  1914;  "Brass  in  Engineering  Construction,"  by  Alfred  D. 
Piinn,  Proceedings,  Municipal  Bngrs.,  Nov.,  1914;  "Fatigue  of  Copper  Alloys,"  by  Ernst 
Jonson,  Proceedings,  Am.  Soc.  Test.  Mats.,  Vol.  XV,  Part  II.  p.  101  (1915) ;  "Some  Experiences 
with  Brass  in  Civil  Engineering  Works,"  by  Alfred  D.  Flinn,  Proceedings,  Am.  Inst,  of  Metals, 
Oct..  1915;  "Notes  on  the  Inspection  of  Bronze  and  Brass,"  by  Ernst  Jonson,  Proceedings, 
Am.  Inst,  of  Metals.  Sex>t..  1916. 
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General  CoNsroERATioNS. 

It  has  become  evident  that  these  brasses  would  not  endure 
the  hard  usage  to  which  many  steels  are  commonly  and  con- 
stantly subjected  with  impunity.  Nevertheless,  some  manufac- 
turers had  been  claiming  greater  strength  and  toughness  for 
their  "bronzes'*  than  steel  possessed,  in  addition  to  incom- 
parably greater  resistance  to  ordinary  corrosion.  As  thus 
represented,  these  alloys  were  almost  ideal  for  many  purposes  in 
hydraulic  and  marine  work,  and  at  the  low  prices  prevailing 
before  1914,  they  could  be  used  somewhat  freely  in  important 
work  without  extravagance  in  ultimate  cost. 

Early  in  the  experience  of  these  troubles  with  brass  and  the 
investigations  which  followed,  the  authors  became  convinced 
that  methods  of  inspection  and  test,  which  have  continued  in 
use  to  the  present  time,  were  totally  inadequate  and  misleading. 
Much  wrought  brass  which  failed  very  soon  after  manufacture 
passed  the  standard  tests  most  acceptably,  and  after  failure, 
specimens  cut  as  close  as  practicable  to  the  place  of  failure, 
would  pass  all  the  standard  tests  equally  well.  To  supplement 
improved  processes  of  manufacture  and  fabrication  and  to 
discourage  unsatisfactory  processes,  practical  methods  and 
means  of  inspection  and  test  must  be  devised  which  will  reveal 
the  true  strength  and  dependability  of  the  metal  at  any  time 
after  its  manufacture  or  its  fabrication  into  articles  for  use. 
No  such  tests  have  yet  come  to  our  knowledge  which  are  com- 
mercially feasible  and  otherwise  wholly  satisfactory,  although 
many  have  been  suggested.  The  purpose  of  this  paper,  there- 
fore, is  to  present  this  important  problem  so  that  a  solution  may 
be  found. 

Closely  allied  to  the  problem  of  inspecting  and  testing,  are 
correct  forms  of  specifications  for  the  several  alloys,  according 
to  their  uses.  The  investigations  have  not  yet  proceeded  far 
enough  to  make  it  possible  to  write  new  specifications  which  can 
be  regarded  as  final.  The  best  current  specifications  for  brasses 
and  bronzes  are  those  of  the  U.  S.  Navy  Department.  These 
specifications,  however,  cover  only  some  of  the  important  prop- 
erties of  these  materials.  There  are  other  highly  important 
properties  which  are  not  regulated  by  these  specifications.    These 
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are  the  true  yield  point,  initial  stress  in  drawn  brass,  cooling 
stresses  in  '*burnt-in"  brass  castings,  and  oxide  in  bronze 
castings. 

True  Yield  Point  of  Brass  and  Bronze. 

Brass  and  bronze,  and  probably  other  copper  allo3rs,  fail 
by  cracking  if  exposed  for  any  considerable  length  of  time  to  a 
tensile  stress  which  is  greater  than  the  yield  point  of  the 
material.^  The  safe  working  stress  which  is  to  be  used  in  con- 
struction must,  therefore,  be  determined  with  reference  to  the 
true  yield  point  of  the  material.  The  ultimate  strength  should 
be  known,  but  it  has  little  to  do  with  the  determination  of  the 
working  stress.  This  fact  calls  for  two  essential  features  which 
must  be  possessed  by  an  adequate  specification  for  these  mate- 
rials. The  first  of  these  essentials  is  that  the  true  yield  point 
must  be  specified  and  its  exact  determination  provided  for. 
The  second  is  that  initial  tensile  stress  of  appreciable  magnitude 
should  not  be  permitted,  and  the  detection  of  such  stress  should 
be  provided  for.  Neither  of  these  requirements  is  sufficient  by 
itself.  A  high  yield  point  signifies  nothing  unless  it  is  known 
what  portion  of  this  yield  point  is  cancelled  by  initial  stress  and 
therefore  not  available  for  working  stress. 

When  the  yield  point  of  a  copper  alloy  is  reached,  the  metal 
flows  until  it  is  sufficiently  hardened  to  carry  the  load.  This 
flow  takes  an  appreciable  length  of  time.  It  is  impossible,  there- 
fore, to  determine  the  true  yield  point  by  means  of  a  test  in 
which  the  specimen  is  continuously  stretched.  In  order  to  find 
this  point,  the  load  must  be  applied  in  increments  and  the  beam 
of  the  testing  machine  must  be  kept  balanced  so  that  it  will 
show  by  its  downward  movement  when  the  first  flow  takes  place. 
The  smaller  the  increments  are  made,  the  more  accurate  will 
the  determinations  be.  Each  increment  should  be  given  at 
least  five  minutes  in  order  that  there  may  be  no  doubt  about  the 
capacity  of  the  material  to  hold  the  load  without  yielding. 
There  should  be  also  a  pointer  and  a  scale  at  the  end  of  the 
beam  to  make  the  movement  of  the  beam  more  easily  observe- 
able.      Occasionally  a  sensitive  extensometer  applied  to  the 

1  Ernst  Jonson,  "Fatigue  of  Copper  Alloys."  Proceedings,  Am.  See.  Test.  Mata.«  Vol* 
XV,  Part  II,  p.  101  (1915). 
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specimen  will  check  the  indication  made  by  the  end  of  the 
beam.  For  acceptance  tests,  however,  the  observation  of  the 
drop  of  the  beam  is  probably  the  more  practical  method. 


Wrought  Brass. 

Initial  Stress. — ^Whenever  a  rod,  bar,  tube  or  shape  of  brass 
is  drawn  through  a  die,  the  permanent  reduction  of  its  dimensions 
is  proportionately  greater  at  and  near  the  surface  than  in  the 
interior.  This  is  proven  by  the  fact  that  the  diameter  of  a 
drawn  bar  may  be  increased  by  squeezing  it  so  as  to  cause  the 
metal  in  the  surface  layer  to  stretch,  thus  allowing  the  elastically 
compressed  interior  to  expand.  The  stress  set  up  by  the  pro- 
cesses of  manufacture  on  the  surface  of  drawn  brass  frequently 
exceeds  the  initial  yield  point,  and  cracking  may  be  expected 
after  some  time  when  corrosion  takes  place.  This  is  the  reason 
why  this  defect  is  called  "season  cracking."  Drawn  material 
should,  therefore,  not  be  allowed  to  retain  its  initial  stress  for 
any  considerable  length  'of  time,  but  should  be  inunediately 
treated  in  some  way  to  relieve  the  stress. 

Initial  stress  may  be  relieved  in  two  ways;  either  by  stretch- 
ing the  metal  near  the  surface  by  mechanical  work,  or  by  tem- 
porarily reducing  its.  elastic  limit  by  heating,  and  thus  allowing 
it  to  be  stretched  by  the  compressive  stress  in  the  interior  metal. 
The  mechanical  working  used  for  this  purpose  is  either  squeez- 
ing between  the  rolls  of  a  straightening  machine  or  bending  the 
bar  successively  in  four  directions,  called  "springing."  Anneal- 
ing is  used  to  some  extent  to  eliminate  intitial  stress  by  lowering 
the  elastic  limit.  An  important  fact  with  regard  to  annealing 
drawn  brass  was  brought  out  by  Merica  and  Woodward  in  the 
paper  which  they  read  before  the  American  Institute  of  Metals 
at  its  meeting  in  1915.  The  fact  is  that  if  sufficient  time  is 
allowed  for  annealing,  so  that  the  metal  is  given  ample  oppor- 
tunity to  flow,  the  temperature  need  not  be  as  high  as  it  would 
have  to  be  in  order  to  eliminate  initial  stress  by  quick  annealing. 
It  is  therefore  possible  to  eliminate  initial  stress  by  slow  anneal- 
ing at  a  low  temperature  without  appreciably  lowering  the 
yield  point  given  the  material  by  the  drawing.  The  work  done 
by  Merica  and  Woodward  in  connection  with  the  study  of 
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initial  stress  and  "season  cracking"  has  been  published  in  full 
detail  in  Paper  No.  82  of  the  Bureau  of  Standards. 

Method  of  Measurement  of  Initial  Stress, — ^The  following 
method  for  determining  the  initial  stress  is  suggested: 

Test  drawn  rods,  bars  and  tubes  for  initial  stress  by  splitting 
on  a  diametral  plane  for  a  length  not  less  than  four  diameters. 
When  split  to  this  depth,  the  dimension  at  the  end  of  the  rod 
perpendicular  to  the  cut  should  not  be  increased  more  than 
a:/ 1000  part.  (The  value  of  x  is  to  be  determined  by  tests  of 
the  kind  proposed  above,  running  a  parallel  series  with  tests 
proposed  by  the  Bureau  of  Standards.)  When  one  main  dimen- 
sion of  the  cross-section  is  greater  than  the  other,  the  cut  should 
be  made  in  the  plane  of  the  greater  dimension.  When  material 
is  taken  from  stock,  one  test  should  be  made  on  each  end  of  each 
piece,  except  in  the  case  of  extruded  material  which  has  not 
been  trimmed,  which  need  be  tested  only  on  the  rear  end.  If 
the  cold  working  be  done  in  the  presence  of  an  inspector,  it  will 
suffice  if  5  per  cent  of  the  material  be  tested.  If  the  material 
be  extruded  in  the  presence  of  the  inspector,  the  test  on  the 
front  end  may  be  omitted.  The  rods  to  be  tested  should  be 
selected  by  the  inspector.  In  making  the  selection,  the  inspector 
should  include  the  rod  which  is  the  last  one  in  the  final  operation. 
If  one  specimen  fails  when  a  lot  of  material  is  tested  in  this 
way,  the  whole  lot  should  be  rejected.  Material  thus  rejected 
may  be  retreated  and  retested. 

This  method  may  be  checked  by  the  following  one  worked 
out  by  the  Bureau  of  Standards: 

(The  figures  below  are  given  on  the  basis  of  a  lO-in.  strain 
gage;  in  parentheses  are  given  the  corresponding  figures  for  the 
use  of  an  8-in.  gage.) 

(a)  Round  Rods. — Gage  points  are  laid  off  along  two 
opposite  fibers,  beginning  1^  in.  from  the  end  of  a  12^  (lOj)  in. 
test  sample  of  the  material.  Within  the  gage  points  and  over  a 
length  of  9  (7)  in.,  the  rod,  carefully  centered,  is  machined  in  the 
lathe  to  0.706  of  its  original  diameter.  Care  is  taken  (l)  that 
the  specimen  is  not  thereby  heated  above  about  100^  C.  (212®  F.), 
and  (2)  that  the  specimen  is  not  gripped  by  a  dog  within  f  in. 
of  a  gage  point.     The  average  change  in  length  registered  by 
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the  strain  gage  is  measured  and  the  average  initial  stress 
calculated  by  the  formula 

e^  Modulus  of  elasticity  ^^  ,  •    i       xi. 

Stress  =     —        — -     ~  X  change  m  length 

9  (7) 

(6)  Rectangular  Bars. — ^The  same  procedure  is  followed 
except  that  the  specimen  is  milled  symmetrically  on  the  two 
pairs  of  opposite  sides  successively,  to  one-half  of  its  original 
cross-sectional  area.  The  average  stress  is  determined  from  the 
same  relation  as  that  used  for  round  rods. 

Rolled  rods  should  always  be  annealed  after  drawing 
because,  owing  to  the  lack  of  imiformity  in  their  section,  an 
initial  stress  test  made  on  one  end  or  even  one  on  each  end  would 
not  guarantee  no  initial  stress  existing  at  intermediate  points. 

Extruded  brass  rods  are  sometimes  subject  to  a  hidden 
defect,  namely,  piping.  Such  rods  are  generally  cut  to  length 
by  sawing,  and  if  the  pipe  is  small,  it  will  be  hidden  by  the 
rubbing  of  the  saw.  The  presence  of  this  defect  may  be  dis- 
covered by  knicking  the  end  of  the  rod  and  breaking  it  off. 

In  the  case  of  wrought  material,  the  choice  of  process  to 
meet  specifications  might  safely  be  left  to  the  manufacturer, 
because  the  presence  of  initial  stress  may  be  detected  by  tests 
after  the  material  is  finished,  and  the  specifications  should 
provide  for  such  tests. 

Brass  and  Bronze  Castings. 

Foundry  Repairs, — ^Brass  and  bronze  castings  are  expensive 
to  make  and  it  is  therefore  undesirable  to  reject  such  castings 
on  account  of  defects  which  can  be  remedied.  Minor  leaks  in 
hydraulic  castings  may  be  stopped  by  peening,  but  the  fact  that 
the  casting  leaks  at  a  certain  point  generally  indicates  that  the 
metal  is  defective  at  this  point.  If  water  comes  through  the 
walls  of  a  casting  even  in  very  minute  quantities  under  pressures 
which  do  not  exceed  1,000  lb.,  this  is  an  indication  that  the 
metal  is  not  clean,  or  that  the  casting  is  porous  from  some  other 
accidental  condition.  PeeniiAg  is  therefore  a  questionable 
method  of  treating  defective  spots  in  brass  or  bronze  castings. 
If  the  defect  is  smairarid  other  circumstances  permit,  a  hole  may 
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be  drilled  and  a  plug  of  the  same  metal  as  the  casting  may  be 
screwed  in.  If  plugging  is  not  practical  or  permissible,  defective 
spots  should  be  cut  out  by  chipping  or  drilling  so  that  all  the 
defective  metal  is  removed.  The  cavity  may  then  be  filled  by 
pouring  metal  into  it  from  a  crucible  or  by  melting  rods  of  metal 
of  suitable  composition  in  place,  using  a  gas  flame.  In  either 
case  this  must  of  course  be  done  in  such  a  way  that  the  entire 
surface  of  the  cavity  is  melted  and  thus  consolidated  with  the 
added  metal.  If  a  gas  flame  is  used,  there  is  some  danger  of  the 
filling  not  being  soUd,  but  if  the  filling  is  poured  from  a  crucible 
with  reasonable  care,  there  can  be  little  doubt  about  the  sound- 
ness of  the  metal  in  the  weld. 

Cooling  Stresses, — ^As  previously  stated,  brass  or  bronze 
when  stressed  above  the  initial  yield  point  for  a  considerable 
length  of  time,  will  fail  by  cracking,  when  oxidation  takes  place 
on  the  surface,  which  will  happen  sooner  or  later.  When  a 
defective  spot  in  a  casting  is  welded,  the  cooling  of  the  metal 
in  the  weld  will  be  accompanied  by  contraction  which  will  put 
a  tensile  stress  in  the  metal  of  the  weld  as  well  as  in  the  old  metal 
which  surrounds  it.  If  the  metal  of  the  weld  is  the  same  as  that 
of  the  casting,  its  elastic  limit  may  be  appreciably  higher  than 
that  of  the  rest  of  the  casting,  because  the  metal  in  the  weld 
solidifies  much  more  rapidly  than  the  rest  of  the  casting  did 
originally.  The  permanent  deformation  resulting  from  the 
shrinkage  of  the  weld  will,  therefore,  take  place  in  the  surround- 
ing metal,  and  this  metal  will  remain  in  a  state  of  tension  greater 
than  its  initial  yield  point  and  after  a  time  cracks  will  appear. 
The  magnitude  of  the  stresses  thus  caused  may  be  estimated 
from  the  fact  that  the  shrinkage  of  brass  from  the  freezing  point 
down  to  ordinary  temperature  is  about  ^  in.  per  ft.  or  about 
1.5  per  cent.  If  the  elastic  limit  were  high  enough,  this  shrink- 
age would  produce  a  stress  of  not  less  thad  14,000,000X0.015 
=  210,000  lb.  per  sq.  in.  In  other  words  the  metal  surroimd- 
ing  the  "burn"  will  be  stressed  beyond  the  yield  point.  The 
"bum"  itself,  while  stressed  as  high  as  the  surrounding  metal, 
may  not  be  stressed  to  the  yield  point  because,  being  chilled 
from  pouring  into  the  cold  casting,  it  gets  a  higher  yield  point 
than  the  same  metal  cast  in  sand. 

If  the  casting  is  of  small  lateral  dimension,  and  the  ends  are 
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not  constrained,  and  the  break  extends  all  the  way  across  it, 
the  stress  set  up  in  the  old  metal  by  the  shrinkage  of  the  weld 
is  compressive,  and  therefore  there  is  no  danger  of  cracking. 
In  other  cases  shrinkage  stress  must  be  prevented  by  keeping 
the  casting  heated  to  a  very  high  temperature  while  the  weld 
is  being  made  and  until  it  has  solidified.  The  yield  point  of  the 
surroimding  metal  will  thus  be  temporarily  lowered  and  the 
flow  will  take  place  under  a  stress  much  lower  than  the  yield 
point  of  the  cold  metal,  so  that  there  will  be  no  danger  of  cracking 
after  the  metal  has  cooled.  Another  way  to  prevent  cracking 
is  to  anneal  the  casting  immediately  after  the  weld  has  been 
made.  There  is  no  reason  to  believe  that  the  metal  surrounding 
the  weld  is  injured  by  the  shrinkage  stress  until  corrosion  occurs 
on  its  surface.  Therefore,  if  the  yield  point  of  the  metal  sur- 
rounding the  weld  is  lowered  by  heating  the  entire  casting  to  a 
sufl&ciently  high  temperature,  additional  flow  will  occur,  and  the 
cooling  stress  will  thus  be  gradually  reduced  to  a  very  small 
minimum,  according  to  the  length  of  time  the  annealing  is  con- 
tinued. The  annealing  temperature  should  be  maintained  for 
several  hours  so  as  to  give  the  metal  time  to  flow. 

SPECrFICATIONS  AND  TeSTS  FOR   CASTINGS. 

There  should  be  definite  specification  requirements  to  con- 
trol the  '*  buming-in "  process.  The  specifications  for  manganese 
bronze  castings  should  cover  this  pohit  in  such  a  way  that 
absolutely  safe  castings  will  result,  even  when  defective  places 
have  been  "burned-in,"  merely  by  putting  the  specifications 
into  the  hands  of  a  careful  and  experienced  metal  inspector  who 
has  no  special  familiarity  with  brass. 

It  now  appears  that  the  only  way  to  insure  safety  in  brass 
(bronze)  castings  is  to  specify  annealing  at  a  certain  temperature 
for  a  certain  length  of  time  whenever  "buming-in"  has  been 
done. 

OxroE  IN  Bronze  Castings. 

Brass  and  bronze  castings  are  subject  to  various  defects 
which  are  difiicult  to  discover  by  surface  inspection,  or  even  by 
hydrostatic  testing.  The  defect  which  most  commonly  occurs 
results  from  the  inclusion  of  oxide  in  the  metal  of  the  casting. 
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This  occurs  in  two  ways;  either  the  molten  metal  contains  an 
admixture  of  oxides,  owing  to  insufl&cient  protection  of  the 
molten  metal  from  the  air,  or  the  dross  from  the  surface  of  the 
crucible  or  furnace  charge  gets  into  the  mold  and  is  caught  at 
some  point  where  the  flow  is  slight,  and  is  thus  prevented  from 
coming  to  the  surface  in  the  risers.  In  the  former  case  the 
entire  casting  is  bad,  and  the  best  way  to  discover  this  defect 
is  to  make  tensile  tests  on  specimens  cut  from  a  coupon  cast 
from  the  same  melt.  The  a(hnixture  of  oxide  is  indicated  most 
distinctly  by  the  greatly  reduced  elongation,  but  also  by  low 
ultimate  strength.  The  tensile  test  should,  therefore,  be  speci- 
fied for  all  important  brass  and  bronze  castings,  no  matter 
whether  a  certain  strength  and  elongation  are  of  mechanical 
value  or  not.  The  metal  in  every  important  brass  or  bronze 
casting  should  have  the  strength  and  elongation  typical  of  the 
mixture  of  which  it  is  made  as  an  evidence  that  the  metal  in  the 
casting  is  clean.  If  a  tensile  test  is  impracticable,  oxidation  in 
the  metal  may  be  discovered  by  making  a  bending  test  on  a 
machined  specimen.  The  presence  of  oxide  will  then  be  indicated 
by  a  number  of  small  cracks  which  open  on  the  outside  of  the 
bend,  and  if  the  oxidation  is  extreme,  also  by  the  abnormal 
color  of  the  surface  of  the  fracture. 

Experience  of  the  authors  indicates  that  oxidation  of  metal 
in  the  crucible  is  a  very  common  defect,  especially  of  the  mix- 
tures containing  high  percentages  of  copper,  that  is,  of  the 
bronzes.  It  is  the  belief  of  the  authors  that  in  foundries  where 
tensile  or  hydrostatic  tests  are  not  made,  the  metal  is  generally 
allowed  to  become  considerably,  and  in  many  cases  seriously, 
oxidized  in  the  crucible,  because  this  defect  in  the  metal  does 
not  show  on  the  surface  of  the  casting.  To  specify  bronze 
castings  merely  by  the  mixture  is  therefore  useless.  Unless  the 
metal  is  tested  after  it  has  been  poured,  one  is  not  justified  in 
assuming  that  it  consists  of  a  clean  uniform  mixture  of  the 
ingredients  put  into  the  crucible.  A  bronze  casting  may  be 
made  of  the  correct  mixture  and  may  show  no  surface  indications 
of  defects,  and  still  it  may  be  nothing  but  a  honeycomb  of  metal, 
filled  with  oxide. 

The  presence  of  included  dross  is  more  difficult  to  discover. 
If  a  hydrostatic  test  cannot  be  made,  it  is  practically  impossible 
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to  find  such  defects  unless  they  happen  to  come  to  the  surface 
of  the  casting,  and  even  a  hydrostatic  test  does  not  always 
discover  such  defects,  because  there  may  be  a  considerable 
thickness  of  good  metal  along  one  or  both  of  the  surfaces  of  the 
casting.  The  best  insurance  against  this  kind  of  defect  is 
correct  molding,  a  thing  which,  strange  to  say,  is  unusual. 

Further  Investigations. 

The  Bureau  of  Standards,  Department  of  Commerce, 
Washington,  D.  C,  has  become  the  clearing  house  for  accumu- 
lating information  on  this  very  important  subject.  Readers  of 
this  paper,  therefore,  are  urged  to  send  to  the  Bureau  any 
information  or  suggestions  which  may  contribute  to  better 
methods  of  manufacture,  or  suitable  specifications  and  effective 
means  of  inspection  and  test.  In  the  above  the  authors  have 
ventured  some  suggestions,  not  so  much  with  the  expectation 
that  they  state  methods  which  will  prove  to  be  final,  but  rather 
that  these  methods  may  be  tried  by  other  investigators,  and 
especially  by  manufacturers.  It  is  hoped  that  in  this  way  in 
the  near  future  the  desired  results  may  be  achieved. 
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Mr.  Fiinn.  Mr.  Alfred  D.  Flinn. — Our  extended,  unfavorable  exper- 
ience in  the  use  of  wrought  bronze  and  brass,  particularly  manga- 
nese bronze  and  naval  brass,  for  bolts,  ladders  and  various  other 
forms,  in  large  hydraulic  work,  has  led  to  the  almost  complete 
removal  of  those  parts  and  the  substitution  of  steel  with  or  with- 
out galvanizing  or  other  protective  coating.  It  is  possible  that 
if  there  had  been  known  practical  and  dependable  tests  by  which 
metal  which  would  continue  satisfactory  could  be  distinguished 
from  that  which  would  fail,  substitution  would  not  have  been  so 
general;  but  with  failures  among  the  products  of  every  manu- 
facturer, there  was  nothing  left  for  the  engineers,  in  view  of  the 
lives  and  property  dependent  upon  these  pieces  of  metal,  except 
their  elimination.  A  number  of  tests  have  been  suggested.  Some 
of  these  are  not  practical  for  everyday  use,  such  as  modifications 
of  Dr.  Heine's  method  of  determining  initial  stresses  by  turning 
down  or  boring  out  specimens  of  wrought  brass.  A  method  for 
rods  not  described  in  this  paper,  is  to  cut  from  a  specimen  about 
6  in.  long  a  longitudinal,  sector-shaped  slice  and  observe  its 
curvature. 

If  wrought  brass  and  wrought  bronze  are  to  be  used  under 
stress  in  engineering  works  of  importance,  some  treatment  must 
be  applied  to  them  which  will  remove  uncertainty  as  to  their 
dependability  in  service,  and  with  that  must  go  some  means  of 
testing,  simple  and  dependable,  which  can  be  put  into  the  hands 
of  a  reasonably  intelligent  inspector  such  as  would  be  employed 
in  ordinarily  well  managed  engineering  works. 

This  further  difficulty  arises  in  practical  testing,  that  brass 
is  usually  bought  in  such  relatively  small  quantities  that  one 
cannot  afford  to  have  an  inspector  constantly  at  the  nimierous 
brass  works  which  may  be  producing  metal  for  him.  In  other 
words,  the  inspector  first  encounters  the  metal  when  it  is  piled  up 
in  the  storeroom  ready  for  shipment.  He  must  take  from  the 
large  number  of  pieces  specimens  which  will  be  representative 
if  possible.    Our  observation  has  shown  that  it  is  often  impossible 
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to  select  a  specimen  or  a  number  of  specimens  which  will  be  repre-  Mr.  Fiinn. 
sentative,  because  even  in  one  given  bar  the  degree  of  trouble 
may  vary  from  end  to  end.  It  is  expected  that  manufacturers 
and  investigators  familiar  with  these  alloys  will  soon  be  able  to 
get  some  definite,  workable  means  of  inspection  and  accompany- 
ing specifications. 

We  found  also  that  practice,  even  in  experienced  foundries, 
was  often  faulty.  This  led  to  endeavors  to  save  castings  of  con- 
siderable value  by  "burning  in''  or  welding  by  other  methods. 
This  repairing  caused  failures  similar  to  those  in  wrought  metal. 
This  has  led  to  the  suggestion  that  castings  that  have  been  sub- 
jected to  such  repairs  should  be  annealed,  and  possibly  that  such 
repairs  should  be  made  only  to  castings  which  are  pre-heated 
and  kept  at  a  considerable  degree  of  heat  while  the  "burning-in" 
or  welding  is  being  done,  that  the  heat  should  be  maintained  for 
a  number  of  hours  subsequently,  and  that  the  cooing  should  be 
slow.  Some  practical  tests  on  large  castings  have  shown  a  large 
degree  of  success  with  the  oxy-acetylene  flame.  Knowing  that 
such  repairs  are  sometimes  made  surreptitiously,  perhaps  even 
unknown  to  the  management,  by  workmen  who  wish  to  cover 
their  own  faults,  all  important  bronze  castings  should  be 
annealed  before  acceptance. 

It  is  desired  that  members  make  definite  suggestions  which 
will  aid  in  writing  improved  specifications,  which,  even  if  tenta- 
tive, will  lead  to  better  practice. 

Mr.  E.  L.  Lasier. — I  have  been  much  interested  in  the  Mr.  Lasier. 
authors'  paper,  especially  in  their  discussion  of  initial  stresses. 

Doubtless  many  present  will  be  interested  to  know  that  the 
Navy  Department's  specifications  for  rolled  naval  brass  (or  com- 
position n-r)  bars,  shapes,  sheets,  plates  and  rods — presumably 
the  specifications  referred  to  on  the  fourth  and  fifth  pages  of  the 
authors'  paper — have  recently  been  revised  and  will  soon  be 
issued  by  the  Department  with  the  inclusion  therein  of  provisions 
dealing  with  the  subject  of  initial  stresses.  These  specifications 
cover  an  approximately  60-40  composition,  minimum  tensile 
strength  54,000  to  60,000  lb.  per  sq.  in.,  yield  point  25,000  to 
28,000,  and  elongation  in  2  in.  of  30  to  40  per  cent.  The  material 
is  used  in  the  Navy  as  a  general  structural  brass. 

Three  insertions  will  appear  in  the  new  Navy  specifications. 
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Mr.  Usier.  First,  there  will  be  the  requirement  that  a  6-in.  test  length  of  the 
material  shall  be  immersed  for  ten  minutes  in  a  mercurous- 
nitrate  solution  proportioned  100  g.  of  mercurous  nitrate  and 
13  cc.  of  1 .42  sp.  gr.  m'tric  acid  per  liter.  Upon  removal  of  the  test 
samples  from  this  solution,  no  cracks  shall  be  visible.  Second, 
there  will  be  a  suggestion  to  manufacturers  that  their  material 
be  sprung  by  passing  it  through  a  suitable  straightening  machine 
in  the  endeavor  to  remove  any  initial  stresses  which  may  be 
present  in  the  material;  this  procedure,  however,'  will  be  sug- 
gested only,  and  not,  at  least  at  this  time,  be  made  obligatory. 
Third,  there  will  be  instructions  to  Navy  inspectors  to  take  a 
sufficient  amount  of  the  material  oflfered  for  inspection,  to  permit 
the  measurement  of  initial  stresses  substantially  by  the  method 
which  the  authors  describe  as  having  been  "worked  out  by  the 
Bureau  of  Standards;*'  the  measurements  to  be  made,  however, 
will  have  no  bearing  whatsoever,  at  this  time,  on  the  question  of 
the  acceptance  or  the  rejection  of  the  material  by  the  inspector, 
but  will  be  made  solely  for  purposes  of  information  and  record, 
to  ascertain  whether  the  prevailing  stress  in  the  outside  layers  is 
tension  or  compression,  and  the  value  of  that  stress  in  pounds  per 
square  inch.  Relative  to  this  third  insertion,  probably  the  only 
substantial  difference  from  the  requirements  contained  in  the 
authors'  paper  will  be  the  addition  in  the  proposed  Navy  specifi- 
cations of  a  third  "precaution"  to  be  taken,  namely,  that  "at  all 
times  a  light  cut,  not  over  0.005  in.,  shall  be  adhered  to." 

The  Navy's  investigation  which  has  resulted  in  this  sped- 
ficatioa,  now  about  ready  to  be  issued,  has  of  course  been 
approached  from  several  different  viewpoints.  For  instance, 
the  question  of  a  required  annealing  was  considered.  This 
undoubtedly  would  be  the  most  satisfactory  method  of  eliminat- 
ing initial  stresses  present  in  structural  brass  of  the  composition 
and  physical  requirements  called  for  by  the  Navy  specifications. 
Since,  however,  a  very  low  temperature  would  be  required  to 
permit  the  material  to  comply  with  the  physical  requirements, 
and  since  manufacturers  in  general  are  not  equipped  to  anneal 
at  the  low  temperature  necessary,  this  proposition  was  not 
given  much  further  consideration  because  of  the  resulting  increase 
in  the  cost  of  material. 
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The  requirement  that  the  material  shall  satisfactorily  with-  Mr.  Laiier. 
stand  immersion  in  a  mercurons-nitrate  solution  will  probably 
prevent  the  acceptance  of  material  containing  dangerous  initial 
stresses,  but  it  is  doubtful  whether  it  will  prevent  the  acceptance 
of  materia]  contaioing  initial  stresses  which  may  be  dangerous 
in  combination  with  the  stresses  to  which  the  material  will  be 
subjected  in  service.  For  instance,  I  was  interested  in  a  recent 
paper  on  brass  and  other  copper  alloys  used  in  marine  engineer- 
ing, presented  last  month  by  Mr.  T.  P.  Milton  before  the  Insti- 
tute of  Marine  Engineers.  Mr.  Milton  described  ^  shipment 
overseas  of  some  bars,  accepted  by  Lloyds'  inspectors,  specified 
to  a  tensile  strength  of  30  tons  and  an  elastic  limit  of  20  tons  per 
sq.  in.,  which,  upon  delivery,  showed  75  per  cent  of  the  shipment 
containing  cracks  which  had  developed  in  transit.  Such  cracking 
was  undoubtedly  due  to  initial  stresses.  Presumably  immersion 
in  a  solution  of  mercurous  nitrate  would  have  guarded  against 
the  acceptance  of  such  material,  since  the  cracking  occurred 
previous  to  the  subjection  of  the  material  to  any  service  stresses. 

The  required  measurement  of  initial  stresses,  as  appearing 
in  the  specifications  to  be  issued  by  the  Navy  Department,  is 
piuposely  stated  "to  be  made  for  information  and  record  only" 
at  this  time  because  of  several  questions  still  involved.  It  is 
doubtful  if  we  know  the  value  of  the  maximum  initial  stress  which  • 
may  be  present  with  safety  in  structural  brass.  The  Bureau  of 
Standards  has  suggested  10,000  lb.  per  sq.  in.  based  on  their 
work ;  that  may  or  may  not  be  a  good  working  value.  The  results 
obtained  at  this  time  in  measuring  initial  stresses  are  far  from 
concordant.  There  is,  too,  the  question  as  to  whether  the  turn- 
ing down  of  a  sample  springs  a  rod  so  as  to  change  considerably 
the  initial  stress.  Still  another  question  is,  exactly  what  is  the 
difference  between  an  unsprung  rod  and  a  sprung  one?  And'  a 
fifth  and  important  question  involved  is  the  lack  of  knowledge  as 
to  the  real  causes  of  longitudinal  cracking  versus  transverse 
cracking.  Manufacturers  have  suggested  that  the  greatest  pro- 
portion of  failures  is  due  to  longitudinal  cracking.  Just  what  is 
the  relation  between  the  initial  stress  producing  longitudinal 
cracks  and  those  stresses  which  will  produce  transverse  cracks? 
In  the  paper  by  Mr.  Milton,  to  which  I  just  referred,  attention 
is  called  to  the  examination  of  some  etched  sections  of  brass 
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Mr.  Lasier.  bolts  used  as  Connections  on  a  large  ship.  Those  bolts  cracked 
spontaneously  when  placed  on  the  ship.  The  etched  sections 
showed  that  the  longitudinal  cracks  were  separations  of  the 
crystals  and  the  cross  cracks  were  fractions  of  the  crystals.  Just 
what  the  relation  may  be,  of  course,  is  problematical. 

Mr.  Bassett.  Mr.  W.  H.  Bassett. — I  should  like  to  ask  Mr.  Lasier  if,  in 
the  experience  of  the  Navy  Department,  there  has  been  any  con- 
siderable trouble  of  a  nature  similar  to  that  experienced  by  Mr. 
Flinn,  either  under  the  present  specifications  46-B-6-B,  or  under 
the  former  specifications  46-B-6.  The  tensile  strength  and  elastic 
limit  were  somewhat  higher  in  the  older  specifications,  and  it 
would  be  very  interesting  to  know  what  the  experience  has  been, 
if  it  can  be  ascertained,  both  in  the  interest  of  engineers  and  in 
the  interest  of  manufacturers  of  material. 

In  regard  to  the  question  of  the  springing  of  material,  which 
was  brought  up  as  a  suggestion,  we  believe  it  would  be  better  if  it 
had  rather  more  force  than  a  mere  suggestion.  It  would  be  better 
if  it  was  made  a  requirement. 

The  interest  in  Mr.  Flinn's  trouble  has  induced,  among  the 
manufacturers,  considerable  testing  of  material  to  find  out,  if 
possible,  what  was  the  cause  of  cracking  such  as  was  experienced. 
A  great  many  specimens  have  been  tested  in  mercurous-nitrate 
^  solution,  and  corresponding  ones  exposed  out  of  doors  and  close 
to  the  surface  of  water  for  a  whole  year  around,  so  as  to  have  the 
influence  of  winter  temperature,  and  at  the  same  time  of  an 
atmosphere  nearly  saturated  with  moisture.  It  is  apparent  that 
moisture  has  considerable  to  do  with  the  trouble.  In  no  case 
have  samples  corresponding  to  those  which  resisted  the  mercurous- 
nitrate  test  cracked  in  such  exposure. 

We  have  no  very  definite  knowledge  in  regard  to  the  relation 
between  cross  cracking  and  lengthwise  cracking,  but  one  point 
which  became  very  evident  from  samples  which  Mr.  Flinn  kindly 
let  me  have  for  testing  was,  that  the  manganese  bronze  in  many 
instances  cross  cracked,  while  naval  brass  showed  a  tendency  to 
crack  lengthwise.  This  raises  the  question  whether  rods  carry- 
ing low  copper — in  other  words,  those  which  are  rich  in  the  so- 
called  Beta  constituent — are  not  the  ones  which  give  all  the 
trouble  due  to  cross  cracking. 
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Mr.  W.  Reuben  Webster. — Experienced  brass  makers  Mr.  Webster, 
are  usually  reluctant  to  furnish  material  to  specifications 
analogous  to  those  applying  to  structural  materials  such  as 
steel.  This  feeling  is  prompted  by  the  belief  that  insufficient 
data  of  an  accurate  and  reliable  nature  exist  in  technical  litera- 
ture to  permit  one,  however  highly  informed  on  other  subjects, 
to  cover  the  matter  in  a  satisfactory  manner.  Manufacturers 
prefer  to  trust  the  results  of  their  own  experience  as  expressed 
in  successful  manufacturing  methods,  rather  than  accept  the 
specifications  of  users  unfamiliar  with  the  various  properties  of 
the  material.  This  paper  is  highly  welcome,  therefore,  as 
illustrating  the  necessity  for  comprehensive  knowledge  before 
determining  by  inspection  and  test  the  suitability  of  particular 
material  for  a  specific  use. 

In  this  connection  it  is  the  speaker's  belief  that  trass  or 
bronze  could  have  been  furnished  which  would  have  exhibited 
few  or  no  failures  in  the  situations  referred  to  in  this  paper, 
but  which  would  have  failed  to  pass  the  specifications  imposed. 
Large  quantities  of  brass  and  bronze  are  employed  under  severe 
service  conditions  with  no  more  failures  than  are  experienced 
with  any  other  material. 

In  the  interests  of  good  engineering  practice,  however,  it  is 
desirable  that  acceptable  methods  of  inspection  and  test  be 
adopted.  Some  of  the  proposals  in  this  paper  are,  however, 
open  to  question.  In  particular,  careful  experiments  should  be 
conducted  to  determine  the  sufficiency  of  the  method  suggested 
for  determining  the  yield  point. 

It  is  further  felt  that  the  whole  matter  of  initial  stress  is 
still  far  from  understood.  The  investigations  of  the  Bureau  of 
Standards  have  added  much  to  the  knowledge  of  the  subject, 
but  sufficient  is  not  yet  known  to  permit  prediction  of  the  extent 
and  distribution  of  initial  stress  from  a  knowledge  of  the  methods 
of  manufacture?  Very  little  has  yet  been  done  to  determine 
the  effect  of  springing  on  initial  stress  or  the  extent  to  which  it 
reduces  the  danger  of  season  cracking  in  case  of  rods  properly 
so  treated. 

In  this  connection  it  's  desired  to  show  the  effect  of  tliis 
operation  in  two  specific  cases. 

In  connection  with  a  recent  investigation  a  high  brass  rod 
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Mr.  Webster,  was  extraded  to  2  in.  in  diameter,  drawn  to  Ijf  in.  and  care- 
fully annealed.  It  was  then  cut  into  two  pieces,  one  of  which 
was  drawn  to  approximately  IJJ  in.  in  one  pass,  the  other  to 
the  same  size  in  five  passes.    A  portion  of  each  rod  was  then 
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thoroughly  sprung  in  a  straightening  machine  of  the  Medart 
type.  Samples  of  all  four  rods  were  then  submitted  to  the 
Bureau  of  Standards  for  determination  of  initial  stress.  Fig.  1 
shows  one  rod  (Specimen  No.  I)  as  drawn  and  the  same  rod 
after  springing.     Fig.  2  shows  the  other  rod  (Specimen  No.  5) 
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after  drawing  and  after  springing.    A  doubt  exists  as  to  which  Mr.  Webster, 
specimen  was  drawn  in  one  pass  and  which  in  five,  but  because 
of  the  fact  that  the  springing  operation  increased  the  rod  diam- 
eters several  thousandths  of  an  inch,  no  doubt  exists  as  to  which 
rods  were  sprung  and  which  were  unsprung. 

I  desire  to  call  particular  attention  to  the  fact  that  in  all 
the  discussion  of  brass  failures  excited  by  the  New  York  aque- 
duct experiences,  the  extreme  importance  of  springing  as  a 
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preventive  measure  has  been  unrecognized,  although  brass  makers 
of  experience  have  been  entirely  familiar  with  the  fact.  No 
better  proof  of  the  inadequacy  of  the  literature  on  brass  as  a 
basis  of  specification  writing  could  be  instanced. 

I  also  desire  to  call  in  question  the  statement  that  "rolled 
rods  should  always  be  annealed  after  drawing  because,  owing 
to  the  lack  of  imiformity  in  their  section,  an  initial  stress  test 
made  on  one^end  or  even  one  on  each  end  would  not  guarantee 
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Mr.  Webster,  no  initial  stress  existing  at  intermediate  points."  A  rolled  brass 
rod  is  usually  made  from  a  round  or  rectangular  casting,  having 
a  imiform  cross-sectional  area  throughout  its  entire  length,  so 
that  the  degree  of  reduction  effected  by  the  rolling  is  likewise 
uniform  throughout  the  length  of  the  finished  rod. 

I  desire  to  agree  with  Mr.  Bassett  in  the  feeling  that  the 
requirement  of  a  thorough  springing,  as  a  final  operation  for 
material  of  this  character,  is  exceedingly  desirable.  Some 
samples  will  be  prepared  and  submitted  to  the*  Bureau  of 
Standards  in  the  endeavor  to  get  additional  information  con- 
cerning the  effect  of  various  methods  of  producing  rods  and 
processing  them  on  the  distribution  of  initial  stresses. 

Mr.  Lasier.  Mr.  Lasier. — In  reply  to  Mr.  Bassett's  question  as  to  the 

experience  of  the  Navy  Department,  so  far  as  I  am  aware,  we 
have  had  no  actual  trouble;  it  is  merely  a  question  of  profiting 
by  the  troubles  of  others  and  hence  trying  to  prevent  them. 

I  think  both  Mr.  Bassett  and  Mr.  Welsler  will  tear  me  cut 
in  saying  that  it  is  undoubtedly  necessary  to  sulject  rods  to 
some  cold  work  in  order  to  have  them  meet  the  tensile  require- 
ments of  the  Navy  specifications.  Protably  sheets  and  plates 
which  come  under  the  specifications  in  question  can  be  rolled  to 
meet  the  requirements  without  any  cold  treatment,  but  I  do  not 
believe  rods  can  be.  It  is  also  probably  necessary  to  draw  rods 
through  dies  to  maintain  their  diameters;  otherwise  they  would 
be  very  non-uniform  in  diameter. 

In  so  far,  however,  as  the  experience  of  the  Department  is 
concerned,  we  have  had  no  serious  trouble  with  season  cracking. 

Mr.  Lindsay.  Mr.  C.  F.  Lindsay. — The  following  experience,  while  not 

pertaining  to  the  class  of  material  being  discussed,  may  be  of 
interest.  In  1911,  one  of  the  large  cartridge-case  manufacturers 
in  this  country  made  up  several  thousand  4-in.  Mark  VII  Argen- 
tine cases  with  a  very  severe  reduction  at  the  mouth.  Those 
cases  looked  sd  pretty  that  the  manufacturers  saved  a  small 
percentage  of  them,  which  were  stored  aside  in  a  nice,  clean 
atmosphere,  in  dry  rooms.  At  the  end  of  over  two  years,  when 
more  than  90  per  cent  of  the  shipment  was  returned  on  account 
of  season  cracking,  not  one  of  the  samples  kept  in  that  dr>  atmos- 
phere had  cracked.  These  cases  were  then  examined  and  found 
perfect;  but  in  24  hours,  by  exposing  them  to  corrosion,  every 
one  of  the  cases  cracked. 
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Mr.  a.  C.  Olfs. — I  should  like  to  ask,  before  the  discus-  Mr.  oifs. 
sion  ends,  whether  some  one  present  can  state  whether  the  com- 
position of  the  metal  plays  any  part  in  the  question  of  cracking. 
In  the  study  of  this  question  we  have  analyzed  a  good  many 
samples  of  manganese  bronze,  and  so  far  as  we  could  see,  there 
was  no  particular  difference  in  the  composition  of  specimens  that 
stood  exposure  without  cracking,  and  those  that  did  not.  We  did 
not  examine  for  such  elements  as  bismuth,  cadmium,  arsenic  or 
a  number  of  other  metals  that  might  have  been  present  in  very 
minute  quantities  and  have  played  some  part,  conceivably,  in 
the  cracking;  but  if  any  one  present  can  throw  any  light  on  this  • 
question,  I  think  it  would  be  a  step  in  advance  in  our  knowledge 
on  the  subject. 

Mr.  Bassett. — Perhaps  Mr.  Flinn  could  answer  that  ques-  Mr.  Bassett. 
tion  better  than  I,  but  as  stated  before,  Mr.  Flinn  kindly  fur- 
nished samples  for  investigation.  Antimony,  bismuth  and  cad- 
mium were  very  carefully  looked  for.  In  none  of  the  samples 
was  any  antimony  or  bismuth  found,  although  very  careful  analy- 
sis of  large  samples  was  made.  A  very  small  amount  of  cadmium 
was  found  in  some  samples,  while  in  others  no  cadmium  at  all  was 
found,  so  that  no  definite  conclusion  could  be  drawn  as  to  whether 
or  not  cadmium  had  played  any  part  in  the  matter.  The  matter 
of  the  determination  of  cadmium  has  been  questioned,  but  we 
are  very  sure  that  some  of  the  samples  Mr.  Flinn  furnished  were 
absolutely  free  from  cadmium,  because  we  spent  a  great  deal  of 
time  and  effort  in  order  to  make  sure  of  finding  and  determining 
any  very  small  amounts  of  cadnoium  which  might  have  been 
present. 

There  is  another  consideration  that  requires  attention  after 
hearing  Mr.  Lasier's  reply  in  regard  to  the  Navy  Department's 
experience,  that  they  have  had  no  trouble  in  their  use  of  brass. 
If  the  brass  material  is  annealed,  of  course  the  elastic  limit 
becomes  very  low;  lower  than  is  often  supposed,  because  its 
determination  depends  upon  the  accuracy  of  the  instruments 
used,  and  the  elastic  limit  employed  by  engineers  in  their  calcu- 
lations is  frequently  higher  than  the  true  value.  If  material  of 
low  elastic  limit  is  specified — lower,  perhaps,  than  the  engineer 
supposes  on  accoimt  of  misleading  determinations — and  put  into 
service,  it  may  be  strained  beyond  its  elastic  limit.    This  results 
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Mr.  Bassett.  in  a  new  and  higher  elastic  limit  and  tensile  strength  being  set 
up.  Although  there  may  be  no  internal  strains  in  the  material 
when  it  is  supplied  if  annealed  material  has  been  required,  is 
there  not  danger  when  such  material  is  put  into  service,  that  it 
will  be  overstrained,  and  that  internal  strains  will  be  set  up,  and 
may  these  not  bring  about  such  trouble  as  we  are  trying  to  guard 
against? 

Mr.  EUiott.  Mr.  <J.  K.  Elliott. — I  hope  I  may  be  pardoned  if  I  divert 

the  focus  of  your  attention  for  a  few  minutes  from  the  subject  of 
wrought  metals  to  that  of  castings,  which  we  find  is  also  touched 
upon  at  considerable  length  in  the  paper  before  us.  I  wish  in 
particular  to  refer  to  that  part  of  the  paper  which  deals  with  the 
subject  of  oxides  in  bronze  castings.  In  speaking  of  the  hydrosta- 
tic test  in  this  connection  the  tendency  of  the  authors'  paper  is  to 
lead  one  to  the  belief  that  a  casting  leaking  under  the  hydrostatic 
test  is  rather  sure  to  be  contaminated  with  oxides,  or  in  other 
words,  that  the  hydrostatic  test  is  a  reliable  means  of  identify- 
ing oxidized  bronze.  That  this  is  not  a  reliable  test  is  my  firm 
belief  founded  upon  many  examples  which  have  accumulated 
from  the  almost  daily  experience  of  seeing  some  20,000  to 
30,000  lb.  of  bronze  castings  of  various  alloys  tested  hydro- 
statically,  although  I  recognize  the  frequency  with  which  oxidized 
metal  occurs  in  castings  and  its  importance  as  a  disturbing  con- 
stituent in  such  castings. 

One  experience  I  shall  recall.  It  had  to  do  with  bronze  cast- 
ings made  of  an  alloy  containing  about  7  per  cent  tin,  4  per  cent 
zinc,  and  a  small  amount  of  lead.  These  castings  were  of  one  of 
those  designs  which  are  the  despair  of  the  foundryman  and  were 
almost  impossible  to  cast  with  good  results,  the  outcome  being 
that  practically  all  of  them  leaked  under  test.  The  metal  had 
received  exceptional  and  careful  attention  from  beginning  to  end 
and,  important  to  record  here,  had  been  melted  in  an  oil-burning 
furnace  with  a  reducing  flame  so  that  there  was  a  minimiun 
chance  for  oxidation.  Nevertheless  the  castings  leaked  freely. 
The  final  of  many  remedies  tried  was  that  of  annealing  for  a 
ghort  time  at  about  1400°  F.  Upon  retesting  the  annealed  cast- 
ings it  was  found  that  more  than  75  per  cent  of  those  which  pre- 
viously had  leaked  were  now  tight  under  the  hydrostatic  test. 
Microscopic  examination  of  several  of  the  annealed  castings 
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revealed  the  fact  that  they  had  a  very  homogeneous  structure  Mr.  EiUott- 
consisting  of  what  probably  was  the  Alpha  constituent,  whereas 
the  original  untreated  castings  were  found  to  be  decidedly  hetero- 
geneous with  very  prominent  segregations  of  the  eutectic  which 
probably  was  the  copper-tin  compoimd  Cu4Sn.  The  effect  of  the 
annealing  was  to  dissolve  the  eutectic,  leaving  a  uniformly 
unbroken  homogeneous  structure.  It  was  the  elimination  of  the 
eutectic  structure  that  overcame  the  porosity  of  the  castings. 
Oxidized  bronze  that  leaks  imder  test  I  do  not  believe  can  be  cor- 
rected by  any  method  of  heat  treatment.  In  considering  this 
subject,  therefore,  we  should  bear  in  mind  the  fact  that  oxidation 
is  not  the  only  considerable  cause  of  porosity  to  be  reckoned  with, 
but  also  that  almost  equal  in  importance  is  heterogeneity  of 
structure,  especially  that  which  is  manifested  in  well-defined 
eutectics. 

Speaking  further  of  the  effects  of  the  annealing  experiment 
mentioned,  it  may  be  of  interest  to  mention  that  the  annealing 
had  the  additional  beneficial  effect  of  perceptibly  increasing  the 
elongation  of  the  metal  while  the  ultimate  strength  remained 
imchanged. 

Mr.  N.  K.  B.  Patch. — ^While  we  are  on  the  subject  of  Mr.  Patch, 
sand  castings,  I  should  like  to  ask  Mr.  Flinn  if  he,  as  an  engineer, 
has  considered  the  troubles  of  a  foundryman  by  reason  of  faulty 
design  on  the  part  of  engineers.  The  foundryman  is  striving  to 
mold  castings  correctiy  and  accurately,  but  the  engineer  some- 
times seems  to  design  in  a  way  to  trouble  the  foimdryman  as 
much  as  possible.  The  location  of  thick  and  thin  walls  in  immed- 
iate proximity  often  cause  the  foundryman  a  great  deal  of  thought 
and  worry  that  could  be  entirely  avoided  if  the  engineers  designed 
the  castings  correctiy.  The  inability  to  feed  by  risers  or  to  bring 
gates  to  heavy  spots  is  often  the  cause  of  trouble  later,  due  to 
internal  strain  set  up  by  irregular  cooling.  It  would,  therefore, 
seem  that  if  the  engineer  would  cooperate  with  the  foundryman, 
getting  the  foundryman's  advice  as  to  the  best  way  to  design  the 
casting,  many  of  the  troubles  referred  to  by  Mr.  Flinn  would  be 
prevented  before  the  castings  were  ever  made. 

It  might  also  be  pointed  out  that  such  cooperation  would 
often  save  expense  and  pattern  work  in  molding,  as  well  as  the 
expense  and  trouble  due  to  failures. 
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Mr.  FUnn.  Mr.  Flinn. — To  answer  the  question  just  raised  by  Mr. 
Patch,  it  will  interest  you  to  know  that  important  castings  were 
not  put  out  for  bids  by  the  Board  of  Water  Supply  engineers 
until  not  one,  but  several  of  the  best-known  brass  foundrymen  in 
America  had  been  consulted.  Not  only  that,  but  after  these 
castings  had  beeii  made,  the  designs  were  submitted  to  other 
good  brass  foundries  and  the  Navy  Department,  and  the  only  sug- 
gestion of  change  any  one  made  was  in  the  bonnet  castings  for 
very  large  gate  valves,  30  and  48  in.  in  port  diameter;  instead  of 
putting  both  sets  of  ribs  (horizontal  and  vertical)  on  the  inside 
of  the  bonnet,  as  had  been  done,  one  man  suggested  that  one  set 
be  inside  and  the  other  outside. 

In  answer  to  a  suggestion  by  an  earlier  speaker,  not  only 
were  these  specifications  and  designs  for  castings  considered  with 
manufacturers,  but  in  preparing  all  specifications,  including  the 
wrought  material,  manufacturers  were  asked  to  make  sugges- 
tions. Six  or  seven  years  ago,  of  two  opposing  sets  of  manufac- 
turers, one  stoutly  insisted  that  the  tensile  strength  should  be 
increased  materially  above  that  specified  and  the  other  that  it 
should  be  reduced. 

As  to  the  effect  of  composition,  the  most  interesting  general 
comment  obtained  from  extensive  inquiries  was  that  of  the  Phila- 
delphia Navy  Yard,  which  for  some  years  has  been  making  a 
very  large  proportion  of  the  manganese-bronze  castings  for  the 
Navy.  A  successful  and  experienced  foundryman  there  insisted 
upon  the  purest  of  ingredients  for  manganese  bronze — the  best 
oif  copper,  and  only  the  highest  grade  of  zinc,  such  as  ^'Bertha" 
or  ''Horsehead."  Without  difficulty  tensile  strengths  of  95,000  lb. 
per  sq.  in.  in  chill-cast  ingots  and  85,000  when  recast  in  sand 
molds,  were  usually  obtained. 

As  to  the  hydrostatic  test  of  castings,  several  confessedly 
imperfect  castings  of  very  large  size,  which  had  been  rejected, 
the  walls  being  about  ij  in.  thick  in  some  cases  and  if  in.  in 
others,  were  submitted  to  hydrostatic  tests  beginning  at  about 
100  lb.  per  sq.  in.  and  increasing,  not  through  minutes  and  hours, 
but  days  and  weeks,  up  to  several  hundred  pounds  per  square 
inch.  Even  these  imperfect  castings,  after  repairs  by  welding, 
successfully  withstood  these  tests  to  an  ultimate  pressure  of 
about  1000  lb.  per  sq.  in.,  maintained  for  some  time;  and  although 
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some  incipient  cracks  were  slightly  opened,  the  openings  were  on  Mr.  Fiinn* 
the  outside  and  the  castings  were  tight  under  that  enormous 
pressure,  although  designed  for  a  working  pressure  of  only  about 
130  lb.  per  sq.  in.-  All  my  remarks  about  castings  refer  to  man- 
ganese-bronze castings  of  the  usual  range  of  composition. 

Mr.  a.  V.  DE  Forest. — ^Before  we  get  away  from  the  sub-  Mr.  de  Forest, 
ject,  I  should  like  to  ask  whether  we  know  enough  about  season 
cracking  to  be  able  to  discuss  ways  of  curing  it.  It  seems  to  me 
that  while  we  are  talking  about  initial  stresses  and  cracking,  we 
should  determine  accurately  whether  season  cracking  and  corro- 
sion cracking  are  one  and  the  same.  To  many  people,  they  are 
the  same  thing.  Mr.  Lindsay's  example  of  the  cartridge  cases 
looked  exceedingly  like  a  pure  corrosion  effect,  but  I  do  not 
think  the  case  is  as  yet  proved.  A  possible  explanation  of  the 
rods  Mr.  Webster  mentioned  is  that  the  sprung  rod  has  an  out- 
side layer  which  is  in  compression  and  the  unsprung  rod  an  out- 
side layer  which  is  in  tension.  It  is  then  easy  to  imagine  that  the 
corrosion  effect  on  the  material  in  tension  will  start  cracks  which 
caimot  be  started  with  a  much  higher  compressive  stress. 

Also  it  would  be  interesting  to  know  whether  a  simple  pro- 
tection against  corrosion  would  not  prevent  the  cracking  entirely, 
even  where  there  is  a  high  internal  stress. 

Mr.  Webster.— The  suggestion  of  Mr.  de  Forest  that  prob-  Mr.  Webster, 
ably  a  protective  coating  would  prevent  season  cracking  has  been 
tried  out.  Two  or  three  years  ago  I  drew  some  tubes  very  hard 
and  left  them  in  a  condition  which  would  render  them  exceed- 
ingly liable  to  season  cracking.  Several  samples  were  very  care- 
fully painted;  other  samples  were  left  with  the  natural  finish. 
All  the  samples  were  submitted  to  the  weather,  and  in  a  short 
time  the  unprotected  tubes  all  cracked  and  none  of  the  pro- 
tected tubes  did. 

Mr.  T.  D.  Lynch. — ^The  different  experiences  that  have  Mr.  Lynch, 
been  related  remind  me  of  a  practical  problem  brought  to  my 
attention  a  few  years  ago  on  the  subject  of  brittle  phosphor- 
bronze  wire.  The  cause  and  cure  may  be  of  interest  at  this  time. 
This  wire  was  drawn  very  hard  in  order  to  get  a  high  tensile 
strength.  The  extremely  hard  drawing  seemed  to  be  more  than 
the  metal  could  stand  for  any  length  of  time.  Oiur  tests  on  the 
material  soon  after  it  had  been  made  gave  very  good  results,  but 
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Mr.  Lynch,  after  the  wire  had  been  held  in  stock  for  a  few  weeks  it  was 
found  to  become  extremely  brittle,  often  breaking  while  in  coils 
in  stock  due  to  the  internal  stresses.  After  considerable  investi- 
gation it  was  found  that  the  wire  could  be  toughened  by  heat 
treatment,  even  the  brittle  wire  being  susceptible  to  toughening 
by  immersing  the  wire  in  oil  heated  to  200°  C.  for  a  period  of 
2  hours.  Before  treatment  the  wire  could  easily  be  broken  in  the 
fingers.  After  treatment  it  was  very  tough  and  ductile,  while 
the  tensile  strength  was  not  in  the  least  depreciated. 

In  another  case  a  lot  of  tempered  steel  springs  were  breaking 
in  service,  to  which  a  cooking  treatment  was  given.  This  con- 
sisted in  heating  the  springs  in  oil  at  300°  C.  for  a  period  of 
2  hours.  This  treatment  toughened  the  springs  and  no  further 
trouble  from  brittleness  was  experienced. 

The  above  and  other  experiences  lead  me  to  believe  that 
castings  and  forgings  can  be  improved  to  a  very  large  degree  by 
heating  uniformly  to  about  300°  C.  for  a  sufficient  length  of  time 
for  the  stresses  to  be  relieved.  The  possibilities  of  removing 
stresses  at  relatively  low  temperatures  are  not  generally  appre- 
ciated and  are  worthy  of  consideration. 

Mr.  Price.  Mr.  W.  B.  Price. — I  think  that  while  we  are  on  the  sub- 

ject of  so-called  season  and  corrosive  cracking,  it  should  be  under- 
stood, once  for  all,  that  season  cracking  is  an  erroneous  term; 
it  should  be  called  corrosion  cracking,  for  in  my  experience,  and 
I  think  Mr.  Bassett  and  Mr.  Webster  will  bear  me  out,  I  have 
never  seen  a  case  of  so-caUed  season  cracking  that  was  not 
attended  by  corrosion  of  some  sort. 

Mr.  FUnn.  Mr.  Flinn. — Some  experiments  in  the  Board  of  Water  Sup- 

ply laboratory  showed  that  brass,  if  stressed  under  the  yield 
point  or  elastic  limit  and  corroded,  did  not  crack.  Brass  which 
was  stressed  beyond  that  limit,  no  matter  whether  by  working 
stress  or  so-called  initial  stress,  and  corroded,  did  crack;  in  other 
words,  corrosion  seemed  to  be  necessary  with  the  stress  to  bring 
out  the  cracking,  because  even  when  subjected  to  excessive 
stress  for  a  long  time  and  protected,  it  did  not  crack. 
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HIGH-SILICA  PORTLAND  CEMENT. 

By  a.  W.  K.  Billings. 

SUMMARY. 


In  detennining  the  suitabiUty  of  given  raw  materials  for  the 
manufacture  of  Portland  cement  it  is  usual  to  insist  that  the  pro- 
portions of  the  principal  components — ^lime,  silica,  alumina  and 
iron — lie  within  certain  empirical  limits.  The  possibility  of  pro- 
ducing satisfactory  cements  with  materials  whose  composition 
lies  outside  of  these  limits  is  recognized  by  some  authorities,  but 
often  the  cement  chemist  relies  upon  the  empirical  formulas  and 
arbitrarily  rejects  such  materials  without  investigating  whether 
they  can  be  used  and  whether  their  use  is  economically  justi- 
fiable. 

A  particular  case  (the  construction  of  a  large  concrete  dam 
in  Spain)  is  dted  in  which  experts  pronounced  the  raw  materials 
unsuitable  because  the  proportion  of  silica  was  above  the  usual 
limits;  special  economic  conditions,  however,  justified  the  instal- 
lation of  a  mill  for  manufacturing  cement  from  these  materials. 
A  modem  cement  mill  was  erected  and  a  very  satisfactory  high- 
silica  cement  was  produced.  This  cement  is  compared  with 
commercial  cements,  and  attention  is  called  to  the  fact  that  high- 
silica  cements  are  more  reliable  than  average  and  high-alumina 
cements,  and  superior  for  uses  which  do  not  demand  rapid  harden- 
ing, but  that  they  would  frequently  be  rejected  imder  a  literal 
enforcement  of  present  standard  specifications.  While  high- 
silica  cements  will  not  come  into  the  general  market  imtil  pur- 
chasers are  willing,  imder  certain  conditions,  to  pay  more  for 
them  than  for  ordinary  cements,  there  should  be  greater  latitude 
in  passing  upon  the  suitability  of  such  raw  materials  and  iii  test- 
ing the  resulting  cements. 

The  conditions  imder  which  the  manufacture  of  high-silica 
cement  may  be  justifiable  are  discussed  briefly. 

(239) 
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By  a.  W.  K.  Billings. 

In  raw  materials  for  Portland  cement  the  proportions  of 
magnesia,  sulphur  and  other  objectionable  elements  must  be  low 
and  the  proportions  of  lime,  alumina,  silica  and  iron  must  be 
such  that  the  mix  can  be  burned  and  ground  properly  and  that 
the  resulting  cement  will  be  soimd  and  will  attain  the  required 
strengths  at  stated  periods. 

In  judging  the  suitability  of  given  raw  materials  the  relative 
proportions  of  the  important  components  are  usually  required  to 
fall  within  certain  empirical  limits.  The  utility  of  these  different 
ratios  or  indices  and  the  permissible  limits  of  each  have  long  been 
discussed  on  theoretical  and  on  practical  grounds,  but  the  lack 
of  any  clear  and  generally  accepted  theory  of  the  composition  and 
behavior  of  cement  has  hindered  the  settlement  of  these  ques- 
tions. Though  authorities  admit  the  possibility  of  producing 
good  cements  which  lie  outside  these  limits,  there  is  a  tendency 
to  employ  certain  of  these  rules  rather  blindly. 

This  note  is  therefore  written  from  the  standpoint  of  the 
engineer  or  user  of  cement,  rather  than  the  chemist  or  manu- 
facturer. In  the  particular  case  which  is  described  unusual 
economic  conditions  justified  the  manufactiure  of  high-silica 
cement;  its  use  in  an  important  structure  under  very  dose  inspec- 
tion of  a  Spanish  Government  Commission  required  a  careful 
study  of  its  qualities;  and  the  fact  that  the  mill  was  later  installed 
in  a  permanent  location  to  manufacture  cement  of  average  com- 
position under  ordinary  commercial  conditions  eliminates  from 
the  present  discussion  the  natural  bias  of  a  manufacture  in  favor 
of  his  own  product.  None  of  the  cement  produced  was  sold,  nor 
does  the  writer  happen  to  know  of  any  cement  of  nearly  identical 
composition  on  the  market.  It  is  well,  however,  to  call  attention 
to  the  qualities  and  advantages  of  such  cements  and  the  condi- 
tions under  which  their  manufacture  and  use  may  be  economic- 
ally justifiable. 

(240) 
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Among  the  empirical  rules  frequently  used  in  determining 
the  suitability  of  given  raw  materials,  may  be  mentioned  the 
following  ^- 

The  "hydrauUc  index/' 

Si02+  AUO, 


CaO       ' 

is  generally  required  to  lie  between  0.50  and  0.42.    The  "lime 
ratio," 

CaO 
SiC+Al^C+FejO,' 

should  lie,  according  to  Meade,  between  1.9  and  2.1,  or,  accord- 
ing to  Michaelis  between  1.8  and  2.2.    The  "index  of  activity," 

SiO> 
A1,0,' 

is  usually  required  to  lie  between  2.5  and  5.    Meade  states  that 
if  this  ratio  lies  between  these  limits,  then  the  ratio 

^^  =2.05. 


SiOi-FcOi-AW), 

The  "silica  modulus," 

SiO, 
Al,0,+Fe.O, ' 

is  usually  required  to  lie  between  1.8  and  4.0. 
Le  Chatelier  gives  the  following  rules: 

^5^±^=3(usuaUy2.5to2.7) 
SiOj+AIjO,  <     '         ^  ^ 

c.^^'?.t.^^  r.    =  3  (^^^y  3-5  to  4.0) 
SiO,-Al,0»-FeA 

Newberry  requires:  CaO=2.8  (Si02)  +  l.l  (AlA). 

These  rules  are  useful  in  routine  work  and  under  average 
conditions  of  commercial  competition,  but  may  be  misleading  when 
applied  to  unusual  cases.    For  example,  high  cost  of  transporta- 
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tion,  or  the  desirability  of  increased  resistance  to  disintegration, 
may  justify  going  against  these  rules. 

Meade  states  that  "high-silica  cements  are  usually  slow 
setting  and  of  good  tensile  strength;  they  harden  also  slowly  and 
usually  show  a  progressive  gain.  Cements  with  an  index  of 
activity  of  more  than  5  are  usually  very  hard  to  bum;  they  are 
slow  setting  and  also  slow  hardening.  Their  early  strength  is 
often  lower,  but  ultimately  they  obtain  as  great  strength  as  other 
cements.  There  are  a  number  of  high-silica  cements  on  the  Ameri- 
can market  which  have  great  difficulty  in  meeting  standard 
specifications  as  to  seven-day  strength." 

The  experience  herein  described  confirms  this  statement. 
The  fact,  however,  that  most  of  the  specialists  consulted  stated 
that  the  silica  was  too  high  to  permit  manufacture  of  cement, 
seems  to  indicate  that  insufficient  attention  was  paid  by  them 
to  the  special  economic  conditions  involved,  and  to  the  fact  that 
a  very  high  grade  of  cement  can  be  made  from  such  materials 
when  desired. 

In  connection  with  extensive  hydro-electric  developments 
near  Barcelona,  Spain,  climatic  conditions  made  necessary  a 
large  reservoir  for  regulating  the  flow  of  the  Noguera  Pallaresa 
River.  A  suitable  site  was  found  near  the  town  of  Talam  in 
Lerida  Province,  and  here  a  very  high  dam  of  gravity  section  was 
built  using  cyclopean  concrete,  the  height  above  bedrock  being 
82  meters  (270  ft.),  or  104  meters  (341  ft.)  above  the  lowest 
point  in  the  cutoff  wall,  the  length  of  crest  207  meters  (680  ft,), 
and  the  volume  270,800  cubic  meters  (355,000  cu.  yd.)  in  the 
dam  proper.  The  dam  is  the  fourth  or  fifth  highest  in  the  world 
and  much  higher  than  any  other  in  Europe;  consequently  very 
close  attention  was  paid  by  the  Spanish  government  engineers 
to  the  design,  materials  for  construction  and  execution  of  the 
work. 

The  cost  of  transportation  was  an  important  factor,  as  the 
dam  is  situated  in  the  foothills  of  the  Pyrenees,  one  hundred  and 
twenty  miles  from  Barcelona  and  fifty-five  miles  from  the  nearest 
railroad;  the  construction  of  a  temporary  railroad  was  imprac- 
ticable and  all  machinery,  coal  and  other  materials  had  to  be 
hauled  to  the  site  by  animal  and  mechanical  traction  over 
extremely  bad  roads.    About  100,000  tons  of  cement  were  orig- 
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inally  required,^  only  a  small  part  of  which  could  have  been 
supplied  by  existing  Spanish  mills;  imj)orted  cement  was  expen- 
sive and  the  added  cost  of  transportation  to  the  site  and  the  delay 
in  the  work,  if  reliance  had  to  be  placed  on  these  sources  of 
supply,  made  it  very  desirable  to  manufacture  a  high-grade 
Portland  cement  at  or  near  the  site. 

The  dam  is  founded  in  a  sandstone  formation  which  is 
overlaid  by  an  argillaceous  limestone  or  "marl"  about  ten  meters 
(33  ft.)  in  thickness,  and  this  in  turn  by  a  layer  of  silidous  lime- 
stone of  similar  thickness,  from  which  the  stone  for  the  concrete 
was  obtained.  The  surrounding  country  is  composed  of  similar 
sedimentary  deposits,  all  containing  silica  in  considerable 
amount. 

The  materials  were  examined  by  an  expert  from  London 
and  duplicate  samples  were  sent  to  another  in  New  York.  Both 
advised  the  company  that  the  proportion  of  silica  was  too  high 
to  make  satisfactory  cement.  An  English  manufacturing  expert 
recommended  a  rather  distant  site  where  the  proportion  of  ^ca 
was  slightly  lower,  using  a  semi-wet  process.  After  further 
careful  study  of  the  situation,  the  recommendation  of  an  Ameri- 
can cement  mill  engineer  in  the  company's  employ  was  approved, 
and  it  was  decided  to  install  the  mill  at  the  dam  site  and  to  use 
the  materials  immediately  at  hand.  The  economic  conditions 
already  indicated,  and  the  conviction  that  a  high  silica  cement 
was  especially  suited  for  this  work,  were  considerations  which 
outweighed  the  anticipated  difficulty  and  extra  cost  of  manu- 
facture. 

A  modem  two-rotary  dry  process  plant,  electrically  equipped 
throughout,  having  a  nominal  capacity  of  1500  barrels  per  day, 
was  immediately  ordered  (August,  1912),  installed  as  soon  as 
received  and  put  in  operation  just  one  year  later.  Ball  and  tube 
mills  for  both  raw  and  finish  grinding  were  adopted  principally 
because  of  labor  conditions.  Waste  heat  utilization  was  adopted 
because  fuel  was  expensive  and  a  boiler  plant  was  needed  in  any 
case  for  pushing  the  construction  work  while  transmission  lines,  a 
smaller  waterpower,  and  a  steam  plant  on  the  railroad  were  being 
built.    Motor  drive  was  preferred  because  electric  power  would 

>  The  outbreak  of  the  present  war,  however,  interrupted  the  work  for  nearly  a  year  and 
caused  a  change  in  program,  so  that  only  66,000  tons  were  manufactured  before  the  mill  was 
dismantled  for  removal  to  its  permanent  location  in  oonmiercial  work. 
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be  available  by  the  time  the  mill  was  installed,  because  later  in 
its  permanent  location  the  mill  would  be  a  power  customer  of 
importance,  and  because  the  temporary  location  was  a  very 
cramped  and  irregular  space  on  the  cliflf  three  hundred  feet  above 
the  river  and  a  satisfactory  mechanical  drive  was  difficult. 

It  may  be  mentioned  that  when  the  construction  of  the  dam 
was  completed  this  mill  was  sold  to  a  cement  manufacturing 


Table  I. — ^Typical  Analyses. 


SiOi,  percent 

AUG..      ••      

FmCH.      -      

CaO.       ••      

MgO,      -      

SO*        -     

Loss  on  ignition,  per  oent. , 


limeBtone. 

U.M« 

1.18 

O.M 

47.84 

0.61 

38.26 

99.86 

Marl. 


83.92 
11.42 
3.66 
25.92 
1.01 
0.04 
28.65 
99.52 


Cement. 


T^eaL 


26.28 
4.61 
2.01& 

63.00 
0.87 
0.96 
1.89 

99!^ 


Range. 


25.00-28.00a 
4.09-  5.67 
1.90-  2.60 

60.00-64.00 
0.72-  1.53 
0.94-  1.46 
1.18-  4.00< 


1914 
Average. 


25.71 
4.75 
2.29 

62.56 
0.91 
1.24 
2.23 

99.69 


1915 
ATerage. 


26.45 
4.26 
2.38 

61.09 
1.06 
1.04 
3.66 

9!ri» 


Hydraulic  Index ■■  (aiIica+alumina)-Mime. . 
Lime  Ratio"  fime+ (sifiea+alumina+izon) . 

Index  of  AotiTitF^'alica-i-almnina 

Sifiea  Modllln8BBifica•^(aIumina+iron} . . . 


0.49 
1.91 
5.70 
3.97 


0.44-  0.51 

1.80-  2.00 

5.00-  7.00 

3.00-  4.60 


0.49 
1.91 
5.41 
3.65 


0.50 
1.85 
6.23 
8.90 


rtonerequiT 

b  Some  iron  ore  was  added  to  fMiQtate  elinkeriiig;  this  component  subject  to  independent  oontroL 
c  LoBB  on  ignition  due  to  long  period  of  weathering  (up  to  two  years)  in  open;  proper  grinding  was  diiB- 

colt  when  looi  was  over  8.75  per  cent,  hence  this  was  kept  below  4.00  usually  by  drying  or  mixing  with  fresh 

clinker. 


company,  delivered  at  the  dam  site,  for  over  80  per  cent  of  its 
initial  cost  delivered  in  Barcelona;  the  sale  of  electric  j)ower  to 
the  mill  in  its  new  location  should  bring  in  a  revenue  of  $80,000 
per  year,  and  arrangements  were  included  in  the  contract  for 
the  purchase  of  cement  for  future  work  at  special  prices.  The 
financial  as  well  as  technical  results  were,  therefore,  deemed 
satisfactory. 

Typical  analyses  of  the  limestone,  "marl,**  and  cement  are 
given  in  Table  I. 
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During  the  early  part  of  the  work  the  Spanish  government 
engineers  had  a  series  of  tests  made  at  different  laboratories 
comparing  random  samples  of  this  and  of  two  other  high-grade 
Spanish  cements,  and  of  one  English  cement  which  was  in  use 
on  other  work.  These  results  and  also  the  average  of  the  mill 
tests  for  the  Ebro  (high-silica)  cement  are  given  in  Table  II 
and  in  Fig.  1. 

As  was  to  be  expected,  the  high-silica  cement  ("Ebro" 
brand)  set  within  the  usual  time,  but  hardened  very  slowly;  it 
was  imiformly  sound  and  the  autoclave  test  always  gave  satis- 
factory results.  The  strength  at  one,  7  and  28  days  was  fre- 
quently less  than  that  required  by  standard  specifications  and  the 
literal  enforcement  of  these  would  have  resulted  in  the  rejection 
of  a  large  part  of  the  output  of  the  mill.  The  strength  at  later 
periods  was  greater  than  tiiat  of  first-class  cements  of  usual  com- 
position, and  the  steady  gain  in  long-time  tests,  which  was  espe- 
cially evident  in  concrete  made  with  this  cement,  was  one  of  the 
most  convincing  indications  of  its  reliability  and  sustained  high 
strength.  The  Spanish  government  engineers,  at  first  very 
skeptical,  became  fully  convinced  of  the  high  quality  of  this 
cement  and  heartily  approved  the  use  of  it. 

A  very  extensive  series  of  concrete  tests  was  carried  on 
during  the  execution  of  the  work,  but  no  attempt  will  be  made  to 
discuss  them  here  as  the  results  are  of  somewhat  special  applica- 
tion. No  natural  sand  whatever  was  used  in  the  construction 
of  the  dam,  the  concrete  being  made  from  a  carefully  graded 
mixture  of  crushed  limestone  ranging  from  3-in.  down  to  the 
finest  dust.  The  density,  impermeability  and  strength  were 
much  higher  than  with  ordinary  sand  and  stone.  The  density 
averaged  about  2.42,  that  of  the  limestone  being  2.68.  Using 
230  kg.  per  cu.  m.  (1.03  bbl.  per  cu.  yd.)  of  cement,  compression 
tests  on  15-cm.  (6-in.)  cubes  taken  daily  from  the  mixers,  stored 
IQ  water  for  84  days  and  then  in  air,  gave  results  as  follows: 

7  DA.     28  DA.     84  DA.       6  MO.       1  YR. 

CompressiveStrength,  lb.  persq.  in...  745     1390    2200    2910    3290 
(The  increase  in  strength  after  3  months  is  partly  due  to  drying 
out  of  the  cubes.) 

Cubes  cut  from  the  dam  gave  somewhat  higher  results,  in 
some  cases  attaining  5700  to  6200  lb.  per  sq.  in.    The  government 
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required  a  minimum  strength  of  2135  lb.  per  sq.  in.,  and 
the  greatest  compressive  stress  in  the  dam,  calculated  by  Levy's 
theory,  was  about  285  lb.  per  sq.  in.  The  satisfactory  residts 
in  the  concrete  work  are  due  in  part  to  the  intelligent  use  of 
artificially  graded,  crushed  mixtures  and  in  part  to  the  use  of 
high-silica  cement. 

The  development  of  internal  heat  in  the  mass  of  concrete 
from  the  chemical  reactions  involved  in  the  setting  of  the  cement 
was  much  less  marked  than  with  cements  containing  more 
alumina,  and  consequently  the  subsequent  contraction  of  the 
dam  has  been  imperceptible.  Usually  in  a  mass  of  concrete  of 
these  dimensions  the  interior  attains  a  temperature  20  or  30°  C. 
higher  than  the  final  average  temperature,  and  when,  after  a 
few  years,  the  latter  is  reached,  considerable  contraction  is  evi- 
dent, amounting  to  one  or  two  parts  in  ten  thousand  in  linear 
dimensions.  In  the  present  case  no  such  contraction  is  apparent, 
nor  was  there  at  any  time  evidence  of  appreciable  rise  of  tem- 
perature due  to  chemical  reactions.  For  this  reason  it  is  neces- 
sary, in  working  with  high-silica  cement,  to  pay  special  attention 
to  protection  from  freezing  in  winter  weather,  as  hardening  is 
retarded  and  freezing  of  exposed  surfaces  occurs  more  rapidly. 

In  the  manufacture  of  high-silica  cement  the  temperature 
required  in  the  kiln  for  the  clinkering  of  the  mix  is  considerably 
higher  than  for  average  cements,  resulting  in  increased  fuel  con- 
sumption and  cost  of  maintenance  of  the  kiln  lining.  Consider- 
able difficulty  was  experienced  at  the  start  due  to  several  causes 
which  were  remedied,  generally  speaking,  simultaneously. 
Insufficient  care  in  selecting  the  materials,  lack  of  experience  of 
the  native  burners,  improper  air  supply  for  the  pulverized  coal, 
the  use  of  a  local  firebrick,  and  the  need  of  more  iron  in  the  mix- 
ture were  remedied  without  serious  trouble  and  the  product  was 
uniformly  satisfactory  thereafter,  although  the  percentage  of 
silica  had  to  be  watched  closely  at  all  times.  It  was  found 
advantageous  to  add  from  one  to  two  per  cent  of  low-grade  iron 
ore  to  the  mix  to  increase  its  fusibility. 

It  is  not  possible  to  calculate  accurately  the  increased  cost 
of  manufacture  of  this  cement,  because  no  materials  for  a  normal 
mix  were  available  for  comparison.  It  is  estimated,  however, 
that  the  increased  coal  consumption  amounts  to  about  six  per 
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cent  of  the  weight  of  the  cement.  The  lining  maintenance  is 
not  excessive,  but  depends  greatly  on  the  skill  of  the  burner.  If 
the  proportion  of  iron  can  be  controlled,  by  adding  iron  ore  or 
otherwise,  this  difficulty  is  not  important;  otherwise  a  practical 
limit  is  quickly  reached,  on  account  of  the  rapid  increase  in  fuel 
consumption. 

No  appreciable  difference  from  ordinary  conditions  in  the 
ease  of  grinding  the  dioker  was  noted.  The  dioker  required 
only  a  brief  period  of  storage,  if  any,  to  ensure  soundness,  but 
construction  conditions,  and  especially  the  interruption  of  the 
work  for  one  year  by  the  present  war,  necessitated  storing  a  large 
amount  of  clinker  in  the  open  for  one  or  two  years.  This  weather- 
ing increased  the  tendency  to  slowness  in  hardening,  especially 
when  the  loss  on  ignition  (due  principally  to  combined  mois- 
ture) was  allowed  to  exceed  3  per  cent.  When  this  reached  4 
per  cent,  the  amount  of  steam  generated  in  the  tube  mills  pre- 
vented propo:  grinding. 

The  usual  tests  for  constancy  of  volume  and  soundness  imder 
normal  and  accelerated  tests  gave  imiformly  satisfactory  results, 
although,  as  with  any  cement,  coarse  grinding  of  the  raw  mate- 
rials gave  bad  results  in  the  boiling  test  with  imseasoned  clinker. 
The  autoclave  test  was  always  favorable  and  gave  results  which 
corresponded  to  normal  tests  at  about  28  days.  While  we  believe 
that  the  autoclave  test  favors  a  high-silica  cement,  we  were 
unable  to  determine  any  relation  between  the  results  of  these 
accelerated  tests  and  the  ultimate  strength  of  the  cement  and 
mortar  mixtures  under  normal  conditions.  We  do  believe,  how- 
ever, that  a  cement  which  passes  the  autoclave  test  is  one  which 
will  reach  a  high  ultimate  strength  and  will  prove  satisfactory 
especially  in  mass  concrete  work. 

High-silica  cement  resists  disintegration  from  exposure  to 
the  action  of  gypsum,  alkali  and  sea-water,  where  high-alumina 
cements  suffer  serious  damage.  No  tests  were  made  in  sea- 
water,  but  a  large  irrigation  system  (the  Canal  of  Aragon  and 
Catalonia,  operated  by  the  Spanish  government)  had  experi- 
enced much  difficulty  in  the  maintenance  of  its  tunnel  and  canal 
linings  in  gypsum-bearing  formations,  and  at  the  request  of  the 
engineers  in  charge  a  quantity  of  the  high-silica  cement  was  sent 
to  be  tested  in  comparison  with  a  standard  Spanish  cement 
("Asland")  and  a  German  iron  cement  ("Erzzement")- 
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Briquettes  for  tensile  tests  and  pats  were  made  and  exposed 
for  175  days  to  the  action  of  saline  waters  and  mixtures.  The 
simunary  of  part  of  the  tests  given  in  Table  III  has  been  com- 
bined with  previously  published  results  and  shows  that  the  high- 
silica  cement  resists  best,  and  that  the  only  case  of  disintegra- 
tion with  this  cement  was  with  a  1  : 4  mortar  immersed  175 
dajrs  in  a  28-per-cent  solution  of  sulfate  of  sodimn.  The  neat 
and  1  : 2}  mortar  briquettes  exposed  to  the  same  solution  showed 
no  loss  of  strength  whatever.  The  results  were,  in  fact,  slightly 
higher  than  those  for  the  check  tests  in  pure  water. 

It  is  regretted  that  at  the  outset  a  thorough  test  in  sea- 
water  with  this  cement  was  not  started,  but  such  an  investiga- 
tion was  entirely  beyond  the  scope  of  any  contemplated  work. 
The  distance  from  the  coast  forbade  attempting  to  use  this  cement 
in  port  works,  and  when  the  mill  was  later  moved  to  its  perma- 
nent location,  it  was  intended  to  manufacture  a  normal  cement 
in  order  to  meet  commercial  competition. 

However,  the  effect  of  gypsum  and  other  sulfates  and  alkalies 
on  cement  is  very  similar  to  tiiat  of  sea-water.  It  is  the  writer's 
conviction  that,  in  selecting  cement  for  work  in  sea-water,  or 
where  exposed  to  sulfates  and  alkaline  salts,  preference  should 
always  be  given  to  the  one  containing  the  most  silica  and  the 
least  alumina.  The  percentage  of  iron  would  thus  be  considered 
a  secondary  matter,  and  of  more  importance  to  the  manufacturer 
in  controlling  the  fusibility  of  the  clinker  than  to  the  user  in 
aiding  to  resist  disintegration  of  the  concrete. 

More  attention  should  be  paid  to  the  statement  of  the  chem- 
ical analysis  in  connection  with  cement  and  concrete  tests.  The 
lack  of  this  information  seriously  diminishes  the  value  of  the 
majority  of  published  tests,  and  the  omission  of  long-time  results 
in  many  cases  still  further  limits  the  deductions  which  can  be 
made.  It  is  desirable  that  the  analysis  should  always  be  given, 
and  eventually  on  many  orders  of  importance  the  limits  of  varia- 
tion of  the  principal  components  will,  it  is  believed,  be  specified. 

In  rfeumfi,  if  the  customary  empirical  rules  show  that  the 
raw  materials  will  produce  a  normal  cement,  no  further  investi- 
gation of  this  point  is  essential;  if,  however,  they  indicate  the 
possibility  of  producing  a  cement  of  somewhat  abnormal  com- 
position, a  careful  study  of  the  qualities  of  the  resulting  cement, 
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the  purpose  for  which  intended,  and  the  attendant  economic 
conditions,  is  essential  before  a  decision  is  reached.  A  high- 
silica  cement  requires  in  manufacture  closer  attention,  more  fuel 
and  more  frequent  renewal  of  the  kiln  linings;  an  increase  in  the 
proportion  of  iron  aids  materially  in  controlling  these  diflBiculties, 
but  high  silica  necessarily  means  increased  cost  of  manufacture. 
In  purely  commercial  competition  with  nearby  mills  in  an  open 
market  such  a  cement  would  be  at  a  considerable  disadvantage. 
For  ordinary  reinforced-concrete  work,  where  quick  hardening 
permits  rapid  construction  and  reduced  cost  of  forms,  a  normal 
cement,  or  even  one  high  in  alumina,  will  be  preferred.  For 
dams,  mass  concrete  work,  reinforced  work  where  no  consider- 
able stress  is  applied  for  several  weeks  or  months,  and  especially 
in  all  cases  where  resistance  to  disintegration  and  high  ultimate 
strength  are  important,  a  high-silica  cement  is  preferable. 

The  user  of  cement  for  such  work  should  accept  low  early 
strengths,  if  good  strength  at  later  periods  is  assured,  and  may 
therefore  permit  imder  intelligent  inspection  a  reduction  below 
standard  specifications  in  the  requirements  for  routine  accept- 
ance tests.  For  work  in  sea-water,  high-silica  cement  is  worth 
more  to  the  user  and  should  command  a  higher  price,  in  propor- 
tion to  the  increased  cost  of  manufacture.  More  attention  to 
the  chemical  composition  6i  cements  on  the  part  of  the  engineer 
and  user  is  desirable. 
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DISCUSSION. 


Mr.  Newberry.  Mr.  S.  B.  Newbekry  (prescfUed  in  written  farm  and  read 
hy  the  Secretary). — I  have  read  with  much  interest  the  preprint 
of  the  paper  by  Mr.  Billings.  The  suggestions  and  informa- 
tion he  gives  in  reference  to  the  behavior  of  cements  high  in 
silica  are  important  and  useful.  Referring,  however,  to  the 
low  strength  at  short  periods  which  the  high-silica  cement  of 
the  "Ebro"  brand  shows,  I  would  point  out  that  the  typical 
analysis  of  this  cement  shows  it  to  be  decidedly  low  in  lime. 
If  its  composition  had  been  normal,  with  perhaps  65  to  66  per 
cent  of  lime,  it  would  certainly  have  shown  practically  normal 
strength  at  short  periods. 

In  calculating  a  normal  composition  for  Portland  cement 
there  is,  I  am  satisfied,  no  formula  which  properly  reveals  the 
character  of  the  cement  except  that  suggested  by  Le  Chatelier 
and  modified  and  simplified  by  myself,  as  quoted  in  Mr.  Billings' 
paper.  This  formula:  CaO  =  2.8  (Si02)  +  1.1  (AlaOs),  may 
be  transposed  to  read, 

CaO-1.1  (AUOs)  ^^ 
SiO, 

This  must  be  imderstood,  however,  to  represent  practically 
the  maximmn  amount  of  lime  consistent  with  good  hot  tests 
for  constancy  of  volume.  I  have  proposed  to  call  this  figiure 
the  "lime  factor."  In  properly  proportioned  cement  raw 
materials  this  may  be  as  high  as  2.8,  but  for  practical  purposes 
it  is  better  to  hold  it  at  about  2.7.  Owing  to  the  effect  of  the 
ash  of  the  fuel  used  in  burning,  the  lime  factor  of  finished  cement 
is  usually  considerably  lower,  for  example,  2.5  to  2.6. 

I  find  by  calculation  from  the  typical  analysis  of  Ebro 
cement  given  in  Table  I  of  the  paper,  that  the  lime  factor  of  this 
cement  is  only  2.22.  This  is  decidedly  too  lo^r  for  prompt 
hardening  and  shows  the  cement  to  be  distinctly  overclayed. 
It  is  well  known  that  overclayed  cements,  while  they  may  be 
quick  setting,  are  always  slow  in  hardening,  showing  low  strengths 
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at  short  periods,  although  they  may  show  very  superior  strength  Mr.  Newberry, 
at  one  year  or  longer.  It  is  probable  that  this  low-lime  com- 
position was  adopted  in  the  case  of  the  Ebro  cement  to  pre- 
vent excessive  fuel  cost  in  burning.  This  was  undoubtedly 
accomplished  at  the  expense  of  prompt  hardening.  The  com- 
pany with  which  I  am  connected  has  for  many  years  made 
cement  at  two  of  its  plants  which  shows  a  silica  ratio  of  3.5  to 
3.6,  or  not  much  below  that  of  the  Ebro  cement,  which  shows  a 
silica  ratio  of  3.97.  We  have  in  fact  successfully  made  cement 
of  as  high  silica  ratio  as  4.5  at  considerably  increased  expense 
for  fuel,  but  have  obtained  with  this  cement  perfectly  normal 
tests  at  7  and  28  days,  and  longer  periods. 
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APPARENT  SPECIFIC  GRAVITY  OF.  NON- 
HOMOGENEOUS  FINE  AGGREGATES. 

By  a.  S.  Rea. 
S  UNI  MARY. 


The  object  of  this  investigation  was  to  devise  a  method 
by  which  the  "apparent"  specific  gravity  of  sand  or  other 
fine  aggregates  can  be  accurately  determined. 

In  general  the  "true''  specific  gravity  of  materials  of  this 
class  does  not  offer  any  indication  of  the  value  or  suitability 
of  such  materials  for  the  purposes  they  are  intended. 

On  the  other  hand  the  "apparent''  specific  gravity  as 
determined  by  the  usual  displacement  metiiod  is  extremely 
inaccurate  for  aggregates  containing  a  considerable  percentage 
of  relatively  porous  particles  or  grains. 

The  method  herein  described  for  the  determination  of 
the  "apparent"  specific  gravity  of  fine  aggregates  makes  pro- 
vision for  the  porosity  of  the  grains,  and  hence  gives  results 
which  are  more  indicative  of  the  properties  of  this  class  of 
aggregate  than  is  given  by  the  true  specific  gravity  determination. 


(256) 


Digitized  by  VjOOQIC 


APPARENT  SPECIFIC  GRAVITY  OF  NON- 
HOMOGENEOUS  FINE  AGGREGATES. 

By  a.  S.  Rea. 

The  specific  gravity  or  relative  weight  of  such  materials 
as  rock,  slag,  gravel,  sand,  and  similar  materials  used  in  road 
and  building  construction  is  generally  considered  of  sufficient 
importance  to  justify  the  inclusion  of  this  determination  in  the 
routine  tests  of  such  aggregates. 

The  specific  gravity  of  such  materials  may  be  expressed 
as  the  "true  specific  gravity"  or  as  the  "apparent  specific 
gravity."  The  first  of  these  is  applied  to  the  specific  gravity 
of  the  substance  of  which  the  mass  is  composed,  while  the 
second  is  applied  to  the  specific  gravity  of  the  mass  including 
the  air  spaces  or  voids. 

From  the  standpoint  of  their  use  as  aggregates  the  apparent 
specific  gravity  determination  of  such  materials  is  the  more 
important  for  the  reason  that  the  true  specific  gravity  deter- 
mination will  not  in  general  give  any  indication  of  the  value 
or  suitability  of  such  materials  for  construction  purposes. 

Until  about  four  years  ago  one  of  the  most  common  methods 
of  determining  the  specific  gravity  of  such  materials  as  rock 
was  the  so-called  displacement  method  by  which  the  specimen 
is  first  weighed  in  air,  then  in  water  and  from  these  results  the 
specific  gravity  calculated.  It  was  foimd,  however,  that  this 
method  was  not  accurate  for  porous  materials  due  to  the  fact 
that  no  provision  was  made  for  the  absorption  of  water  by  the 
specimens  while  the  determination  was  being  made.  At  the 
present  time  there  are  a  number  of  methods  in  use  by  which 
the  apparent  specific  gravity  of  rock  and  similar  materials  may 
be  satisfactorily  determined.  Practically  all  of  these  methocb 
make  provision  for  the  porosity  of  the  material  by  immersing 
the  specimens  in  water  imtil  no  more  water  is  taken  up  after 
which  the  specimens  are  surface  dried  and  the  volmne  determined 
by  some  displacement  method. 

It  is  evident  that  such  a  method  is  not  practical  for  fine 
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aggregates,  such  as  sand,  for  the  reason  that  it  involves,  after  the 
immersion  of  the  specimens  in  water,  the  subsequent  wiping 
of  the  surfaces  of  the  individual  pieces  to  remove  excess  of 
water.  This  of  course  cannot  be  done  satisfactorily  for  a  large 
number  of  small  grains'below  a  quarter  of  an  inch  in  size. 

It  is  likewise  evident  that  if  the  sand  contains  an  appre- 
ciable percentage  of  relatively  porous  grains,  such  as  sand- 
stone, shale,  or  limestone  fragments  that  it  will  not  be  possible 
to  obtain  an  accurate  determination  of  the  apparent  specific 
gravity  of  the  material  by  the  usual  displacement  method  used 
for  such  materials  in  which  the  volume  is  determined  by  the 
displacement  of  water  or  other  liquid  in  some  form  of  specific 
gravity  flask  or  graduated  cylinder. 

Recognizing  the  desirability  of  having  a  method  of  deter- 
mining the  apparent  specific  gravity  of  non-homogeneous  fine 
aggregates  in  such  a  manner  that  the  porosity  of  the  grains 
would  be  provided  for,  led  the  writer  to  make  some  investi- 
gations and  experiments  with  this  object  in  view.  The  experi- 
ments conducted  covered  a  considerable  number  of  different 
methods  and  procedures  of  which  it  is  unnecessary  for  the 
purpose  of  this  paper  to  describe  or  discuss.  The  method  which 
was  the  most  satisfactory  from  the  standpoint  of  both  accuracy 
and  convenience  and  has  been  adopted  in  the  Testing  Laboratory 
of  the  Ohio  State  Highway  Department  as  a  standard  test  is 
described  as  follows: 

Method  of  Determining  the  Apparent  Specific  Gravity  of 
Fine  Aggregates.— Five  hundred  grams  of  the  thoroughly  dried 
sample  dre  placed  in  a  500-cc.  graduated  cylinder  provided 
with  a  glass  stopper.  Approximately  20  cc.  of  kerosene  or  a 
sujficient  quantity  to  satiurate  the  grains  and  allow  for  a  slight 
exdess  is  then  poured  into  the  cylinder.  The  stopper  is  inserted 
and  the  cylinder  is  vigorously  shaken  until  all  of  the  sand  grains 
appear  to  be  coated  with  kerosene.  A  measured  quantity  of 
water,  usually  250  cc,  is  then  introduced  into  the  cylinder. 
The  cylinder  is  then  thoroughly  shaken  to  bring  the  excess 
of  kerosene  to  the  surface  of  the  water.  The  two  liquids,  kero- 
sene and  water,  being  non-miscible  and  of  different  specific 
gravity,  a  clean  line  of  demarcation  will  form  between  theln 
and   the   reading   of    the   volume   of    water   can  be   readily 
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obtained.  From  the  dry  weight  of  the  aggregate  and  the  volume 
of  the  liquid  displaced,  the  "apparent*'  specific  gravity  of  the 
aggregate  can  be  calculated. 

In  this  method  the  grains  of  sand  retain  the  kerosene  in 
their  pores  by  capillary  attraction,  so  that  in  displacement  the 
volimie  is  not  that  of  the  substance  composing  the  grains, 
but  the  volume  of  the  grains  themselves.  Any  excess  of  kerosene 
beyond  that  necessary  to  fill  the  pores  rises  to  the  surface  of 
the  water. 

Table  I. — ^Results  of  Specific  Gravity  Determinations. 


Sample. 


standard  Ottawa  Sand. 
limoBtone  Screemsipi. . 

SazKbtone 

SaiidC3-1312 

"     -  1319 

"     «  1330 

"     "  1321 

"     "  1326 

••     "  1828 

"     "  1329 

"     "  1331 

"     "  1333 

-     ••  1330 

"     ••  1344 


By  Usual 

Dinlaoement 

Method. 


2.66 
2.63 
2.47 
2.63 
2.60 
2.69 
2.63 
2.60 
2.67 
2.63 
2.72 
2.63 
2.65 
2.63 


By  Method 
Deecribed. 


2.66 
2.55 
2.41 
2.52 
2.50 
2.46 
2.50 
2.58 
2.64 
2.62 
2.66 
2.60 
2.63 
2.48 


Variation. 


0.00 
0.06 
0.06 
0.11 
0.10 
0.12 
O.U 
0.02 
0.03 
0.01 
0.06 
0.08 
0.03 
0.05 


In  order  to  determine  whether  an  appreciable  film  of  kero- 
sene adheres  to  the  surface  of  the  grains,  which  would  thus 
result  in  an  increased  volume  of  liquid  displaced  with  a  conse- 
quent lowering  of  the  specific  gravity,  determinations  by  this 
method  were  made  on  standard  Ottawa  sand.  This  sand  is 
composed  of  practically  pure  quartz  grains,  hence  its  absorption 
need  not  be  considered.  The  results  showed  this  film  to  be  so 
slight  as  not  to  appreciably  affect  the  results. 

To  determine  on  the  other  hand  whether  the  grains  will 
completely  retain  the  kerosene  in  the  cavities  or  pores  during 
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the  process  of  shaking  the  sand  in  water,  a  series  of  determina- 
tions was  made  on  samples  of  crushed  stone  and  slag  of  pre- 
determined specific  gravity.  The  results  here  showed  that 
except  in  cases  where  the  aggregate  contained  unusually  large 
cavities  or  pores,  as  in  some  very  porous  slags,  this  method  was 
entirely  satisfactory. 

In  making  the  specific  gravity  determination  by  this  method, 
it  is  essential  for  accurate  results  that  the  aggregate  be  dean. 
If  the  sand  contains  an  appreciable  percentage  of  silt  it  should 
be  washed,  otherwise  the  silt  will  be  held  in  suspension  m  the 
kerosene  at  the  top  of  the  water,  thus  introducing  a  slight  error 
as  well  as  making  the  reading  more  difficult.  In  order  to  show 
the  difference  in  the  results  obtained  by  this  method  as  com- 
pared to  the  old  displacement  method,  the  results  obtained 
in  one  series  of  tests  are  given  in  Table  I. 

From  the  figures  given  in  the  table,  it  will  be  noted  that  the 
difference  in  the  specific  gravity  by  the  two  methods  ranges 
from  zero  with  the  Ottawa  quartz  sand  which  has  a  negligible 
absorption  to  0.13  in  the  case  of  sand  G-1321  which  is  a  very 
coarse-grained  sand  consisting  almost  entirely  of  rounded  sand- 
stone fragments.  Between  these  limits  the  specific  gravity  of 
the  sands  show  variations  depending  upon  the  extent  of  the 
porous  grains  present  in  the  sand. 
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PROPERTIES  OF  CEMENT-LIME-SAND  MORTARS. 
By  Warken  E.  Emley. 

SUMMARY. 


In  this  paper  an  attempt  is  made  to  show  some  of  the  more 
important  properties  of  a  cement-lime-sand  mortar,  especially 
the  manner  in  which  these  properties  are  affected  by  changes 
in  the  proportions  of  the  ingredients. 

A  careful  study  of  the  results  should  enable  one  to  interpret 
them  to  apply  to  the  particular  conditions  with  which  he  has 
to  deal. 

It  is  hoped  that  the  method  of  expressing  the  results  will 
prove  of  value,  as  being  more  comprehensive  than  those  methods 
which  are  generally  used. 
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PROPERTIES  OF  CEMENT-LIME-SAND  MORTARS. 
By  Warren  E.  Emley. 

It  is  customary  to  add  more  or  less  lime  to  cement  mortars, 
in  order  to  improve  their  working  qualities.  For  this  purpose, 
hydrated  lime  is  so  much  more  convenient  than  quicklime 
that  it  has  practically  supplanted  the  latter.  The  convenience 
of  the  hydrate  lies  in  the  fact  that  it  is  a  powder,  like  cement, 
and  can,  therefore,  be  weighed  out  and  added  in  definite  pro- 
portions. The  proper  amount  of  lime  to  use  has  been  the  sub- 
ject of  a  great  deal  of  discussion.  It  is  hoped  that  the  data 
contained  in  this  paper  will  give  some  information  concerning 
the  properties  of  cement  mortars  containing  hydrated  lime. 

The  quantity  of  lime  used  is  generally  stated  in  terms  of 
percentage  of  the  cement,  the  percentage  being  taken  either 
by  weight  or  by  volume.  The  lime  may  be  added  to  the  cement 
mortar,  or  it  may  replace  an  equal  weight  or  volume  of  cement. 
There  are  thus  four  methods  of  stating  the  proportion  of  lime: 

Method  A . .  .Percentage  of  lime,  by  weight  of  cement, 

added; 
"      B . .  .Percentage  of  lime,  by  weight  of  cement, 

substituted; 
"      C . . .  Percentage  of  lime,  by  volume  of  cement, 

added; 
"      D . . .  Percentage  of  lime,  by  volume  of  cement, 

substituted. 

In  order  to  represent  a  given  mortar  on  the  familiar  tri- 
axial  diagram,  it  is  necessary  to  express  the  quantities  of  all 
three  materials  as  percentages  by  weight  of  the  total  weight. 
This  may  be  done  graphically  as  follows:  In  Fig.  1,  the  per- 
pendicular ordinates  from  any  point  in  the  triangle  to  the 
sides  AB,  BC  and  CA  represent  respectively  the  percentages 
of  sand,  cement  and  lime  in  the  mortar  represented  by  that 
point.    Therefore,  the  apices,  C,  A  and  -B,  represent  respectively 
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100  per  cent  of  sand,  of  cement  and  of  lime.  Suppose  that  it  is 
desired  to  represent  in  the  diagram  a  1 :  3  cement-sand  mortar, 
to  which  has  been  added  an  amount  of  lime  equal  to  20  per 
cent  by  weight  of  the  cement;  that  is,  a  mortar  proportioned 
by  method  A.  The  proportion  of  cement  to  sand  remains 
1 :  3,  while  the  proportion  of  lime  to  cement  is  20 :  100.  There- 
fore, divide  CA  into  CD  and  DA  in  the  proportion  of   1:3, 

Lime  100% 


Lime  50% 


3  Unifs  '  - 


->|<--  fOnif  — >1 


Fig.  1. — ^Application  of  Tri- Axial  Diagram  to  Plotting  of 
Cement-Lime-Sand  Mortars. 

and  draw  BD\  then  any  point  on  BD  represents  a  mortar  in 
which  the  ratio  of  cement  to  sand  is  1:3.  Similarly,  by  draw- 
ing CE  so  that  E  divides  AB  into  AE  and  EB  in  the  propor- 
tion of  20 :  100,  any  point  on  CE  represents  a  mortar  in  which 
the  lime  and  cement  are  in  that  ratio.  Therefore  P,  the  inter- 
section of  BD  and  C£,  represents  the  mortar  to  be  plotted, 
the  ordinates  from  P  to  AB,  BC  and  CA  being  respectively 
the  percentages,  by  weight  of  the  total,  of  sand,  cement  and  lime. 
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0%  a50% 


Sand  '005^ 

Fig.  2. — Tri-Axial  Diagram  Lcx^ating  Mortars  Proportioned 
by  Method  A. 

oil  50% 


Sand 


Fig.  3. — Tri-Axial  Diagram  Locating  Mortars  Proportioned 
by  Method  B. 
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Sand 

Fig.  4. — Tri-Axial  Diagram  Locating  Mortars  Proportioned 
by  Method  a 


100% 


50% 


Sand 


100% 


Fig   5.— Tri-Axial  Diagram  Locating  Mortars  Proportioned 
by  Method  D. 
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In  proportioning  by  method  B,  the  percentage  of  sand  by 
weight  of  the  total  is  constant  for  any  percentage  of  lime.  Thus 
in  a  1:3  cement-sand  mortar  in  which  20  per  cent  by  weight 
of  the  cement  is  replaced  by  an  equal  weight  of  Ume,  the  pro- 
portion of  sand  remains,  as  before,  75  per  cent  of  the  total, 
while  the  lime  and  cement  are  in  the  ratio  of  20 :  80.  This 
mortar  will  therefore  be  represented  by  Pi. 

Mortars  proportioned  by  methods  C  and  D  may  be  plotted 
in  a  similar  way;  cement  has  been  assumed  to  weigh  100  lb. 
per  cu.  ft.,  and  hydrated  lime  40  lb.  per  cu.  ft.,  in  accordance 
with  the  usual  practice. 

Figs.  2  to  5,  inclusive,  have  been  plotted  in  this  way  for 
various  mortars  and  percentages  of  lime,  proportioned  by 
methods  A  to  D  respectively.  Since  there  is  usually  at  least 
50  per  cent  of  sand  in  a  cement-Ume-sand  mortar,  only  that 
part  of  the  tri-axial  diagram  corresponding  tx>  A'  B'  C,  Fig.  1, 
has  been  shown  in  Figs.  2  to  5. 

These  figiures  may  best  be  used  by  preparing  tracings  of 
them,  which  can  be  laid  directly  over  other  diagrams  for  com- 
parison, as  explained  below. 

Forty-five  mortars  of  varying  proportions  were  each  tested 
to  determine  the  following  properties: 

1.  Percentage  of  water  for  normal  consistency; 

2.  Soundness; 

3.  Time  of  set; 

4.  Yield; 

5.  Cost  per  cubic  foot  of  mortar; 

6.  Compressive  strength  at  7  days,  in  air; 

7.  "  "        "  6  months,  in  air; 

8.  "  "        "  6       "        "  water; 

9.  Tensile  "        "  6       "        "  air; 
10.       "                    "        "  6       "        "  water. 

The  mortars  tested  are  represented  by  the  circles  in  Figs.  6 
to  15.  After  marking  at  each  circle  the  test  value  obtained 
for  that  mortar,  which  in  all  cases  is  the  average  of  three  tests, 
points  of  equal  value  were  obtained  by  interpolation  and 
connected  by  lines  as  shown  in  the  figures. 
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30- 


100 


70  ZO 

Sand,  per  cent. 

Fig.  6. — Normal  Consistency;  Percentage  of  Water,  by  Weight 
of  Dry  Material,  required  for  Nonnal  Consistency  by  the 
Ball  Method. 

Oa50 


70        '        %o 
Sand ,  per  cent. 

Fig.  T. — Soundness;  Tested  as  prescribed  by  the  United  Statet 
Government  Cement  Specifications. 
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Oo50 


60 


90 


70  80 

Sand,  per  cent. 

Fig.  8.— Time  of  Set;  Finaf Set  in  Hours[(Normal  Consistency) 

Co  50 


100 


50 


60 


90 


100 


70  ao 

Sond,  per  cent^ 

Fig.  9. — ^Yield;  Number  of  Pounds  of  Dry  Material  required  to 
Produce  One  Cubic  Foot  of  Mortar  of  Normal  Consistency. 
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100 


70  80 

Sand,  percent, 

Fig.  10. — Cost;  Cents  per  Cubic  Foot  at  Normal  Consistency. 
Hydrated  Lime,  $10  per  ton;  Cement,  $1.25  per  bbL;  Sand« 
$0.80  per  ton. 

0o50 


60 


90 


70  80 

Sand,  percent. 

Pig.  11. — Compressive  Strenj^,  in  Pounds  per  SquareJlncVi 
Specimens,  7  Days  Old,  Stored  in  Air  (Normal  Consistency) 
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0  oSO 


90 


100 


70  ftO 

Sand,  percent. 

Pig.  12. — Compressive  Strength,  in  Pounds  per  Square  Inch. 
Specimens,  6  Months  Old,  Stored  in  Air  (Normal  Con- 
sistency). 

Oa50 


60 


90 


100 


70  SO 

Scind,  per  cent 

Pig.  13. — Compressive  Strength,  in  Pounds  per  Square  Inch. 
Specimens,  6  Months  Old,  Stored  in  Water  (Normal  Con- 
sistency). 
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50 


60 


90 


70  60 

Sandf  per  cent. 

Fig.  14. — ^Tensile  Strength,  in  Poimds  per  Square  Inch.    Speci- 
mens, 6  Months  Old,  Stored  in  Air  (Normal  Consistency). 

Oi»50 


70  80  90  100 

Sand,  per  cent. 

Fig.  15. — ^Tensile  Strength,  in  Pounds  per  Square  Inch.    Speci- 
mens, 6  Month  Old,  Stored  in  Water  (Normal  Consistency). 
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Example  of  Use  of  Charts. 
Suppose  it  is  desired  to  compare  a  1 : 3  mortar  with  10 
per  cent  of  lime,  by  weight  of  cement,  added,  with  a  similar 
mortar  in  which  20  per  cent  of  the  volume  of  the  cement  has 
been  replaced  by  an  equal  voliune  of  lime.  The  first  mortar 
will  be  found  on  Fig.  2,  at  the  point  marked  A.  The  second 
is  on  Fig.  5,  at  the  point  marked  D.  Having  marked  these 
points  on  the  tracings  of  the  charts,  these  tracings  can  be 
placed  over  each.of  Figs.  6  to  15  successively,  and  the  properties 
of  the  mortars  obtained  by  interpolation.  The  results  are 
as  follows: 


RcNo. 


MfirtvA. 


e 

7 
8 
9 
10 

11 
u 

IS 

14 
15 


KomalCoiHbtaMcn  pcnaotateofvalar 

BoondiMi...  •••'••••• •••.••••••••••.••.. 

TfaiMofSslklioan'. 

TUd:  CkyMsteiiaperCiibMFootorMorlBr.lb. 
Coit  of  Diy  Ma«Briia  per  Cabio  Foot  of  Mortar.  M 

COHlBMKfl  8n 

TDigm     Old,bAir,     lb.  per  iq.  in. 
ellonllb   •••■••  ••       ••   , 

e      -       -    -Witar.      -      -   . 

TfeMD 

eMoiilhiOld,bAir.     ]b.per«i.b ^ 

e      -       -    "Watar,      -       "  


U.1 


10.6 


kstfiNilO 

m 

U.8 


3000 
4100 


10 


875 


135 

14.1 

1400 
3000 
8000 

330 
395 


Precautions. 
These  experiments  were  made  with  a  Portland  cement 
which  passed  the  United  States  Government  specifications, 
a  high-magnesian  hydrate  which  passed  the  A.S.T.M.  Standard 
Specifications  for  Hydrated  Lime,  and  standard  Ottawa  sand. 
Enough  water  was  added  to  give  normal  consistency  by  the 
ball  method.  The  use  of  a  high-caldimi  hydrate  should  not 
materially  afifect  the  results.  A  well-graded  building  sand  will 
probably  give  higher  strengths.^ 

>  For  further  iaformation  on  these  points,  see  Emley,  "Effect  of  Consistency  and  Amount 
of  Sand  on  the  Properties  of  Lime  Mortars,"  Ttansactions,  Am.  Ceramic  Soc,  Vol.  16 
(1914);  Emley  and  Young,  "The  Strength  of  Lime  Mortar."  Proceedings,  Am.  Soc.  Test. 
Mats.,  Vol.  XIV.  Part  11.  p.  338  (1914);  "Uses  of  Hydrated  Lime  in  Portland  Cement 
Mortar."  Ttansacikms,  Nat.  Ume  Mfgrs.  Assn..  Vol.  11  (1913). 
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DISCUSSION. 


Mr.  H.  H.  Scofield  {by  letter). — The  writer  has  been  Mr.  Scofleld. 
engaged  for  some  time  in  the  study  of  the  properties  of  cement- 
lime-sand  mortars,  particularly  with  reference  to. their  use  in 
concrete.  There  seems  to  be,  therefore,  in  the  opinion  of  the 
writer  an  objection  to  the  use  of  standard  Ottawa  sand  mortar 
to  give  information  concerning  the  properties  of  commercial 
mortars  containing  hydrated  lime.  The  properties  of  a  mortar 
are  probably  as  much  dependent  upon  the  grading  of  the  fine 
aggregate  used  as  on  any  other  single  item.  In  this  respect 
Ottawa  sand  is  very  dissimilar  to  either  commercial  sand  or 
commercial  screenings.  Ottawa  sand  has  no  particles  approach- 
ing the  size  of  particle  of  hydrated  lime  or  cement,  while  com- 
mercial sands  and  screenings  are  likely  to  have  a  sufficiency, 
if  not  an  excess,  of  particles  approaching  that  size.  The  effect 
of  the  addition  of  hydrated  lime  on  the  density  and  strength 
of  commercial  mortars  might  therefore  be  entirely  opposite  to  its 
effect  on  Ottawa  sand  mortar  of  the  same  proportion. 

As  a  matter  of  information,  the  results  of  one  of  the  series 
in  process  of  investigation  at  Purdue  University  might  be  cited. 
The  series  involves  the  determination  of  density  and  strength  of 
a  rich,  medium  and  lean  mortar  with  bank  sand  and  lim^estone 
screenings  of  three  different  gradings,  that  is,  straight  line  or 
"uniformly  graded,"  medium  fines  present,  excess  fines  present. 
The  hydrated  lime  additions  are  0,  10,  20  and  30  per  cent  by 
weight  of  cement  added. 

For  purposes  of  brevity,  only  the  results  for  the  average 
grading,  fine  aggregate  containing  a  medium  amount  of  fines, 
are  here  given  in  comparison  with  the  Ottawa  sand  results  as 
given  by  Mr.  Emley.  The  grading  selected  as  average  was  as 
follows: 

100  per  cent  passes i-in.  sieve 

72        "  *'      No.      8     *' 

50        "  "      No.     16     " 

35        "  "      No.    30     " 

5        "  "      ^ No.  100     " 
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Mr.  Scofleid.         AH  batches  of  aggregate  were  identical  for  a  given  grading. 

Fig.  1  gives  the  comparison  in  yield,  strength  and  density 
of  Ottawa  sand  mortars  as  interpolated  by  the  writer  from 
Mr.  Emley's  diagrams,  and  the  same  properties  as  found  by  the 
writer  using  an  average  bank  sand.  Fig.  2  is  a  similar  com- 
parison using  limestone  screenings  of  the  same  grading.  The 
lower  portion  of  each  figure  compares  strength  of  Ottawa  sand 
mortar  with  the  density  of  the  sand  and  screenings  mortar. 
This  is  necessitated  by  the  fact  that  the  strength  tests  of  the 
latter  have  not  yet  been  made.  However,  for  the  same  propor- 
tion of  cement  and  the  same  consistency,  the  strength  and 
density  are  proportional  and  the  comparison  as  given  is 
justifiable. 

It  will  be  noted  that  highest  yield — or  what  is  essentially 
the  same  thing,  highest  density — occurs  in  Ottawa  sand  mortars 
at  0  per  cent  lime  for  the  1  :  I5  mortars,  10  per  cent  lime  for 
the  1  :  3  mortars,  and  30  per  cent  or  more  for  the  1  :  6  mortars. 
In  this  connection,  it  might  be  said  that  a  parallel  series  by 
the  writer  using  Ottawa  sand  checks  Mr.  Emley's  results 
exactly  for  the  1  : 3  mortars.  For  the  other  two  proportions, 
the  same  relative  values  were  obtained  by  the  writer  but  the 
individual  values  were  somewhat  higher. 

However,  in  the  cases  of  the  bank  sand  and  limestone  screen- 
ings, no  increase  in  the  density  and  yield  is  obtained  by  the 
addition  of  hydrated  lime  in  a  mortar  as  rich  as  1  :  3  by  weight. 
The  1  :  li  mortar  shows  a  decided  falling  off  in  density  and 
yield  with  the  addition  of  lime.  The  lean  1  :  6  mortar  exhibits 
a  maximum  yield  and  density  at  10  or  15  per  cent  lime,  as  might 
be  expected. 

As  a  matter  of  added  information,  it  might  be  said  that  the 
straight  or  "uniformly  graded''  fine  aggregates  gave  the  same 
relative  results  to  a  less  degree,  showing  less  differences  between 
individual  values. 

The  fine  aggregate  containing  an  excess  of  fines  showed  the 
same  relative  results  except  that  the  addition  of  lime  greatly 
augmented  the  decreased  density  and  jdeld.  The  sand  illustrated 
is  considered  of  average  grading,  although  many  sands  used  in 
mortars  are  much  finer.  The  use  of  a  finer  sand,  however,  results 
in  a  greater  loss  in  density  as  lime  is  added. 
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Mr.  Warren  E.  Emley  {Author's  closure  by  letter). — Mr.  Mr.  Emiey. 
Scofield  evidently  believes  that  an  addition  of  hydrated  lime 
would  be  detrimental  to  a  mortar  already  containing  an  excessive 
amount  of  fine  material,  either  as  cement  or  as  sand.  A  care- 
ful study  of  the  facts  which  he  has  presented  has  failed  to  dis- 
close the  basis  for  such  an  opinion. 

At  first  glance,  it  seems  plausible  that  a  point  of  maxi- 
mum density  could  t  e  obtained  with  a  certain  definite  proportion 
of  fine  material:  that  either  more  or  less  fine  material  than  this 
definite  proportion  will  produce  a  less  dense  mortar.  That  this 
is  so,  is  aptly  illustrated  by  Mr.  Scofield's  curves.  It  is  well  to 
remember,  however,  that  there  are  many  factors  other  than  the 
sizing  of  the  grains  which  influence  the  density  of  the  mortar. 
Among  them  may  he  mentioned  the  specific  gravity  of  the 
ingredients,  the  quantity  of  water  used,  the  plasticity  as  affect- 
ing the  workmanship,  the  volume  change  while  hardening,  etc. 
That  the  influence  of  none  of  these  factors  was  felt  in  Mr.  Sco- 
field's  work  can  hardly  be  taken  as  proof  that  they  have  no  effect. 
I  believe,  therefore,  tiiat  it  is  impossible  to  draw  a  general  con- 
clusion expressing  the  relation  between  size  of  grain  and 
density,  without  regard  to  any  other  consideration. 

Mr.  Scofield  states  that  the  point  of  maximum  yield  is 
coincident  with  the  point  of  maximiun  density.  This  is  con- 
ceivably true  in  cement-sand  mortars,  but  not  when  lime  is 
added  to  them.  For  example,  it  is  quite  possible  to  make  a 
cement-sand  mortar  and  a  lime-sand  mortar  having  the  same 
yield,  but  vastly  different  densities.  The  addition  of  Ume  to  a 
cement-sand  mortar  cannot  act  alone,  but  must  always  be 
accompanied  by -a  change  in  the  amount  of  water  required  to 
bring  the  mortar  to  a  definite  consistency,  a  change  in  plasticity, 
and  similar  factors,  all  of  which  exert  more  or  less  influence  on 
both  the  density  and  the  >ield  of  the  mortar. 

He  states  that  "for  the  same  proportion  of  cement  and  the 
same  consistency,  the  strength  and  density  are  proportional," 
and  on  this  assumption,  infers  conclusions  as  to  the  effect  of 
hydrated  lime  on  the  strength  of  the  mortar.  As  I  stated  above, 
I  do  not  believe  he  has  presented  sufficient  evidence  to  demon- 
strate the  effect  of  hydrated  lime  on  the  density  of  the  mortar, 
and  therefore  any  conclusion,  drawn  by  analogy,  as  to  its  effect 
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Mr.Bmioy.  on  the  Strength  must  be  subject  to  the  same  criticism.  Further- 
more, the  strength  is  not  always  proportional  to  either  the 
yield  or  the  density,  as  may  be  seen  by  an  inspection  of  Mr. 
Scofield's  own  figures. 

The  object  of  my  paper  was  twofold:  first,  to  show  the 
effect  of  hydrated  lime  in  cement  mortars  under  certain  definite 
conditions;  and  second^  to  illustrate  the  value  of  Ihe  triazial 
diagram  as  a  means  of  studying  the  properties  of  mortars.  The 
greatest  care  must  be  exercised  when  interpreting  my  results, 
to  apply  them  to  different  conditions.  I  hope  and  believe  that 
Mr.  Scofield  will  be  able  to  develop  some  rules  by  means  of 
which  such  an  interpretation  may  be  made  with  assurance. 
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ECONOMICAL  PROPORTIONS  FOR 
PORTLAND-CEMENT  MORTARS  AND  CONCRETES. 

By  J.  A.  KiTTS. 
SUNINIARY. 


In  1915  a  paper  by  the  writer  was  presented  before  this 
Society,  entitled  "Weight- Volumetric  Proportioning  of  Concrete 
Aggregates  in  Testing."*  The  paper  described  a  method  of 
accurate  proportioning  by  volimie  and  outlined  the  scientific 
procedure  necessary  to  determine  the  proportions  of  the  aggre- 
gates giving  maximum  efficiency.  The  following  statements 
were  made  in  that  paper  bearing  upon  the  topic  of  this  paper: 

''A  porous  mortar  or  a  porous  concrete  is  not  an  economical 
mixture  with  reference  to  cost  per  imit  of  strength.  A  mortar 
with  cement  greatly  in  excess  of  the  voliune  of  voids  in  the 
sand  is  not  an  economical  mixture.  A  concrete  with  mortar 
greatly  in  excess  of  the  volume  of  voids  in  the  rock  is  not  an 
economical  mixture.  The  vital  changes  in  density,  permeability, 
and  cost  per  unit  of  strength  take  place  by  variations  in  the 
volimie  of  the  filling  medium  when  this  volume  is  in  the  vicinity 
of  that  of  the  voids." 

Data  are  presented  in  this  paper  to  more  exactly  define 
the  limits  for  economical  proportions. 

1  Proceedings,  Am.  Soc  Tett.  Mats.,  VoL  XV.  Part  11.  p.  153  (1915). 
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PORTLAND-CEMENT  MORTARS  AND  CONCRETES. 

By  J.  A.  KiTTS. 

The  Void  Theory. 

As  an  initial  step  in  the  determination  of  the  laws  of  con- 
crete mixtures,  it  is  more  important  that  one  combination 
of  materials  be  thoroughly  studied  in  a  great  number  of  pro- 
gressive proportions  with  enough  test  specimens  of  each  mixture 
to  properly  reduce  the  error  of  the  average  results,  than  it  is 
to  study  a  large  nimiber  of  combinations  of  a  large  number 
of  materials  with  only  a  few  mixtures  and  a  few  test  specimens 
of  each  combination. 

With  a  certain  combination  of  cement,  sand  and  rock, 
we  find  that  an  arbitrary  1:2:4  mixture  shows  greater  strength 
in  proportion  to  cost  than  a  1 :  3  :  6  mixture,  and  that  a  1 :  2| :  6 
mixture  is  more  eflScient .  than  either.  It  is  probable  that  no 
one  of  these  arbitrary  mixtures  is  the  most  efficient  and  it  is 
apparent  that  any  number  of  arbitrary  mixtures  may  be  made 
and  tested  with  the  common  result  of  producing  more  confusion 
than  knowledge  of  the  laws  of  mixtures.  The  arbitrary  method 
of  proportioning  has  been  absolutely  barren  of  positive  results 
and  it  will,  be  admitted  that  some  other  methods  must  be 
resorted  to,  if  we  are  to  arrive  at  these  laws. 

The  void  theory  of  proportioning  has  been  known  for  a 
number  of  years  but  has  not  been  given  proper  consideration, 
and  the  fundamental  principle  has  not  been  appreciated.  This 
lack  of  consideration  has  been  due  to  the  fact  that  the  theory, 
as  generally  known,  defined  the  proportions  for  maximmn 
strength  rather  than  for  maximum  efficiency  or  maximimi 
strength  in  proportion  to  cost.  A  broad  statement  of  the  void 
theory  is  as  follows: 

The  maximimi  efficiency  proportion  for  a  mortar  or  a  con- 
crete is  controlled  largely  by  the  proportions  of  voids  in  the 
respective  aggregates. 

This  aspect  of  the  void  theory  is  the  basis  of  the  following 
considerations. 
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Mortars. 

A  mortar  is  a  mixture  of  sand,  cement  and  water  in  various 
proportions.  The  question  of  scientific  interest  is:  What 
determines  the  mixture  of  maximxun  eflSciency? 

Sands  vary  in  physical,  chemical  and  mechanical  structure, 
causing  a  variation  in  the  specific  gravity  and  percentage  of 
voids,  and  these  latter  cause  a  variation  in  the  weight  per  cubic 
foot  or  aggregate  specific  gravity.  An  important  consideration 
in  the  study  of  a  large  number  of  mortars  from  a  large  number 
of  aggregates  is  that  of  comparison.  A  study  of  the  character- 
istics of  various  sands  will  show  that  mortars  are  not  comparable 
either  in  arbitrary  weight  proportions  or  in  arbitrary  volumetric 
proportions.  What  then  determines  the  conditions  for  com- 
parison of  the  mortar  from  one  sand  with  that  from  another? 

An  analysis  of  the  results  indicated  in  Prof.  M.  O.  Withey's 
tests  of  mortars^  throws  considerable  light  on  the  two  preceding 
questions.  In  these  tests  mortars  were  made  in  1:2,  1 :  3, 
1 :  4  and  1 :  5  weight  proportions  and  the  following  tests  made: 
Unit  tensile  strength;  unit  compressive  strength;  leakage  of 
water  through  specimens  2  in.  thick  with  pressures  of  10  and 
40  lb.  per  sq.  in.;  density;  yield;  and  compressive  strength  in 
proportion  to  cost.  Tables  I  and  II  show  the  physical  and 
mechanical  characteristics  of  eleven  of  the  sands  used  in  these 
tests. 

Tables  III  and  IV  show  the  variations  of  the  volumetric 
and  void  conditions  common  to  simple  weight  proportioning. 

Table  III  is  computed  by  the  following  equation: 

jAgg.  Volume  Sand     _    Wt.  Proportion  Sand        Agg.  Sp.  Gr.  Cement 


Agg.  Volume  Cement      Wt.  Proportion  Cement        Agg.  Sp.  Gr.  Sand 
Aggregate  Specific  Gravity*  =  (1  —Proportion  of  Voids)  X Specific  Gravity  .  (2) 

Weight,  in  lb.  per  cu.  ft. 
62.5 
=  1 10/62.5  =  1.76  for  cement.' 


1  M.  O.  Withey,  "Tests  of  Mortara  Made  from  Wiscoasin  Aggregates."  Proceedings^ 
Am.  Soc  Test.  Mats..  Vol.  XIII.  p.  834  (1913). 

'The  writer  called  this  term  "Apparent  Si)ecific  Oravity/*  in  his  paper  x>resented  in 
1915,  previously  referred  to,  for  lack  of  a  better  term. 

'  110  lb.  of  cement  makes  1  cu.  ft.  of  normal-consistency  i>aste. 
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Table  I.— Properties  of  Sands.    (Prom  Withey's  Table  I.) 


Band  No. 

lb. 

Otavitjr. 

VokK 
pcrmnt 

ah. 

pvoent. 

AbiOfptmit 
percent. 

Standard 

IM.l 
105.2 
106.9 
101.8 
08.0 
01.2 
105.2 
105.8 
105.5 
120.3 
108.7 

2.06 
2.M 
2.74 
2.68 
2.68 
2.67 
2.78 
2.70 
2.75 
2.77 
2.72 

87.0 
86.5 
85.2 
88.2 
89.8 
45.8 
36.6 
86.4 
36.0 
27.9 
85.0 

1.6 

8d.l 

0.19 

Bd.2 

0.49 

Bd.8 

0.27 

Bd.4 

O.Oi 

8d.5 

0.17 

fld.7 

0.41 

8d.8 

0.18 

8d,9 

0.51 

8d.l0 

0.29 

Sd.ll 

0.11 

Table  II. — Sieve  Analysis  of  Sands.     (From  Withey's  Table  II.) 


Sand  No. 

Pttoentace  by  Weight  Faanng  Bkym  Noa. 

Umfonnity 

10 

20 

80 

40 

50 

74 

100 

Ooeffioient. 

Standard 

100.0 
86.4 
81.2 
91.9 
100.0 
100.0 
67.7 
82.0 
66.8 
69.7 
72.0 

100.0 
65.5 
70.9 
72.7 
99.5 
99.9 
44.5 
72.5 
22.7 
48.8 
47.7 

0.0 
89.0 
61.4 
89.7 
95.8 
99.8 
25.9 
55.8 
18.9 
84.0 
28.8 

25.0 
52.4 
26.4 
88.8 
99.1 
17.8 
88.6 
10.3 
26.8 
12.0 

9.1 
34.5 
18.7 
62.5 
67.6 
11.2 
16.1 

4.9 
17.4 

4.8 

5.4 
17.9 
4.2 
22.1 
18.2 
8.8 
8.6 
2.4 
8.7 
0.7 

Bd.1 

8d.2 

8d.3 

Sd.4 

8d.5 

8d.7 

Bd.8 

8d.9 

8d.l0 

Bd.ll 
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Table  III.—Volumetric  Proportions  for 

Simple  Weight  Proportions. 

Sand  No. 

Wogpbt  FtoporuoiML 

1:2 

1:8 

1:4 

1:5 

Bd.10 

1:1.77 

1:1.98 

1:1.99 

1:2 

1:2 

1:2.05 

1:2.08 

1:2.11 

1:2.13 

1:2.28 

1 : 2.41 

1:2.05 

1:2.97 

1:2.98 

1:3 

1:8 

1:3.07 

1:8.12 

1:3.17 

1:3.20 

1:8.84 

1:8.62 

1:8.64 

1:3.90 

1:8.97 

1:4 

1:4 

1:4.10 

1:4.17 

1:4.22 

1:4.27 

1 : 4.40 

1:4.82 

1:4.42 

Bd.2 

1:4.94 

8d.ll 

1 : 4.97 

8d.7 

1:5 

8d.0 

1:5 

8d.8 

1:5.12 

8d.l 

1:5.20 

SUodttd 

1:5.27 

8d.8 

1:5.88 

8d.4 

1 : 5.57 

8d.6 

1 : 0.08 

Table  IV. — ^Ratio  of  Volume  of  Cement  Paste  to  Volume  of  Voids  in 
Sand  for  Simple  Weight  Proportions. 


Sand  No. 

1:2 

1:8 

1:4 

1:5 

8d.l0 

2.03 
1.44 
1.43 
1.89 
1.87 
1.84 
'      1.82 
1.28 
1.28 
1.18 
0.91 

1.85 
0.90 
0.90 
0.93 
0.91 
0.90 
0.87 
0.85 
0.82 
0.75 
0.01 

1.01 
0.72 
0.72 
0.70 
0.08 
0.07 
0.06 
0.04 
0.01 
0.50 
0.40 

0.81 

8d.ll 

0.58 

Bd.2 

0.57 

8d.9 

0.50 

8d.7 

0.55 

8d.8 

0.54 

8d.l..... 

0.53 

Bt^ndfird 

0.51 

8d.8 

0.49 

8d.4 

0.45 

8d.6 

0.37 
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Table  IV  is  computed  by  the  following  equation: 

Vol.  of  Cement  Paste Agg.  Sp.  Gr.  of  Sand 

Vol.  of  Voids  in  Sand 


Agg.  Sp.  Gr.  of  Cement  XWt.  Proportion  of 
Sand  X  Voids  in  Sand 


..(3) 


Table  III  shows  that  the  volumetric  proportions  corre- 
sponding to  the  1 :  2  weight  proportions  vary  from  1 :  1.77 
to   1  :  2.41,  the   1 :  3  weight  from  1 :  2.65   to   1 :  3.62  volume, 

Table  V. — ^Ratio  of  Volume  of  Cement  Paste  to  Volume  of  Voids  in 
Sand,  for  Simple  Volumetric  Proportions. 


Sand  No. 

YolometrieFlroportiozM. 

1:2 

1:8 

1:4 

1:5 

Sd.6 

1.10 
1.26 
1.81 
1.85 
1.86 
1.86 
1.87 
1.89 
1.42 
1.43 
1.79 

0.78 
0.84 
0.87 
0.90 
0.91 
0.91 
0.92 
0.98 
0.96 
0.96 
1.20 

0.65 
0.68 
0.06 
0.68 
0.68 
0.68 
0.69 
0.60 
0.71 
0.71 
0.90 

0.44 

8d.4 

0.60 

8d.3 

0.51 

Sti^^dvd • 

0.54 

8d.7 

0.55 

8d.l 

0.55 

8d.8 

0.56 

8d.» 

0.56 

Bd.2 

0.57 

Bd.n 

0.67 

SdlO 

0.72 

Volume  of  Cement  Paste  1 

Volume  of  Voids  in  Sand      Vol.  Prop,  of  Sand  X  Prop,  of  Voids  in  Sand 


..(4) 


1 :  4  weight  from  1 :  3.54  to  1 :  4.82  volume,  and  the  1 :  5 
from  1  :  4.42  to  1  :  6.03.  Table  IV  shows  the  proportions,  of 
voids  in  the  sands  filled  with  cement  paste  varying  from  0.91 
to  2.03  for  the  1  :  2  weight  proportion,  from  0.61  to  1.35  for  the 
1 :  3,  from  0.46  to  1.01  for  the  1:4,  and  from  0.37  to  0.81  for 
the  1:5  proportioft.  Nothing  coxild  better  illustrate  the 
fallacy  of  the  practice  of  comparing  work  sands  with  standard 
sand  in  1 :  3  weight  proportions. 

Neither  is  there  a  basis  of  comparison  in  a  fixed  volu- 
metric proportion.     In  1  :  3  volumetric  proportions  the  propor- 


Digitized  by 


Google 


KiTTS  ON  Proportioning  of  Concrete. 


285 


tions  of  the  voids  in  the  sands  filled  with  cement  paste  would 
vary  from  0.73  to  1.20  for  the  eleven  sands  as  shown  in  Table  V. 
It  must  be  admitted,  from  a  scientific  or  practical  consideration 
of  a  mortar,  that  a  very  important  function  of  the  cement  is 
to  fill  the  voids  in  the  sand;  and  it  cannot  be  expected  that  a 
mortar  in  which  the  volume  of  cement  paste  is  equal  to  only 
73  per  cent  of  the  volume  of  voids  in  the  sand,  is  comparable 


&00 
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7000 


6000  S 


8. 


5000  S. 


4000 


3000  » 


2000  I 


1000 


1.0  1.5 

Void -Fined  Ratio. 

Fig.  1. — Variation  in  Strength  of  Mortar  from  Sand  No.  10 
in  Proportion  to  Void-Filled  Ratios. 

with  that  in  which  the  cement  paste  is  equal  to  120  per  cent 
of  the  voids. 

Assume,  for  example,  that  six  mortars  of  a  certain  sand  and 
cement  are  made  in  which  the  ratio  of  the  volume  of  cement 
paste  to  the  volume  of  voids  in  sand  has,  respectively,  the  values 
0.50,  0.75,  1.00,  1.50,  2.00  and  3.00.  It  is  reasonable  to  antici- 
pate that  the  strength  of  the  mortars  will  increase  at  a  rapid 
rate  until  the  voids  in  the  sand  are  filled  with  cement  paste, 
after  which  the  strength  will  increase  at  a  lesser  rate  until  the 


Digitized  by 


Google 


286 


KiTTS  ON  Proportioning  of  Concrete. 


sand  particles  are  so  widely  separated  by  the  cement  paste  that 
the  strength  of  the  mortar  will  closely  approximate  the  strength 
of  the  neat  cement.  In  other  words,  as  the  cement  content  is 
increased,  the  rate  of  increase  of  strength  is  greater  before  the 
voids  are  filled  than  it  is  after  the  voids  are  filled,  and  in  some 
finite  proportions  the  strength  of  the  mortar  approximates  the 
strength  of  the  neat  cement.     Fig.  1,  which  shows  the  com- 


8000 


0.8  1.0  U 

Vold-FiUed  Ra^-io. 
Pig.  2. — Variation  in  Strength  of  Mortars  in  Proportion  to  Void-Pilled 

Ratios. 

pressive  and  tensile  strengths  and  the  strength  in  proportion  to 
cost  for  sand  No.  10,  plotted  against  the  void-filled  ratio,  illus- 
trates these  assumptions  very  well.  This  sand,  unfortimately, 
is  the  only  one  of  this  series  of  tests  which  has  a  proportion 
(1 : 4  by  weight)  closely  equal  to  that  in  which  the  volume  of 
cement  paste  is  equal  to  the  volmne  of  voids  in  the  sand,  and 
which  has  more  than  one  proportion  in  which  the  volume  of 
cement  paste  is  greater  than  the  volume  of  voids  in  the  sand. 
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Fig.  2  shows  the  compressive  strengths  plotted  against 
the  void-filled  ratio.  The  curve  of  averages  supports  the 
assumption  as  to  the  rate  of  increase  of  strength.  The  curve 
of  averages  is  fairly  imiform,  and  would  appear  to  indicate 
that  the  void-filled  ratio  has  a  similar  eflfect  on  all  the  sands. 
This,  then,  appears  to  establish  the  principle  that  the  properties, 
strength,  efficiency,  etc.,  of  mortars,  are  properly  compared 
on  the  basis  of  the  void-filled  ratio. 

The  final  and  most  important  consideration  of  a  mortar 
is  the  strength  in  proportion  to  the  cost.  This  may  be  expressed 
as  an  "economy  factor,"  equal  to  the  compressive  strength 
in  pounds  per  square  inch  divided  by  the  cost  of  the  mortar 
in  dollars  per  cubic  yard.  This  factor  may  be  expressed  by 
the  following  equation: 

^  ^  Compressive  Strength  (lb.  per  sq.  in.) 

Boonomy  Factor  >■ ~ 

Cost  of  Mortar  (dollars  per  cu.  yd.) 

Compressive  Strength  X  Yield 

in  which  Pg  and  P,  are  the  volumetric  proportions  of  cement 
and  sand,  Cg  and  C,  are  the  costs,  in  dollars  per  cubic  yard, 
of  cement  and  sand,  and  the  yield  is  based  on  the  volume  of 
the  sand  as  unity. 

This  factor  is  plotted  in  Fig.  10  of  Withey's  paper,  previously 
referred  to.  The  cost  represents  costs  of  materials  only,  cement 
being  estimated  at  $1.50  per  barrel  and  sand  at  $1.25  per  cubic 
yard.  In  Fig.  3  these  factors  for  all  eleven  sands  have  been 
plotted  against  the  void-filled  ratio.  The  average  compressive 
strength  of  the  cement  used  in  these  tests  was  less  than  7000  lb. 
per  sq.  in.  at  60  days.  The  economy  factor  for  the  neat  cement 
mortar  would  then  be  approximately  7000-M0.14  =  690^  The 
highest  economy  factor  shown  on  the  curve  of  averages  is  860. 
This  and  the  curve  of  averages  indicate  that  the  economy  factor 
decreases  when  the  void-filled  ratio  is  somewhat  in  excess  of  1.5. 

>  It  ahocdd  be  noted  here  that  this  value  for  the  "economy  factor"  of  neat  cement  mortar, 
as  wen  as  the  other  factors  in  Piff.  3,  is  based  upon  the  assumption  that  1  bag  of  cement  gives 
1  ctt.  ft.  of  cement  paste.  If.  as  has  been  done  in  this  paper,  it  is  assumed  that  it  requires 
110  lb.  of  cement  to  make  1  cu.  ft.  of  neat  cement  paste,  the  cost  of  a  cubic  yard  of  cement 
mortar  would  be  111.85  instead  of  110.14,  giving  an  "economy  factor"  of  590. 
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The  results  of  these  tests,  therefore,  indicate  that  the  most 
economical  mixtures  lie  between  proportions  giving  a  void- 
filled  ratio  from  1  to  1.5. 

As  an  illustration,  Fig.  3  shows  that  the  most  economical 
proportion  for  sand  No.  10  is  that  in  which  the  volume  of  cement 
paste  is  equal  to  the  volimie  of  voids.  From  Fig.  1,  it  is  seen 
that  this  proportion  is  1  cement  :  3.58  sand  by  volume,  giving 


1100 


0.6  O.ft  1.0  1.^ 

Void -Filled  Ratio. 

Fig.  3. — ^Variation  in  Economy  Factor  in  Proportion  to  Void-Pilled 

Ratios. 


a  tensile  strength  at  60  days  of  525  lb.  per  sq.  in.,  a  compressive 
strength  of  4000  lb.  per  sq.  in.,  and  an  economy  factor  slightly 
over  1000. 

The  equations  for  economical  mixtures,  as  indicated  by 
this  series  of  tests,  may  therefore  be  written: 


in 


Volume  of  Sand 

Volume  of  Cement     .  ( 1  to  1 . 5)  X  Proportipp  qt  V pids  in  Sand 


.(6) 


Digitized  by 


Google 


KiTTS  ON  Proportioning  of  Concrete. 


289 


or 

Weight  of  Sand 
Weight  of  Cement 


Agg.  Sp.  Gr.  of  Sand 


(1  to  1.5)XAgg.Sp.Gr.of  CementXVoidsinSand 


.(7) 


If  the  properties  of  mortars  from  all  sands  vary  with  the 
variation  of  the  void-filled  ratio,  the  leakage,  density  and  yield 
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Void-FiUcd  Rofio. 
Pig.  4. — ^Variation  in  Leakage  of  Mortars  in  Proportion  to  Void-filled 

Ratios. 

should  show  similar  effects  for  all  sands.  Fig.  4  shows  the 
leakage  of  the  various  mortars  plotted  against  the  void-filled 
ratio;  and  this  is  another  proof  that  the  void-filled  ratio  is 
the  proper  basis  of  comparison  of  the  properties  of  mortars. 

Conclusions  Regarding  Mortars. 
1.  Sand-cement  mortars   are   not   comparable   in   simple 
weight  proportions  because  of  the  wide  variations  in  the  corre- 


Digitized  by 


Google 


290  KiTTs  ON  Proportioning  of  Concrete. 

spending  volumetxic  proportions  and   the  variations  of   the 
void-filled  ratios. 

2.  Sand-cement  mortars  are  not  comparable  in  simple 
volimaetric  proportions  because  of  the  wide  variations  of  the 
void-filled  ratios. 

3.  The  void-filled  ratio  has  a  general  effect  upon  the 
strength,  permeability  and  economy  of  a  mortar  and  undoubtedly 
affects  the  density  and  yield. 

4.  An  important  function  of  the  cement  paste  is  to  fill 
the  voids  in  the  sand. 

5.  Sand-cement  mortars  are  properly  comparable  on  the 
basis  of  the  void-filled  ratios. 

6.  The  economical  proportions  for  sand-cement  mortars 
depend  upon  the  void  contents  of  the  sands  and  may  be  expressed 
by  Eqs.  6  and  7. 

7.  The  economy  factor  expresses  the  relative  efficiency 
of  mortars  and  may  be  determined  by  Eq.  5. 

8.  The  writer  finds  no  general  relation  of  silt  content, 
uniformity  coefficient,  and  absorption  to  the  efficiency  of  sands. 

Concrete. 

In  the  case  where  concrete  is  made  from  the  bank  run  of 
gravel,  or  a  concrete  mix,  and  cement,  it  would  be  reasonable 
to  expect  the  same  general  principles  to  apply  as  previously 
stated  for  mortars.  Where  mortar  is  added  to  a  coarse  aggregate, 
such  as  rock,  it  is  reasonable  to  assume  that  an  important  func- 
tion of  the  mortar  is  to  fill  the  voids  in  the  rock. 

A  scientific  test  to  determine  the  laws  of  concrete  mixtures 
would  be  first,  to  determine  the  mortar  of  maximum  density 
and  the  yield  of  mortar;  second,  to  make  progressive  propor- 
tions of  the  mortar  with  the  rock,  using  values  of  the  ratio  of 
the  volume  of  mortar  to  the  volume  of  voids  in  rock  equal  to 
0.50,  0.75,  0.90,  1.00,  1.10,  1.25,  1.50,  2.00  and  3.00  with  a  view 
of  determining  that  proportion  giving  maximum  efficiency; 
and  finally,  to  make  additional  progressive  proportions,  main- 
taining the  ratio  of  fine  to  coarse  aggregate  of  the  "efficient*' 
proportion  just  determined,  but  increasing  the  amount  of 
cement  to  1.1,  1.2,  1.3,  1.4,  1.5,  2.0  and  3.0  times  that  used 
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in  the  mortar  of  maxiinum  density.     The  most  economical 
proportions  would  be  determined  by  the  following  equation: 

„  „  Compressive  Strength  (lb.  per  sq.  in.) 

Economy  Factor- 


Cost  of  Concrete  (dollars  per  cu.  yd.) 
Compressive  Strength  X  Yield 


.(8) 


Pe,  Pf,  Pf  being  the  volumetric  proportions  and  Q,  C,  and  C 
the  costs  in  dollars  per  cubic  yard  of  cement,  sand  and  rock, 
respectively.  The  yield  is  based  on  the  volmne  of  the  coarse 
aggregate  (rock)  as  unity. 

There  are  no  test  data  extant  on  the  economical  propor- 
tions of  concrete.  Some  tests  have  been  made  by  the  United 
States  Bureau  of  Standards  using  the  void  theory  of  propor- 
tioning in  a  limited  way.  The  results  of  these  tests  will  be 
analyzed  in  the  following  discussion  and  may  throw  some  Ught 
on  the  subject. 

The  economy  of  any  mixture  depends  largely  upon  the 
local  cost  of  materials.  If  the  cost  of  cement  is  twelve  to  fifteen 
times  that  of  the  aggregates,  the  economy  of  leaner  mixtures 
will  be  more  apparent.  In  Table  VI,  the  economy  factor  for 
several  1:2:4  mixtures  is  compared  with  that  of  several 
void-theory  mixtures,  the  factors  having  been  computed  by 
the  writer  from  the  results  shown  in  Tables  8  and  12  of  the 
Bureau  of  Standards  paper.*  The  void-theory  mixtures  may 
be  expressed  by  Eqs.  9  and  10,  the  void-filled  ratio  (l  to  1.5) 
being  1.1  in  every  case  both  for  the  mortar  and  for  the  rock. 
The  cost  of  the  aggregates  was  assumed  at  $1.20  per  cubic  yard 
and  the  cost  of  cement  at  $12.00  per  cubic  yard.  The  yield 
of  the  various  mixtures  is  necessarily  assumed  as  unity,  as 
it  is  not  possible  to  closely  approximate  the  yield  by  calculation. 

It  would  appear  from  a  study  of  this  table,  that  the  void- 
theory  mixtures  compare  quite  favorably  with  1:2:4  mixtures, 
considering  efficiency.  The  two  combinations  of  granite  show 
the  1:2:4  mixtures  as  the  most  efficient.  However,  there 
are  too  few  combinations  to  be  conclusive. 


>  Technologic  Paper  No.  68,  U.  S.  Bureau  of  Standards. 
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In  Table  VII  the  economy  factor  is  shown  for  various 
combinations  of  aggregates  in  three  mixtures,  1:2:4,  1:3:6 
and  a  void-theory  mixture.  In  33  comparisons,  the  ratios  for 
the  most  economical  mixtures  are  as  follows: 

Theoretical  1:2:4  1:3:6 

18 15 

30 ; 3 

30 3 

Table  VI. — Economy  Factors.  Comparing  1:2:4  Mixtures  wtth  Void- 
Theory  Mixtures. 


Ebdof 
Affirecate. 


Granite. 


limestone.. 


Gnrd. 


ATonce. .. 
Muuntun.. 


Aunismsi. . 
Average... 


Average.. 


Average. 


Average.. 


Average. 


Age  at  Tert,  weelo. 


13 


63 


78 


104 


480 
610 
640 


410 
440 

470 


300 
670 
830 


300 
600 


300 
660 
870 


280 
660 
1080 


1:3:4  Mixtubib— 3  Combiiiaiiomb.^  * 

630 
730 
820 

700 
710 
720 

990 
1010 
1040 

VoD-TinoBT  Mixtubib— 3  Ccnaasknotak*,^ 

610            690 
630             670 
730             760 

880 
900 
020 

860             460             780              1140 
680             750             MO              1360 
820             940       1     1360              1630 

Vod-Tbbobt  MixTUBBB— 30  CoMBmAnom.* 

890             410             470              1210 
760             800             890              1830 
1030           1050           1440             1690 

1:3:4  Mnnmifr-lO  CoiiaiNATioin^ 

800 
600 
1040 

390 
740 
1090 

440 
810 
1190 

.... 

1280 
1410 
1600 


1710 


Yod-Tiibobt  MizruBBB— 8  CoMBnunon.*,* 


420 
680 
980 


460 
740 
1110 


580 
820 
1230 


^VromTMtS  of  Ttdtnologte  Paver  No.  58. 

I  FVom  Table  13  of  TeehuUgie  Paper  Ko,  88, 

*  The  two  last  oomfainationB  of  Tufe  12  have  been  onutted,  aboe  they  were  not  comingB  to  both  mixto^ 

<Two  oombinatbns  in  eonunon  to  both  miztores  used. 

The  ratio  of  cement  to  total  aggregate  is  1 : 8.12  for  the 
theoretical  mixture,  compared  to  1 :  6  and  1 :  9  for  the  1:2:4 
and  1:3:6  mixtures.  The  fact  that  the  1  :  9  arbitrary  mixture 
is  much  less  efficient  than  an  average  1 :  8.12  theoretical  mix- 
ture and  that  the  1 :  8.12  theoretical  mixture  is  somewhat  more 
efficient  than  the  1 :  6  arbitrary  mixture  would  appear  to  indi- 
cate that  there  is  some  basis  for  the  void  theory. 
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The  1:2:4  mixture  generally  appears  to  be  a  very  efficient 
one  and  the  explanation  may  be  the  efficiency  of  the  mortar. 
As  the  voids  in  sands  are  seldom  below  33  per  cent  or  above 
50  per  cent,  the  ratio  of  cement  paste  to  voids  for  the  1 : 2 

Table  VII. — Comparison  of  the  Economy  Factors  of  Concretes  Pro- 
portioned BY  the  Void  Method  and  Arbitrarily  Proportioned 
Mixtures  1:2:4  and  1:3:6,  the  Combination  of  Aggregates 
Being  the  Same  in  Each  Group.* 


Kind  of  AffiresaAe. 


Grmnite.. 


Qnvel. 


Avenife. 


Vohimetrie 
Pipoportioiis. 


1:2 
1:3 
1:2 

1:2 
1:3 
1:2 

1:2 
1:3 
1:2 


1:2 


1:2 
1:3 
1:2 


1:2 
1:3 
1:2 


1:2 
1:3 
1:2 


1:2 
1:3 
1:2 


1:2 
1:3 
1:2 


Void 
1  :3 
1  :2 


4 : 4.47 

:6 

:4 

4:4.45 

:6 

:4 

.4:5.46 

:0 

:4 

.6:6.8 

:6 

:4 

,4:5.81 

:6 

:4 

.4:4.92 

:6 

:4 

.4:7.0 
6 

4 

.4:6.2 

:6 

:4 

.3:6.4 
:6 

:4 

Theory 
:  6 
:4 


Ace  St  Test,  weeks. 


570 
620 
700 

470 
410 
450 

800 
700 
600 

640 
570 
830 

670 
490 
540 

470 
380 
540 

640 
410 
700 

040 
440 
860 

750 
410 
700 

661 
502 
658 


18 


720 
600 
750 

570 
520 
590 

1000 
810 
820 

760 
750 


900 
730 
820 

720 
440 
820 


540 


930 
590 
1030 

930 
650 


817 
624 
805 


900 
750 
060 

680 
600 
660 

1050 
1010 


840 


840 
810 

750 
520 
720 

790 
610 
920 

1110 
680 
1090 

990 
650 
970 


719 
875 


52 


930 


860 
800 
880 

900 
1030 
1040 

1000 
860 
1240 

710 
970 
970 


580 
980 


1220 
860 
1190 


934 
850 
1050 


>  See  Table  13.  TtdUuhgU  Paptr  No,  58. 

mortar  varies  from  1  to  1.5,  which  corresponds  to  the  limits 
previously  determined  for  efficient  mortars.  Rock  seldom 
shows  less  than  35  per  cent  or  more  than  50  per  cent  of  voids, 
so  that  in  a  1:2:4  mixture  the  volume  of  mortar  will  vary 
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from  1  to  1.5  times  the  volume  of  voids  in  the  rock  .  A  1  :  3  :  6 
mixture  is  seldom  an  efficient  one  because  a  1  :  3  mortar  is 
seldom  efficient,  few  sands  showing  less  than  33  per  cent  voids. 

Conclusions  Regarding  Concretes. 

1.  An  important  function  of  a  mortar  in  concrete  is  to 
fill  the  voids  in  the  coarse  aggregate. 

2.  The  efficiency  of  a  concrete  mixture  depends  largely 
upon  the  efficiency  of  the  mortar. 

3.  For  economical  proportions  the  volume  of  cement 
should  be  equal  to  or  greater  than  the  volimie  of  voids  in  the 
sand  but  not  to  exceed  a  multiple  of  1.5,  and  the  volimae  of 
mortar  should  be  equal  to  or  greater  than  the  volume  of  voids 
in  the  coarse  aggregate  but  not  to  exceed  a  multiple  of  1.5. 

4.  The  equations  for  economical  mixtures  may  be  stated 
as  follows: 


Volume  of  Sand  1 


Unit  Volume  of  Cement      ( 1  to  1 .5)  X  Proportion  of  Voids  in  Sand 

Volume  of  Sand  X  Yield  of  Mortar 
Volume  of  Rock  Unit  Volume  of  Cement 


.(9) 


.(10) 


Unit  Volume  of  Cement      (I  to  1.5)  X Proportion  of  Voids  in  Rock 

5.  The  economy  factor  expresses  the  relative  efficiencies 
of  concrete  mixtures  and  may  be  determined  by  Eq.  8. 
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Mr.  D.  a.  Abrams. — ^Without  going  into  a  detailed  dis-  Mr.  Abrami. 
cussion  of  this  paper,  it  seems  well  to  call  attention  to  the 
author's  treatment  of  the  voids  in  aggregates.  Mr.  Kitts* 
entire  discussion  is  based  on  the  theory  that  the  percentage 
of  voids  in  the  aggregate  is  the  criterion  by  which  the  properties 
of  the  concrete  or  mortar  should  be  judged.  Experimental 
work  carried  out  in  the  Structural  Materials  Research  Labora- 
tory, Lewis  Institute,  Chicago,  has  shown  very  clearly  that 
the  percentage  of  voids  in  the  aggregate  is  by  no  means  a  satis- 
factory criterion  for  the  judgment  of  the  relative  strength  of 
concrete.  In  fact,  a  most  thorough  study  of  this  subject  has 
shown  that  there  is  no  necessary  relation  between  voids  and 
the  strength  of  a  concrete  made  from  a  given  aggregate  mixed 
with  a  given  amoimt  of  cement.  To  carry  this  criticism  a  Uttle 
further,  I  may  say  that  we  have  been  able  to  demonstrate  from 
these  that,  in  general,  the  relation  between  voids  and  strength 
is  exactly  the  reverse  of  what  is  ordinarily  supposed.  This  is 
not  an  accidental  result  from  incomplete  test  data,  but  brings 
out  a  systematic  relation  which  has  heretofore  escaped  notice. 
On  the  other  hand,  a  direct  relation  can  be  secured  in  certain 
instances;  so  that  it  seems  to  me  that  there  is  a  fundamental 
error  in  the  deductions  of  this  paper,  due  to  the  fict  that  the 
author  has  assumed  that  percentage  of  voids  is  a  criterion, 
whereas  we  are  quite  sure  it  is  not.  That  applieis  to  mortar 
mixtures  as  well  as  to  concrete  mixtures.  It  would  seem  to 
be  quite  evident  that  it  is  impossible  to  take  any  arbitrary 
point  in  the  analysis  of  an  aggregate  and  conclude  that  the 
size  below  that  point  fills  the  voids  in  the  coarser  sizes.  It 
seems  to  me  that  the  absurdity  of  that  conclusion  should  be 
dear,  since  if  we  attempted  to  apply  this  method  to  sizes  finer 
or  coarser,  it  would  become  obvious  that  no  such  relation  could 
exist. 

Mr.  H.  H.  Scofield  {by  letter). — ^The  density  and  strength  icr.  Scofleid. 
of  concrete  are  undoubtedly  the  two  most  important  character- 
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Mr.  Scofleid  istics  of  that  material.  For  practical  considerations,  the  cost 
per  unit  strength  as  stated  by  Mr.  Kitts  is  a  very  important 
item.  It  follows  also  that  in  devising  a  method  of  proportion- 
ing the  materials  entering  into  concrete,  one  must  not  lose 
sight  of  actual  practical  conditions  of  installation. 

If  it  were  possible  to  arrange  the  sand  particles  as  desired 
and  inject  into  them  the  cement  paste,  to  similarly  treat  the 
coarse  aggregate  and  inject  into  it  the  mortar,  and  secure  the 
necessary  bond  of  aggregate  to  mortar,  then  Mr.  Kitts'  method 

Table  I. 


Sand.! 

VoidB. 
percent. 

Density  of 
l:3Mortar. 

Mortar  Strength  at  One  Year, 
lb.  per  iq.  in. 

Tension. 

Compnenon. 

16  A 

36.2 
81.2 
85.8 

34.5 
29.2 
36.9 

30.3 
25.8 
29.2 

28.9 
22.8 
27.8 

0.724 
0.676 
0.647 

0.788 
0.742 
0.695 

0.828 
0.768 
0.706 

0.855 
0.798 
0.730 

836 
385 
328 

437 
406 
356 

576 
487 
386 

600 
560 
416 

3324 

16  B 

3154 

16  C 

2556 

8  A 

4845 

8  B 

8210 

8C 

2768 

4  A 

5575 

4B 

5150 

4C 

4174 

2  A 

6402 

2B 

5750 

2  C 

4409 

iThe  numeral  before  each  letter  in  this  eohunn  is  the  number  of  the  sieve  through  which  aU  of  each 


would  probably  be  found  efficient  in  every  way.  However,  the 
quality  of  mortar  and  concrete  depends  upon  its  characteristics 
as  installed  under  actual  conditions  and  not  upon  some  imagi- 
nary characteristics,  desired  and  considered  at  the  time  of 
measuring  the  materials.  Voids  in  materials  as  measured  do 
not  represent  the  voids  in  those  materials  after  placing  in 
concrete. 

It  is  well  known  that  the  quality  of  concrete  as  installed 
depends  upon  many  items.    Many  of  these  are  of  more  impor- 
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tance  in  their  effects  than  are  small  differences  in  voids  of  aggre-  Mr.  Scofleid. 
gates  and  richness  of  mortar.     The  character  and  grading  of 
the  aggregate,  the  amount  of  water  and  duration  of  mixing,  and 

Table  II. 


Sand. 

Voida  (F^Mked). 
pcroent 

Deniityof 
l:8MorUr. 

Mortar  Strength  at  One  Tear, 
&>.  per  eq.  in. 

Tenaon. 

Conpremon. 

A  ^teiiht  fine) 

80.2 
21.8 
24.0 
26.8 

0.782 
0.752 
0.708 
0.682 

571 
550 
450 
863 

5751 

B 

5551 

c 

4654 

D 

4078 

the  method  of  placing  the  concrete,  are  all  items  of  great  impor- 
tance. I  believe,  therefore,  that  the  voids  to  be  considered  should 
be  in  all  cases  the  voids  in  the  finished  concrete  or  mortar  and 


Table  III. 

Screenings. 

Contained  Duet, 
percent. 

Void, 
peroent. 

Density  of 
1 : 8  Mortar. 

A  Ifftrtigb*  Bn«)  

2.8 

5.0 
10.0 
15.0 
20.0 
25.0 
80.0 
85.0 
45.0 
55.0 
65.0 
75.0 
85.0 
100.0 

85.8 
83.6 
81.8 
29.8 
27.2 
28.6 
21.0 
21.0 
24.4 
27.0 
20.2 
31.8 
33.6 
88.0 

0.771 

B 

0.771 

c 

0.766 

D 

0.756 

E : 

0.746 

f 

0.781 

0  

0  720 

H 

0.714 

I 

0  608 

J 

0.671 

K 

0.657 

L 

0.686 

M 

0.616 

N 

0.584 

not  the  voids  in  the  materials  before  mixing.  To  illustrate,  it 
is  logical  to  believe  that  a  fine  aggregate  of  a  certain  grading 
might  be  selected  to  fit  a  certain  coarse  aggregate  and  a  pro- 
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Mr.  Scofleid.  portion  be  so  selected  to  give  an  eflSicient  concrete,  even  though 
separate  tests  upon  both  reveal  them  to  be  high  in  voids. 

As  a  matter  of  added  information,  I  have  reviewed  several 
series  of  investigations  made  at  Purdue  University  in  recent 
years  to  show  that  strength  and  density  of  mortars  seem  to 
follow  each  other,  but  that  they  do  not  necessarily  follow  the 
voids  of  the  dry  aggregate.  In  all  of  these  series  the  relation 
of  voids  to  strength  was  not  the  aim;  the  voids  were  measured 
"^  merely  as  additional  data  in  each  case. 

Table  I  gives  the  results  of  a  series  undertaken  primarily 
to  observe  the  relation  between  the  grading  of  the  fine  aggregate 


Table  IV. 

Natubal  Bank  Sands. 


Sand. 


Voids, 
pereent. 


80.6 
28.4 
30.3 


Densities  of  MorUts. 


1:1.2 


0.743 
0.708 
0.689 


1:8 


0.820 
0.772 
0.734 


1:6 


0.819 
0.755 
0.729 


LlUXSTONS  ScRKKNINGft. 

A 

41.2 
37.8 
39.1 

0.705 
0.693 
0.663 

0.787 
0.746 
0.714 

0.760 

B 

0.720 

c 

0.691 

and  the  density  and  strength  of  1  :  3  mortars.  The  "A"  sands 
are  straight  line  or  "uniformly"  graded,  the  "B"  sands  contain 
a  medium  amount  of  fines,  and  the  '*C"  sands  have  an  excess 
of  fines  present.  The  numeral  gives  the  number  of  sieve  through 
which  all  of  each  sand  passes.  It  will  be  noted  that  the  "A" 
sands  in  all  cases  give  the  greatest  density  and  strength  but  the 
medium  fine  '*B"  sands  show  the  lowest  percentage  of  voids. 

Table  II  shows  results  by  another  operator  in  a  somewhat 
similar  series.  *'A,  B,  C  and  D"  contain  increasing  amounts 
of  fine  silt  in  the  order  named. 

In  Table  III  are  given  the  results  of  a  series  the  purpose  of 
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which  is  to  show  the  effect  of  dust  in  limestone  screenings  on  Mr.  Seofleid. 
the  density  and  strength  of  a  1:3  mortar.  Although  the 
strength  tests  have  not  as  yet  been  made,  I  believe  that  they  wiU 
follow  the  densities.  It  will  be  noted  that  low  dust  content 
gives  maximum  density,  but  that  lowest  voids  occur  at  a  con- 
siderably higher  dust  content. 

The  results  in  Table  IV  are  taken  from  a  series  under  way 
to  show  the  effect  of  hydrated  lime  on  density  and  strength  of 
mortar.  The  no-Ume  results,  only,  are  here  shown.  As  before, 
"A"  sands  are  straight  line  graded  up  to  J  in.,  the  "B"  sands 
contain  a  medium  amount  of  fines  (not  fine  dust  only,  in  this 
case)  and  the  " C"  sands  an  excess  of  fines. 

Referring  again  to  the  practical  consideration  of  using  the 
densest  concrete,  the  writer  believes  that  such  a  proportion  of 
cement  and  grading  of  sand  may  be  used  to  give  the  densest 
mortar  and  that  it  is  entirely  practical  to  use  such  mortar  with 
any  coarse  aggregate.  If  the  contractor  finds  that  the  mix- 
ture is  too  "stony"  to  be  workable,  more  mortar  of  maximum 
density  may  be  used  and  the  mixture  made  workable.  But  it 
is  not  practicable  in  many  cases  to  use  an  amount  of  coarse 
aggregate  suflBicient  to  give  maximum  density,  for  the  resulting 
mixture  will  be  too  stony  to  work.  A  compromise  must  always 
be  effected. 

Mr.  J.  A.  KiTTS  {Author's  closure  by  letter), — Mr.  Abrams  Mr.  Kitt*. 
is  in  error  in  stating  that  my  theory  is  *'that  the  percentage  of 
voids  in  the  aggregate  is  the  criterion  by  which  the  properties 
of  the  concrete  or  mortar  should  be  judged."  I  have  presented 
evidence  in  this  paper  to  show  that  the  percentages  of  voids 
in  the  aggregates  are  the  properties  of  those  aggregates  on 
which  the  proportions,  for  mortars  or  concretes,  should  be 
based. 

If  I  had  a  large  number  of  sands  and  wished  to  find  the 
most  efficient  mortar  from  each  and  also  the  relative  efficiency 
of  each  sand,  I  would  proportion  the  mortars  by  Eq.  7  using 
0.75,  1.0,  1.5,  and  3.0  as  the  void-filled  ratio  (the  variable  in 
the  denominator).  All  sands  having  cement  paste  equal  in 
volume  to  0.75  of  the  volume  of  voids  in  the  respective  sands 
would  be  comparable,  and  so  on.     The  volumetric  proportions 
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Mr.  Kitts.  would  then  be  determined  from  the  computed  weight  propor- 
tions by  the  following  equation: 

Agg.  Vol.  of  Sand      ^Wt.  of  SandXAgg.  Sp.  Gr.  of  Cement 
Agg.  Vol.  of  Cement    Wt.  of  Cement  X  Agg.  Sp.  Gr.  of  Sand 

Having  recorded  the  yield  of  mortar  and  made  the  strength 
tests,  the  eflSidencies  of  the  various  mortars  would  be  determined 
by  Eq.  5. 

If,  for  example,  the  1.0  mortar  from  one  sand  proved  to  be 
much  less  efficient  than  the  1.0  mortars  from  the  others,  and 
the  outstanding  feature  of  this  sand  was  that  it  had  a  large 
percentage  of  fines,  the  cause  of  failure  of  the  mortar  could  be 
definitely  ascribed  to  the  excess  of  fines.  However,  if  the 
mortars  were  all  made  in  1  :  3  weight  proportions,  as  in  Mr. 
Scofield's  data,  the  specific  gravity  and  percentage  of  voids 
of  the  poor  sand  might  be  such  that  the  volumetric  proportions 
would  be  considerably  less  than  that  of  any  other  of  the  sands, 
the  proportion  of  cement  paste  in  proportion  to  the  voids  would 
be  greater,  and  there  would  be  no  indication  that  the  presence 
of  the  fines  was  doing  any  damage. 

If  Mr.  Scofield  had  given  the  specific  gravity  of  his  sands 
with  his  data,  I  do  not  doubt  that  it  could  be  shown  that  the 
density  of  his  various  mortars  was  generally  dependent  upon 
the  percentage  of  voids  in  the  sands. 

To  repeat,  Mr.  Abrams  is  in  error  in  stating  that  I  have 
"assumed  that  percentage  of  voids  is  a  criterion."  I  have 
shown  by  diagrams  and  tables,  which  are  the  results  of  an 
analysis  of  some  very  thorough  tests,  that  there  are  definite 
relations  between  the  variation  of  the  void-filled  ratio  and  the 
variation  of  strength,  between  the  variation  of  the  void-filled 
ratio  and  the  variation  of  the  economy  factor,  between  the 
variation  of  the  void-filled  ratio  and  the  variation  of  permeability; 
and,  no  doubt,  there  is  a  definite  relation  between  the  variation 
of  the  void-filled  ratio  and  the  variation  of  density.  In  view 
of  these  relations  I  hive  devised  Eqs.  9  and  10  for  economical 
mixtures.  With  ordinarily  good  materials  these  equations  should 
give  reliable  results. 
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EFFECTS  OF  GRADING  OF  SANDS  AND  CONSISTENCY 

OF  MIX  UPON  THE  STRENGTH  OF  PLAIN 

AND  REINFORCED  CONCRETE. 

By  L.  N.  Edwards. 
SUMNIARY. 


The  physical  properties  of  concrete,  like  those  of  Nature's 
conglomerates,  depend  primarily  ui)on  the  cementing  material 
and  aggregates  of  which  it  is  composed.  The  methods  and 
operations  used  in  the  making  of  concrete  are  vital  factors  in 
the  production  of  conditions  affecting  the  density,  strength  and 
permanence  of  the  concrete  mass.  The  materials  are  too  fre- 
quently a  means  to  an  end  without  consideration  of  the  end  itself. 

This  paper  has  for  its  object  the  following: 

To  describe  the  methods  used  in  a  series  of  experimental  tests 
undertaken  to  secure  information  relating  to  (l)  the  influence 
of  the  grading  of  sand,  (2)  the  effect  of  the  consistency  of  mix 
upon  the  strength  and  physical  characteristics  of  the  concrete 
produced,  and  (3)  the  effect  of  varying  the  time  of  mimng. 

To  give  the  results  obtained  and  the  phenomena  observed 
from  tests  made  upon  (l)  cylinders  in  which  12  sands  of  pre- 
determined gradings  were  used  as  sand  aggregates,  (2)  cylinders 
and  reinforced-concrele  beams  in  the  preparation  of  which  five 
consistencies  of  mix  were  used,  and  (3)  cylinders  for  which  the 
time  of  mixing  was  varied  from  J  to  2  minutes. 

In  the  preparation  of  the  test  specimens  the  field  conditions 
accompanying  high-grade  concrete  construction  operations  were 
duplicated  in  so  far  as  practicable.    The  results  obtained  show: 

1.  A  wide  range  in  the  strengths  of  concrete  produced  from 
sands  of  different  gradings; 

2.  Important  variations  in  the  strength  of  both  plain  and 
reinforced  concrete,  depending  upon  the  consistency  of  the  mix; 

3.  The  inconsistency  of  common  field  methods  and  opera- 
tions, and  of  the  usually  specified  requirements  for  sand,  as  opposed 
to  the  generally  accepted  and  specified  requirements  in  design. 
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EFFECTS  OF  GRADING  OF  SANDS  AND  CONSISTENCY 

OF  MIX  UPON,  THE  STRENGTH  OF  PLAIN 

AND  REINFORCED  CONCRETE. 

By  L.  N.  Edwaeds. 

The  rapid  development  and  the  wide  application  of  plain 
and  reinforced  concrete  in  modem  construction  is  without 
parallel  in  the  history  of  materials.  This  change  of  status,  from 
a  minor  material  to  one  of  first  importance,  has  not  been  char- 
acterized by  the  degree  of  constructive  criticism  and  conserva- 
tism which  accompanied  the  adoption  of  iron  and  steel  in  the 
construction  of  bridges,  buildings,  and  allied  structures. 

Laboratory  experiments  have  multiplied  to  such  an  extent 
that  the  available  data  so  produced  are  greater  than  those  exist- 
ing for  any  other  single  construction  material.  Engineers  have 
sifted,  culled  and  graded  this  information,  and  from  it  have 
evolved  our  modem  practice  in  plain  and  reinforced-concrete 
design.  Concrete  has  thus  been  studied  mainly  as  a  single 
material  rather  than  as  a  combination  of  constituent  materials 
and  mechanical  operations;  each  of  which,  taken  individually, 
exerts  a  distinct  influence  upon  the  character  of  the  combined 
product. 

A  definite  knowledge  of  all  the  factors  which  tend  to  pro- 
duce widely  varying  results,  affecting  the  strength  and  perma- 
nence of  stmctures  comjwsed  wholly  or  in  part  of  concrete,  in  the 
opinion  of  the  author,  is  necessary  to  a  thorough  imderstanding 
of  the  full  range  of  its  usefulness.  This  necessarily  involves  not 
only  the  properties,  selection  and  proportioning  of  the  materials, 
but  also  the  amou^it  of  water  to  be  used,  the  method  and  thor- 
oughness of  mixing,  the  manner  of  placing,  the  temperature  of 
seasoning,  and  various  other  factors  affecting  the  practical 
operations  involved  in  field  constmction.  In  former  years  the 
quality  of  the  cement  was  considered  as  paramount  in  the  pro- 
duction of  concrete,  but  in  the  past  few  years  the  importance  of 
the  careful  selection  of  other  materials  and  of  the  field  conditions 
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attending  the  mixing,  placing,  etc.,  has  been  more  generally 
recognized.  However,  aside  from  the  limited  investigations  of  a 
few  individuals,  very  little  information  is  available. 

This  paper  presents  the  results  of  three  series  of  tests  made 
by  the  City  of  Toronto,  Department  of  Works,  in  1916,  under  the 
direct  supervision  of  the  author. 

Object  and  Scope  of  Tests. 

The  tests  were  imdertaken  with  the  object  of  seciuring 
information  relating  to  (l)  the  influence  of  the  grading  of  sand, 
(2)  the  effect  of  the  consistency  of  mix  upon  the  strength  and 
physical  characteristics  of  the  concrete  produced,  and  (3)  the 
effect  of  varying  the  time  of  mixing. 

In  so  far  as  consistent  with  available  facilities,  the  propor- 
tioning of  concrete  materials,  the  mixing  of  the  concrete,  and 
the  preparation  of  test  specimens  were  to  be  carried  on  imder 
conditions  which  duplicated  those  usually  accompanying  actual 
field  construction  work  under  good  supervision. 

For  sand  tests,  all  sands  were  to  conform  to  predetermined 
gradings.  The  usual  requirements  of  sharpness,  cleanliness, 
etc.,  were  to  be  carefully  maintained. 

The  range  or  scope  of  the  tests  as  planned  and  carried  out 
was  divided  as  follows: 

1.  To  secure  information  covering  the  chemical  and  physi- 
cal properties  of  all  materials  used; 

2.  The  preparation  of  12  sands  to  conform  to  predeter- 
mined gradings  and  the  securing  of  information  showing  their 
relative  values  in  concretes  and  mortars; 

3.  To  ascertain  the  influence  of  varying  the  quantity  of 
water  used  in  mixing  concrete  for  both  plain  and  reinforced- 
construction; 

4.  To  ascertain  the  effect  of  varying  the  time  of  mixing;  and 

5.  To  secure  miscellaneous  general  information  and  data 
pertaining  to  the  foregoing  phases  of  the  tests. 

The  investigations  herein  described  involve  tension,  com- 
pression and  bend  tests  upon  366  concrete  cylinders,  6  in.  in 
diameter  by  12  in.  long;  75  reinforced-concrete  beams,  4  by 
6  in.  in  cross-section  by  4  ft.  long;  82  standard  briquettes;  and 
120  2-in.  cubes. 
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Materials  Used  m  Tests. 

The  properties  of  the  cement,  sand  and  stone  aggregates, 
and  of  water  used  m  the  preparation  of  test  spedmens  were  as 
follows: 

Cement. — ^The  Portiand  cement  was  of  Canada  brand,  manu- 
factured by  the  Canada  Cement  Co.,  Limited.  At  the  begin- 
ning of  the  work,  a  suflBident  quantity  for  all  tests  was  reserved 
from  a  single  carload  lot. 

Following  are  the  physical  and  chemical  properties  deter- 
mined in  accordance  with  the  standard  specifications  of  the 
Sodety: 

Physical  Propbrties. 

Constancy  of  volume O.K. 

Specific  gravity 3.10 

Initial  set,  minutes 150 

Final  set,  minutes 405 

Fineness,  per  cent  retained  on /No.  100  sieve 2.2 

iNo.  200  sieve 22.0 


tneat — 
mortar. 


24hrs 419 

7  days 656 

28  days 863 

7  days 284 

28  days 451 


Chemical  Properties. 

LfOSS  on  ignition,  per  cent 2 .  68 

Insoluble  residue,  per  cent 0.81 

Sulfuric  anhydride,  per  cent , . .  2 .  17 

Magnesia,  per  cent 2 .  78 

Sand. — ^AU  sand  used  in  the  tests  was  of  limestone  origin, 
secured  from  a  chosen  section  of  the  pits  of  the  Maple  Sand  and 
Gravel  Co.,  Maple,  Ontario.  In  its  original  state  the  sand 
existed  in  three  clearly  defined  strata,  which  to  all  appearances, 
varied  only  in  the  degree  of  fineness  of  the  sand  grains.  The 
terms  "medium  fine,"  "medimn"  and  "coarse"  have  been 
applied  to  the  original  sands  as  indicating,  in  a  general  way, 
their  character  of  grading.  The  actual  gradings  as  determined 
by  tests  are  shown  graphically  in  Fig.  1. 

The  following  is  the  chemical  composition  of  a  composite 
sample  of  the  three  original  sands: 
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;  on  ignition,  per  cent 16.32 

Silica,  per  cent 46.97 

Iron  and  alumina  oxides,  per  cent 13.06 

Calcium  oxide,  per  cent 15 .  71 

Magnesia,  per  cent 4. 22 

The  specific  gravity  of  the  composite  sample  taken  at  70**  F. 
was  2.684. 

The  original  sands  were  used  only  for  the  piirpose  of  secur- 
ing therefrom  the  portions  which,  when  thoroughly  mixed 
together  in  definite  quantities,  would  produce  composite  sands 
agreeing  very  closely  in  texture  with  the  predetermined  gradings 
fixed  for  the  test  sands. 

From  each  original  sand  all  material  passing  a  sieve  having 
four  meshes  per  linear  inch  was  divided  into  four  parts  or  por- 
tions, as  follows: 

1.  All  materials  retained  ujwn  a  No.  10  sieve; 

2.  All  material  passing  a  No.  10  sieve  and  retained  upon  a 
No.  20  sieve; 

3.  All  material  passing  a  No.  20  sieve  and  retained  upon  a 
No.  50  sieve;  and 

4.  All  material  passing  a  No.  50  sieve. 

The  parts  so  secured  were  placed  in  bags  and  carefully 
labeled  for  identification. 

Prior  to  making  the  division  above  described  the  original 
sands  were  thoroughly  dried  upon  a  metal  heater,  since  the 
sands  as  received  from  the  pit  were  damp.  With  the  object  of 
determining  the  shrinkage  in  volume  and  weight  due  to  drying, 
4  cu.  ft.  of  medium  sand  were  measured  and  weighed,  dried,  and 
again  weighed  and  measured.  Following  are  the  results  of  the 
test: 


Average  weight  of  sand,  lb.  per  cu.  ft.  <  ^ 


[wet 92.55 

[dry 85.25 

;  in  weight  (7 .  30  lb.) 7.9  per  cent 

Loss  in  volume  (324  cu.  in.) 18 . 7  per  cent 

Stone. — ^All  crushed  stone  used  in  the  tests  was  secured  from 
the  Point  Anne  Quarries  Co.,  Limited,  Point  Anne,  Ontario. 
The  stone  supplied  by  this  company  is  a  uniformly  dense,  dark- 
colored  limestone.    Its  chemical  composition  is  as  follows: 
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Calcium  carbonate,  percent 96.0-98.0 

Silica,  per  cent 2.0-   2.5 

Iron  and  alumina  oxides,  per  cent 0.5 

Magnesia trace 

Phosphorus " 

The  size  of  stone  used  was  that  commercially  known  as 
1-in.  stone.    The  average  grading  of  this  material  as  received 
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Fig.  2. — Grading  of  Broken  Stone. 


1.00 


10 
20 
30 

40  i5 

50  I 
1 

70  I 
BO 
90 
100 


from  the  storage  bins  of  the  company  is  shown  graphically  in 
Fig.  2.  The  voids  in  the  stone  were  found  to  be  43.85  per  cent. 
The  maximum  size  was  approximately  li  in.  All  stone 
was  carefully  screened  over  a  i-in.  screen  before  using,  thus 
removing  all  material  imder  }  in.  in  size.  With  this  exception 
the  stone  aggregate  was  used  in  the  concrete  mix  in  the  condition 
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in  which  it  was  received  from  the  bins.    Its  uniformity  was  such 
that  a  careful  grading  seemed  imnecessary. 

Water. — ^AU  water  used  in  the  tests  was  taken  from  the 
city  water  mains,  the  source  of  supply  being  Lake  Ontario.  The 
chemical  analysis  is  as  follows: 

Parts  per  MnjJON. 

Total  solids 120.0 

Alkalinity  (lacmoid)  bicarbonates  103;  carbonates  2. . ..  105.0 

Permanent  hardness 32.5 

Total  hardness 137.5 

Silicious  matter 3 .  84 

Iron  oxide,  alumina  and  phosphates 0. 17 

Lime  (CaO) 43.4 

Magnesia  (MgO) 12.2 

Sulfates  (SO4) 18.5 

Chlorides 9.0 

Skel  Reinforcement. — ^The  reinforcing  steel  was  used  only  in 
the  consistency  tests  upon  reinforced-concrete  beams. 

Following  are  the  physical  and  chemical  properties  deter- 
mined in  accordance  with  the  specifications  of  the  Society: 

Physical  Properties. 

Tensile  strength,*lb.  per  sq.  in 72  860 

Elastic  limit,  lb.  per.sq.  in 41  090 

Elongation  in  2  in.,  per  cent 19.5 

Character  of  fracture i  cup, 

silky 
Cold  bend  test O.K. 

Chemical  Properties. 

Carbon,  per  cent 0. 26 

Manganese,  per  cent 0. 38 

Phosphorus,  per  cent 0. 027 

Sulfur,  per  cent 0. 033 

All  steel  reinforcement  was  rolled  material.  Its  surface 
condition  was  excellent,  showing  little  evidence  of  either  mill 
scale  or  incipient  rust. 

Composition  and  Preparation  of  Test  Sands. 
Within  a  radius  of,  say,  25  miles  from  Toronto  good  lime- 
stone sands  having  a  large  variety  of  gradings  may  be  secured 
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with  littie  difficulty.  The  actual  grading  of  a  considerable 
number  of  these  sands  provided  a  range  of  grading  within  which, 
for  practical  reasons,  it  seemed  advisable  to  limit  the  predeter- 
mined gradings  of  all  test  sands.  Fig.  1  shows  graphically  the 
gradings  of  several  natural  sands;  also,  the  gradings  of  the  three 
original  sands  secured  for  the  tests. 

The  practical  range  of  sand  gradings  as  above  described 
having  been  fixed,  the  comi)ositions  for  12  different  sands  were 


Table  I. — Predetermined  Gradings  for  Sands. 


Series  No. 

Sand  No. 

Peroentasei  Retained  on  Bkvm. 

No.  10. 

No.  20. 

No.  50. 

No.  100. 

15 

35 

80 

07 

1 

20 

50 

85 

07 

25 

60 

ft6 

07 

15 

40 

85 

07 

a 

20 

45 

85 

07 

30 

60 

85 

07 

20 

40 

85 

07 

8 

26 

45 

00 

07 

30 

50 

05 

07 

10 

26 

55 

80 

07 

4 

11 
12 

26 
26 

55 

55 

85 

05 

07 

07 

predetermined  as  shown  in  Table  I.  These  gradings  are  also 
shown  graphically  in  Fig.  3. 

By  comparison  with  Fig.  1,  it  will  be  noted  that  sand  No.  2 
represents  approximately  an  average  of  the  natural  sands,  while 
sands  Nos.  1  and  3  represent  averages  of  the  finer  and  coarser 
grades,  respectively. 

With  the  original  sands,  divided  as  already  described,  the 
quantitites  of  each  required  to  produce  a  given  sand  of  the  above 
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series  was  detenhined  by  trial.     The  composition  of  100  lb.  of 
sand  No.  2  following  is  typical  of  the  results  thus  obtained: 

Medium  Fine  retained  upon  a  No.  10  sieve,  lb 26j 

Medium  Fine        "  "     "  No.  20     "     "    23| 

Medium  "  "     "  No.  50     "     "    17J 

Coarse  "  "     "  No.  50     "     "    17i 

Medium  passing      "     "  No.  50      *     "    15 

Total 1 00 

The  actual  grading  of  th6  sands  used  in  the  tests  as  deter- 
mined from  "mixer-produced"  samples  (described  later)  are 
shown  graphically  in  Figs.  4  and  5.  In  this  connection,  it  is  of 
interest  to  note  the  relatively  small  difference  existing  between 
the  predetermined  gradings  and  the  actual  gradings. 

The  art  of  photography  does  not  readily  adapt  itself  to  the 
reproduction  of  the  impressions  obtained  by  a  visual  examina- 
tion of  these  sands.  However,  Fig.  6  gives  a  close  approxima- 
tion of  their  actual  appearance. 

The  "mixer  produced"  samples  of  test  sands  used  for  mak- 
ing granulometric  analyses,  and  for  the  determinations  of  voids, 
were  each  spread  out  in  a  thin  layer  and  divided  into  small 
squares  from  which  composite  samples  were  taken  for  use  in  the 
tests. 

For  the  granular  analysis  tests  a  standard  set  of  8-in.  diam- 
eter hand  sieves  was  used,  having  8,  10,  20,  30,  40,  50,  80  and 
100  openings  per  linear  inch. 

The  method  used  for  the  determination  of  voids  was  as 
follows: 

Into  a  graduated  glass  cylinder  containing  800  cc.  of  water 
1500  cc.  of  sand  were  slowly  poured,  the  water  being  agitated  as 
the  addition  of  the  sand  proceeded.  The  sand  was  allowed  to 
stand  in  the  water  for  3  to  5  minutes,  when  the  water  level  was 
read.    The  percentage  of  voids  was  then  determined  as  follows: 

„  .      .,      800+1500— Final  volume 

Percentage  of  voids  » X 1 00. 

*  1500 

No  correction  for  absorption  was  made. 
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Fig.  6. — Sands  used  in  Tests. 
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Fig  6. — Sands  used  in  Tests  (Continued). 
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Concrete  Proportioning,  Mixing  and  Placing. 
The  materials  entering  into  the  concrete  mix  were  propor- 
tioned by  volume  reduced  to  a  imit-weight  basis.     The  unit 
weights  were  as  follows: 

One  cubic  foot  of  cement  assumed  at 100       lb. 

One     "        ".    "  sand  (dry)  "        " 106.56" 

One     "       "    "stone    "     "        " 89.31" 

One     "       "    "water          "        " 62.37" 

The  imit  weights  for  sand  and  stone  aggregates  were  deter- 
mined by  taking  the  average  weight  of  four  measures  of  1  cu.  ft. 

As  already  described,  all  sand  was  freed  from  moisture  by 
heating  upon  a  metal  plate.  Similarly  all  broken  stone  was 
surface  dried  whenever  found  to  contain  surface  dampness. 

Proportioning. — ^To  conform  with  common  practice,  the 
ingredient  materials  of  the  mix  were  arbitrarily  proportioned  by 
volume  for  all  tests.  The  only  exception  to  this  practice  was  the 
use  of  unit  weights  instead  of  the  corresponding  voliunes,  for 
the  reason  that  greater  imiformity  was  thus  secured.  The 
following  mixes  were  used  for  the  purposes  indicated: 

For  all  compression  test  cylinders  used  in  the  sand  and  the 
consistency  tests,  1:2:4  and  1  :  2}  :  5; 

For  all  reinforced-concrete  beams  used  in  the  consistency 
tests,  1  :  2  :  4. 

The  standard  Canadian  bag  of  cement  weighs  87.5  lb.  net. 
The  quantities  of  ingredient  materials  for  a  1-bag  batch  of  con- 
crete were  therefore: 

1:2:4.  1:2^:5. 

Cement,  lb 87. 5  87.5 

Sand,  lb 186.5  233.4 

Stone,lb 312.6  391.2 

Water As  under  heading  "Mixing." 

Mixing. — ^The  composition  of  a  given  test  sand  having  been 
determined  as  already  described,  the  quantities  necessary  for 
the  sand  aggregate  of  a  batch  of  concrete  were  carefully  weighed 
and  placed  in  the  mixer  skip,  raised,  and  deposited  in  the  mixer 
drum.  The  incorporation  of  the  portions  of  the  original  sands 
to  form  a  uniform  composite  sand  was  produced  by  revolving 
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the  drum  for  a  period  of  not  less  than  five  minutes.  The  "mixer- 
produced"  sample  for  laboratory  use  was  then  taken  from 
the  drum  and  the  remaining  materials  of  the  batch,  except  the 
water,  were  added  in  the  ordinary  way.  The  drum  was  per- 
mitted to  make  two  revolutions  or  more  before  the  water  was 
added  to  the  mix.  Each  batch  was  mixed  one  minute  after  all 
materials,  including  the  water,  had  been  deposited  in  the  dnmi. 

The  mortar  required  to  coat  the  inside  of  the  mixer  drum 
was  provided  by  the  addition  of  the  necessary  amount  of  sand, 
cement,  and  water  to  the  first  batch  mixed  each  day.  A  test 
batch  indicated  that  approximately  56  lb.  of  mortar  were  required 
for  this  purpose.  The  sand  was,  therefore,  fixed  at  50  lb.  and 
the  amoimts  of  cement  and  water  were  varied  to  suit  the  mix. 
This  amount  was  used  for  all  sand  tests  and  for  the  fiirst,  second 
and  third  consistency  tests.  For  the  fourth  and  fifth  consistency 
tests  the  sand  was  reduced  to  25  lb.  to  allow  for  the  lesser  quan- 
tity of  mortar  adhering  to  the  drum. 

As  previously  stated,  sand  No.  2  represents  approximately 
an  average  of  good  quality  sands  for  use  in  concrete  available  in 
the  Toronto  market.  For  this  reason  it  was  chosen  as  the  sand 
to  be  first  used  in  the  tests  for  grading  of  sands.  For  the  same 
reason  it  was  used  throughout  the  tests  for  consistency  of  mix. 

The  quantities  of  water  used  in  the  1:2:4  mix  and  the 
1  :  2i  :  5  mix  were  not  predetermined.  For  the  first  batch  of 
each  mix  three  large  pails  of  water  were  weighed  before  the  mix- 
ing was  begun;  from  these  a  sufficient  amount  of  water  was 
placed  in  the  mixer  to  render  the  batch  of  the  degree  of  wetness 
desired,  and  from  the  weight  of  the  water  remaining  in  the  pails 
the  amount  placed  in  the  mixer  was  determined.  This  quantity 
was  used  as  a  standard  for  all  succeeding  batches  in  the  tests 
for  grading  of  sands  and  for  the  first-consistency  batches  of 
the  tests  for  consistency  of  mix. 

Regarding  the  consistency,  or  degree  of  wetness,  of  the  mix 
used  as  a  standard,  it  may  here  be  explained  that  it  was  the 
intention  of  the  observer  at  the  mixer  to  produce  a  concrete  in 
which  the  stones  were  thoroughly  covered  with  a  thick  coating 
of  sticky,  semi-plastic  mortar,  or  in  other  words,  a  concrete  of  a 
consistency  that,  although  saturated,  shows  no  free  water  when 
taken  out  of  the  mixer;    that  can  be  transported  in  barrows. 
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chutes,  etc.,  without  appreciable  segregation  of  the  component 
materials;  and  that  when  deposited  in  the  forms  will  settle  into 
place  and  become  thoroughly  compacted  with  a  comparatively 
small  amount  of  spading,  slicing,  or  other  manipulating. 

Having  determined  the  quantity  of  water  for  the  first  con- 
sistency of  each  mix,  the  quantities  of  water  for  four  other  con- 
sistencies were  arbitrarily  fixed  by  the  percentages  of  increase 
for  each,  namely,  10  per  cent  for  the  second,  20  per  cent  for  the 
third,  35  per  cent  for  the  fourth,  and  50  per  cent  for  the  fifth. 

For  the  tests  for  grading  of  sands,  the  quantity  of  water 

Table  II. — Percentage  of  Water  Used  in  Tests  for  Grading  of 
Sands  and  Consistency  of  Mix. 


Kind  of 
Bpectmen. 

1:2:4 

1 :  3i :  5 

Test. 

ftteentaffe  of  Water  to  Dry 
Weight  of 

"^^%^,'S"''^ 

Cement  and 
Aggregates. 

Cement. 

Cement  and 
Aggregates. 

Cement 

Grading  of  sands. 

ConaJstenoy: 
First. ( 

Second....  { 

ThW { 

FourtL...{ 

Fifth 

6.17 

6.48 
6.17 

7.13 
6.75 

7.78 
7.87 

8.75 
8.28 

9.72 
9.26 

41.14 

43.86 
41.14 

47.70 
45.25 

62.03 
49.87 

58.52 
55.54 

65.04 
61.71 

5.99 

5!99 
6!  59 
7!i9 

i'.ii 

8.99 

48  76 

Bfmn 

Cylinder 

Beam 

48.76 

Cylinder 

Bmhi 

53.64 

CyUnder 

Beam 

58.51 

CyUnder 

n^m     

65.83 

Cylinder 

73.14 

used,  when  expressed  in  relation  to  the  total  dry  weight  of  the 
cement  and  aggregates  and  to  the  cement  alone,  is  given  in 
Table  II. 

Table  II  also  gives  the  percentage  of  water  used  in  the  tests 
for  consistency  of  mix. 

In  connection  with  the  data  given  in  Table  II,  it  must  be 
borne  in  mind  that  all  concrete  materials  were  thoroughly  dry 
when  deposited  in  the  mixer  drum. 

The  detail  of  the  test  beams  rendered  it  necessary  that  the 
concrete  of  first  consistency  for  this  work  be  slightly  more  mushy 
than  that  for  the  test  cylinders. 
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The  quantity  of  concrete  mixed  for  each  set  of  test  speci- 
mens was  sufficient  to  fill  all  molds  and  to  give  a  residue  of  from 
Ij  to  2  cu.  ft.  The  last  test  specimens  made  each  day  were, 
therefore,  in  no  sense  composed  of  scrapings,  from  the  mixer. 
In  this  connection,  it  is  of  interest  to  note  that,  although  a  less 
quantity  of  materials  was  provided  for  coating  the  inside  of  the 
drum  with  mortar,  the  quantity  of  concrete  left  over  from  the 
very  wet  mixes  was  approximately  double  that  left  over  from 
the  first  or  standard  consistency.  This  increase  was  mainly  due 
to  the  increased  volume  of  water  used. 

A  steam-operated  Foote  mixer  of  |-cu.  yd.  capacity  was  used 
for  the  mixing  of  all  concrete. 

Placing. — ^The  concrete  was  removed  from  the  mixer  as 
required  for  placing  in  the  cylinder  and  beam  forms.  Usually 
about  2  cu.  ft.  of  concrete  were  removed  at  a  time  and  deposited 
in  a  barrow,  from  which  it  was  shoveled  into  the  forms  as  required 
for  puddling.  Before  each  succeeding  barrowful  was  taken  out, 
the  mixer  drum  was  given  two  or  more  revolutions  to  overcome 
any  segregation  of  the  ingredients  of  the  concrete  remaining  in 
the  mixer  due  to  the  action  of  gravity. 

No  special  provision  was  made  to  prevent  evaporation  losses 
in  the  mixer  drum  and  in  the  barrow.  The  mixing  and  placing 
was  carried  on  in  the  open  air  and  the  usual  variations  of  tem- 
perature and  humidity  of  atmosphere  existed  from  day  to  day 
as  the  work  progressed.  The  mixing  of  batches  was  done  from 
7.45  to  8.30  a.  m.  The  maximum  variation  in  temperature  was 
therefore  only  46°  F.  In  this  connection,  the  author  desires  to 
mention  the  valuable  information  contained  in  Bulletin  No.  81, 
"The  Influence  of  Temperature  on  the  Strength  of  Concrete,'' 
University  of  Illinois  Engineering  Experiment  Station. 

In  the  puddling  of  the  concrete  in  the  forms,  a  special  effort 
was  made  to  do  the  work  with  the  greatest  dispatch,  consistent 
with  the  securing  of  uniform  results,  special  attention  being 
given  to  thorough  compacting  and  the  uniform  distribution  of 
the  broken  stone  and  mortar  throughout  each  cylinder  and 
beam. 

Bars  having  a  diameter  of  ^  to  |  in.,  flattened  to  form  a 
comparatively  thin  blade-like  end,  were  used  for  puddling. 
Compacting  of  the  concrete  and  the  exclusion  of  entrapped  air 
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was  mainly  accomplished  by  tapping  the  exterior  surface  of  the 
forms  with  a  hammer.  In  the  consistency  tests  this  latter 
method  of  compacting  was  used  only  in  the  preparation  of 
cylinders  and  beams  of  the  first  and  second  consistencies.  In 
the  placing  of  concrete  of  the  third,  fourth  and  fifth  consistencies 
the  puddling  bars  were  mainly  used  to  uniformly  distribute  the 
stone  aggregate. 

All  molds  were  filled  at  the  mixing  machine  and  were  removed 
as  soon  as  filled  to  the  storage  shed,  a  distance  of  about  100  ft. 
The  top  surfaces  of  cylinders  and  beams  were  here  troweled 
slightly  to  remove  irregularities. 

Time  of  Miodng. — Information  indicating  the  effect  of  vary- 
ing the  time  of  mixing  was  desired,  and  the  specimens  for  this 
investigation  were  prepared  as  follows: 

The  ingredients  necessary  for  a  IJ-bag  batch  of  1  :  2j  :  5 
concrete  were  placed  in  the  mixer  drum  and  a  sufficient  quantity 
of  water  to  produce  concrete  of  first  consistency.  The  mixing 
was  timed  from  the  completion  of  placing  all  concrete  materials 
in  the  mixer  drum.  When  the  mixing  had  continued  \  minute 
a  sufficient  quantity  of  concrete  was  removed  to  mold  the 
J-minute  group  of  cylinders.  As  soon  as  these  cylinders  had 
been  puddled,  the  mixing  was  continued  an  additional  \  minute 
to  mix  the  concrete  for  the  i-minute  group  of  cylinders.  In  a 
similar  manner  the  concrete  was  mixed  for  the  1  and  2-minute 
groups  of  cylinders. 

The  uncontrollable  conditions  of  temperature,  humidity, 
evaporation,  etc.,  above  mentioned  constituted  the  main  factors, 
of  a  foreign  nature,  tending  to  produce  irregularities  in  the  mixing 
and  placing,  the  personal  equation  being  reduced  to  a  minimum 
by  reason  of  the  fact  that  the  work  was  performed  by  the  same 
men  from  day  to  day. 

In  a  few  cases  it  was  found  that  the  water  content  fixed 
upon  in  the  first  batch  of  each  mix  was  insufficient  to  produce  a 
plastic  mortar.  A  greater  amount  of  labor  was  required  in 
such  cases  to  produce  a  uniformly  compacted  mass. 

Sands  having  little  fine  material,  with  a  considerable  pro- 
portion of  coarse,  were  found  to  be  unadapted  to  the  production 
of  a  "sticky,  semi-plastic  mortar."  The  water  content  of  such 
mortar  sinks  by  gravitation  below  the  surface  and  doubtless 
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takes  with  it  some  of  the  cement,  thus  producing  an  uneven 
distribution  of  that  important  element  of  the  mix. 

In  relation  to  the  volume  of  cement  (assumed  at  100  lb.  to 
produce  1  cu.  ft.  of  cement  paste),  the  quantity  of  sand  used  in 
each  mix  was  greater  than  that  used  in  common  practice.  As 
already  shown,  the  shrinkage  in  volume  due  to  thorough  dry- 
ing amovmted  to  18.7  per  cent  per  cubic  foot  of  wet  sand. 

To  eliminate  possible  irregularities  throughout  the  work, 
two  men  prepared  the  ingredients  of  the  specially  graded  sands 
and  apportioned  the  concrete  materials  for  each  batch.  These 
men  with  two  others  mixed  and  placed  the  concrete.  In  general, 
all  placing  of  concrete  in  the  forms  was  the  work  of  three  indi- 
viduals. The  troweling  of  the  top  surfaces  of  cylinders  and 
beams  was  done  by  one  of  these.  The  main  variables,  namely, 
the  gradings  of  the  sands  and  the  consistency  of  mix,  were  thus 
as  clearly  defined  as  practicable. 

Storage. — The  forms  as  soon  as  filled  were  placed  in  a  corru- 
gated-iron covered  shed.  * 

In  general,  the  forms  were  removed  from  the  test  specimens 
24  hours  after  filling.  The  few  exceptions  to  this  rule  were  due 
to  slow  setting  of  the  concrete,  resulting  from  cold  or  wet  weather. 
As  soon  as  removed  from  the  forms  the  test  specimens  were 
marked  for  identification  and  placed  in  beds  of  moist  sand,  where 
they  remained  until  required  for  the  compression  or  bend  test. 

The  reinforced-concrete  beams  were  handled  with  special 
care  in  order  not  to  produce  incipient  fractures. 

Mixing  of  concrete  was  commenced  on  March  30,  1916.  It 
was,  therefore,  necessary  to  maintain  artificial  heat  in  the  storage 
shed  during  the  night  and  at  times  during  the  day  for  a  period 
of  from  two  to  three  weeks. 


Description  of  Tests. 

Tests  of  Mortar  Briquettes  and  Cubes. — The  tests  of  mortar 
briquettes  and  cubes  were  undertaken  with  the  primary  object  of 
securing  information  relative  to  the  mortar  values  of  the  12  test 
sands.  The  secondary  object  of  the  tests  was  to  discover  the 
relation,  if  any,  existing  between  the  results  obtained  from  th^ 
testing  of  2-in.  mortar  cubes  and  those  obtained  from  the  testing 
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of  6  by  12-in.  cylinders.  The  mortars  were  composed  of  1  part 
cement  to  3  parts  sand. 

Standard  briquettes  and  2-in.  cubes  were  prepared  in  the 
laboratory  from  the  "mixer  produced"  samples  of  the  test  sands. 
The  methods  and  equipment  used  for  this  work  were  in  accord 
with  the  standards  of  the  Society,  and  the  mortars  were  of 
normal  consistency.  The  work  in  the  laboratory  was  entirely 
performed  by  one  operator. 

Tests  of  Cylinders  and  Beams. — ^The  two  series  of  tests  upon 
concrete  cylinders  and  beams  were  originally  planned  as  follows: 

For  tests  for  grading  of  sand,  the  test  specimens  were 
cylinders,  6  in.  in  diameter  by  12  in.  long.  Five  specimens  were 
tested  at  each  age  of  7,  30,  60,  90  days  and  1  year. 

For  tests  for  consistency  of  mix,  the  test  specimens  were 
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Fig.  7. — Details  of  Reinforced-Concrete  Beam  used  in  Tests. 

cylinders,  6  in.  in  diameter  by  12  in.  long,  and  reinforced-con- 
crete  beams,  4  by  6  in.  in  cross-section  by  4  ft.  long,  reinforced 
as  shown  in  Fig.  7.  Five  cylinders  were  tested  at  each  age  of 
7,  30,  60,  90  days  and  1  year,  and  five  beams  at  each  age  of  30, 
60  and  90  days. 

The  Olsen  testing  machine  of  100,000  lb.  capacity,  owned 
by  the  City  of  Toronto,  was  used  for  practically  all  cylinder 
tests,  except  those  in  which  the  tests  of  the  previous  age  showed 
an  average  strength  per  cylinder  of  over  80,000  lb. 

The  Riehle  machine  of  200,000-lb.  capacity,  owned  by  the 
University  of  Toronto,  was  used  whenever  it  seemed  probable 
that  the  strength  of  the  cylinders  would  exceed  the  capacity  of 
the  smaller  machine.  AU  tests  of  beams  were  made  upon  the 
100,000-lb.  capacity  machine.     The  vertical  movement  of  the 
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Olsen  machine  was  about  0.016  in.  per  minute,  while  that  of  the 
Riehle  machine  was  about  0.02  in.  per  minute. 

The  edges  of  all  test  cylinders  were  slightly  roimded  by 
grinding  them  with  a  carborundum  brick  before  testing.  When 
placed  in  the  testing  machine  the  ends  of  the  cylinders  were 
bedded  with  sheets  of  heavy  beaver  board,  having  a  thickness  of 
-ij  in.,  to  secure  an  even  distribution  of  the  load.  It  is  believed 
that  this  use  of  beaver  board  gave  quite  as  consistent  and  accu- 
100 


10      n 
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234         567^9 
Test  Sand  No. 

Fig.  9. — Relative  Compressive  Strengths  of  Test  Cylinders,  1:2:4  Mix. 
Based  on  Compressive  Strength  of  Sand  No.  2  at  90  days. 

rate  results  as  woul5  have  been  secured  with  plaster  of  Paris  or 
similar  material.  A  considerable  saving  of  time  was  effected  in 
this  way. 

In  all  cylinder  tests  a  spherical-seated  bearing  block  was 
used. 

All  beams  were  tested  with  a  concentrated  load  at  the  center. 
The  end  bearings  and  center  block  through  which  the  load  was 
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applied  were  semi-cylindrical  in  shape.    The  bearings  upon  the 
concrete  were  padded  with  narrow  strips  of  beaver  board. 

For  all  tests  of  cylinders,  the  maximum  load  at  ultimate 
failure  was  recorded.  For  all  tests  of  beams,  the  load  recorded 
was  that  judged  to  have  caused  the  failure  of  bond  between  the 
steel  and  concrete.  This  so-called  "critical"  failure,  especially 
in  beams  of  the  fourth  and  fifth  consistencies,  was  more  or  less 


5         6         7         8         9         10 
Test  Sand  No. 
Fig.  10. — ^Relative  Compressive  Strengths  of  Test  Cylinders,  1  :  2J 
Based  on  Compressive  Strength  of  Sand  No.  1  at  90  days. 


5  Mix. 


difficult  to  detect,  since  it  was  shortly  afterward  followed  by  the 
sustaining  of  an  increased  load  due  to  the  mechanical  bond 
produced  by  the  bent  bars. 

During  the  period  of  making  tests  the  Riehle  machine  was 
twice  disabled  in  connection  with  other  tests.  The  time  involved 
in  the  securing  of  repair  parts,  together  with  the  testing  of 
accumulated  materials  mainly  for  war  purposes,  disarranged  to  a 
considerable  extent  the  time  schedule  of  the  cylinder  tests. 
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Results  of  Tests. 

The  unavoidable  "overdue"  tests  just  referred  to,  rendered 
it  advisable  that  the  results  obtained  be  reduced  to  graphical 
form,  in  order  to  permit  of  the  making  of  direct  comparisons. 
The  results  of  all  tests  are,  therefore,  shown  graphically  rather 
than  in  tabulated  form. 

Tests  for  Grading  of  Sands. — Fig.  8  shows  the  compressive 
strengths  obtained  from  the  tests  of  the  cylinders  in  which  the 
specially  graded  sands  were  used.    The  rather  inconsistent  con- 

Table  III. — ^Actual  Gradings  of  Sands. 
Sampls  from  Mducr. 


SurvB 
No. 


Peroentage  letaiDed  on  Siere. 


SftadNo. 
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10 


13 


i«» 

8 

10 

20 

80 

40 

60 

80 

100 

lOOCpaaing).... 

TotJ 

Voidi 


0.0 
S.6 
8.0 
30.0 
14.0 
15.0 
14.5 
16.0 
8.0 
2.0 
100.0 
80.0 


0.0 
16.0 

6.5 
28.5 
11.5 
11.5 
12.0 
12.5 

2.0 

2.0 
100.5 
29.00 


0.0 

17.0 

8.0 

32.0 

13.0 

12.0 

10.0 

5.5 

1.5 

1.0 

100.0 

30.06 


0.0 
11.5 

6.0 
22.0 
20.0 
17.0 

6.0 
12.5 

2.5 

2.0 
M.5 
80.6 


0.0 
15.5 

3.5 
26.5 
19.0 
13.0 

4.5 
10.0 

3.0 

2.0 
99.5 
31.0 


0.0 
14.0 

4.0 
23.0 
13.0 
15.0 
15.5 
10.5 

3.0 

2.0 
100.0 
29.10 


0.0 

17.5 

10.0 

23.0 

14.5 

10.5 

18.0 

5.5 

1.0 

0.5 

100.5 

30.53 


0.0 
18.5 

6.0 
30.0 

9.0 
10.0 
11.0 
11.0 

3.0 

2.0 
100.6 
27.66 


0.0 
20.0 
4.0 
81.0 
13.0 
14.5 
12.0 
4.0 
1.0 
0.6 
100.0 
80.8 


dition  shown,  wherein  sand  No.  1  gives  greater  strength  for  a 
1  :  2j  :  5  mix  than  for  a  1:2:4  mix,  is  not  easily  explained. 
No  errors  were  found  in  the  proportioning  of  the  mix.  The 
cylinders  for  both  mixes  were  made  early  in  April,  1916,  so  it  is 
possible  that  conditions  of  temperature  may  have  materially 
influenced  results.  The  grading  of  the  sand  is  favorable  to  a 
high-strength  1  :  2i  :  5  concrete.  It  should  be  noted  that  the 
strengths  given  for  sand  No.  5,  1  :  2^  :  5  mix,  are  slightly  in 
error  due  to  a  mistake  having  been  made  in  the  composition  of 
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the  sand  entering  into  the  mix.  This  error  was  discovered  after 
the  mixing  of  concrete  had  been  discontinued.  With  this  excep- 
tion, Table  III  gives  the  actual  gradings  for  the  sands  of  Fig. 
8.  Figs.  9  and  10,  deduced  from  values  taken  from  the  curves 
shown  in  Fig.  8,  show  by  percentages  the  relative  strengths  of 
the  concretes. 


4.500 


90 
0    7 
Age,    days. 

Fig.  11. — Compressive  Strengths  of  Test  Cylinders  of  Different 
Consistencies. 

Tests  for  Consistency  of  Mix, — ^Fig.  1 1  shows  the  compressive 
strengths  obtained  from  the  tests  of  the  cylinders,  in  which  the 
consistency  of  the  mix  was  varied  from  a  sticky,  semi-plastic  to 
a  very  wet  condition.  The  different  percentages  of  water  used 
in  mixing  the  concrete  for  these  cylinders  are  shown  in  Table  II. 
Sand  and  stone  were  of  limestone  origin.     The  proportions  are 
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by  volume,  reduced  to  a  unit  weight  basis;   1  cu.  ft.  of  cement 
assumed  to  weigh  100  lb. 

Fig.  12  was  deduced  from  values  taken  from  the  ciu^es 
shown  in  Fig.  11.     It  shows  in  a  general  way,  by  percentages, 
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Fig.  12. — ^Relation  between  the  Strengths  of  Concrete  of  Different 
Consistencies  and  Ages.    Deduced  from  Fig.  11. 


the  relation  between  the  strength  of  concrete  of  first  consistency 
seasoned  90  days,  and  the  strength  of  concretes  of  varying  con- 
sistencies and  ages. 

Fig.  13  was  prepared  from  the  results  obtained  in  a  series 
of  compressometer  tests  upon  cylinders  of  the  first,  third  and 
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Pig.  13. — Compressive  Tests  upon  Individual  Cylinders  of  Con- 
cretes of  Varying  Consistencies. 
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Fig.  14. — Stresses  in  Reinforced  Concrete  Beams  at  Various  Ages; 
1:2:4  Mix. 
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Fig.  15. — ^Relation  between  the  Strengths  of  Beams  of  Various 
Consistencies  and  Ages.    Deduced  from  Fig.  14. 
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fifth  consistencies.  Since  the  curves  apply  to  individual  cylinder 
tests  they  must  be  considered  as  indicating  only  the  variability 
of  the  modulus  of  elasticity  as  affected  by  the  water  content  of 
the  concrete  mix,  rather  than  definite  and  reliable  limits  of  such 
variability.  The  latter  could  only  be  determined  from  an  aver- 
age of  the  results  obtained  by  testing  five  or  more  cylinders  of 
each  mix  and  consistency.  The  ages  of  the  cylinders  varied 
from  317  to  325  days.    A  reduction  in  the  modulus  of  elasticity 
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Fig.  16. — ^Relation  of  Time  of  Mixing  to  Compressive  Strength  of 
Concrete. 


of  concrete  of  the  first  consistency  of  approximately  35  per  cent 
is  shown  in  concrete  of  the  fifth  consistency. 

Fig.  14  shows  the  tensile  and  compressive  strengths  of  the 
steel  and  concrete,  respectively,  as  determined  from  the  loads 
producing  critical  failure  of  reinforced-concrete  beams,  in  which 
the  consistency  of  the  mix  was  varied  from  a  rather  wet,  plastic 
condition  to  a  very  wet  condition.  In  the  determination  of 
these  stresses,  the  tensile  stress  borne  by  the  concrete  was  dis- 
regarded in  all  cases. 
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Fig.  15  was  deduced  from  Fig.  14.  It  shows  in  a  general  way, 
by  percentages,  the  relation  between  the  strength  of  reinforced- 
concrete  beams  of  the  first  consistency,  seasoned  90  days,  and  the 

5000 


Sand    No. 

Pig.  17. — Compressive  Strengths  of  2-in.  Mortar  Cubes  and  Tensile 
Strengths  of  Mortar  Briquettes;  1  :  3  Mix. 

strengths  of  beams  of  varjdng  consistencies  and  ages. 

In  the  preparation  of  all  specimens  for  consistency-of-mix 
tests,  specially  graded  sand  No.  2  was  used. 
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Time-of-Mixing  Test. — ^The  cylinders  cpmposing  the  four 
groups  were  tested  at  the  age  of  162  days.  From  the  results  of 
this  test  the  curve  shown  in  Fig.  16  was  prepared. 

The  abrupt  change  in  the  direction  of  the  curve  at  the  loca- 
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Fig.  18. — ^Relative  Compressive  Strengths  of  2-in.  Mortar  Cubes,  and 
6  by  12-in.  Concrete  Cylinders. 

tion  indicating  the  1  to  2-minute  period  of  mixing,  together  with 
the  rapid  increase  of  strength  shown  for  mixing  periods  of  less 
than  1 -minute  duration,  show  conclusively  the  advantage  gained 
by  continuing  the  mixing  operation  for  a  period  of  from  1  to 
2  minutes  after  all  the  materials  have  been  placed  in  the  mixer. 
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Mortar  Tests, — ^Fig.  17  shows  the  compressive  strengths 
obtained  from  the  tests  of  the  2-in.  cubes  and  the  tensile  strengths 
of  1  :  3  briquettes.  Each  value  is  an  average  of  the  values  of 
five  specimens. 

Fig.  18  shows  the  relative  strengths  of  2-in.  mortar  cubes, 
age  28  days,  and  6  by  12-in.  cylinders,  age  90  days.  The  dis- 
similarity of  the  curves  is  of  special  interest. 

Observed  Phenomena  of  Tests. 

Failure  of  Cylinders, — ^In  the  tests  of  cylinders  three  forms 
of  failure  were  observed,  as  follows: 

1.  Double  cone,  resulting  from  a  thorough,  imiform  distri- 
bution of  materials; 

2.  Diagonal  shearing,  resulting  from  the  distribution  of 
stone  in  a  manner  producing  cleavage  planes.  Occasionally  a 
wedge-shaped  stone  may  be  so  placed  as  to  cause  a  double- 
Wedge-like  fracture;  and 

3.  A  general  "mushing  down"  or  disintegration  of  the  entire 
structure  at  its  mid-length.  This  form  of  failure  invariably 
indicates  a  failure  of  the  mortar  content  of  the  concrete. 

Although  the  three  forms  of  failure  were  more  or  less  com- 
mon to  all  tests  for  grading  of  sands,  it  was  found  that  the  third 
was  more  generally  characteristic  of  low-strength  concretes.  In 
these  cases  few  of  the  stones  were  broken. 

In  the  tests  for  consistency  of  mix,  the  first  and  second  were 
the  forms  of  failure  for  the  first  and  second  consistencies,  while 
the  third  was  the  general  form  of  failure  for  the  fourth  and  fifth 
consistencies. 

Fig.  19  shows  a  collection  of  broken  cylinders  indicating 
different  forms  of  failure. 

Failure  of  Beams, — Critical  failure  of  beams  of  first  and  sec- 
ond consistencies  was  usually  accompanied  by  the  appearance 
of  several  vertical  cracks,  within  the  middle-third  length  of  the 
beam.  A  further  apphcation  of  the  load  caused  one  of  these 
cracks  to  develop,  and  ultimate  failure  was  produced  by  the 
breaking  of  the  two  outer  (bent)  bars  of  the  reinforcement  and 
the  slipping  of  the  middle  bar.  Compression  in  the  concrete 
caused  httle  or  no  failure  of  same  by  crushing. 
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Critical  failure  of  beams  of  the  third  consistency  was  similar 
to  those  of  the  first  and  second  consistencies,  except  that  crush- 
ing of  concrete  adjacent  to  the  point  of  application  of  the  load 
was  more  common. 

Critical  failure  of  beams  of  the  fourth  and  fifth  consist- 
encies was  accompanied  by  the  appearance  of  a  less  number  of 
vertical  cracks.  Usually  two  of  these  cracks  developed  simul- 
taneously for  a  time,  producing  a  wedge-Uke  block  in  the  center 


Fig.  19.— Broken  Test  Cylinders, 

of  the  beam.  Ultimate  failure  of  beams  of  the  fourth  consist- 
ency was  commonly  produced  by  the  breaking  and  slipping  of 
the  reinforcement  on  one  side  of  the  wedge,  but  in  some  cases 
was  the  same  as  described  below  for  beams  of  the  fifth  consist- 
ency. Ultimate  failure  of  these  latter  beams  was  produced  by  a 
spalling  off  of  the  cpncrete  below  the  reinforcement  at  the  center 
of  the  beam.  In  beams  of  both  these  consistencies,  compres- 
sive stresses  produced  a  distinct  crushing  of  concrete  adjacent 
to  the  point  of  application  of  the  load. 
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Fig.  20  shows  typical  forms  of  failure  for  the  beams. 

Relation  of  Weight  of  Test  Cylinders  to  Strength. — In  the  tests 
for  gradings  of  sands,  all  cylinders  for  90-day  tests  were  weighed 
before  testing.  This  weight  varied  from  31  lb.  2  oz.,  minimum, 
to  32  lb.  3  oz.,  maximum,  the  average  weight  being  about 
31  lb.  7  oz.  A  critical  examination  of  results  shows  no  conclu- 
sive evidence  that  high  strength  and  high  weight  are  coincident. 
However,  it  is  reasonable  to  assume  that  this  should  be  the  case. 


Fig.  20. — ^Typical  Forms  of  Failure  of  Reinforced-Concrete  Beams. 

Texture  of  Concretes  used  for  Testing  Gradings  of  Sands. — 
The  consistency  of  the  mix  used,  together  with  the  special  care 
exercised  in  the  mixing  and  placing  of  the  concrete,  insiured  a 
uniform  distribution  of  the  stone  aggregate.  Fig.  21  shows  a 
cylinder  selected  at  random  sawed  through  the  center.  In  addi- 
tion to  the  distribution  of  the  stone,  the  wedging  action  of  the 
stones  is  shown.  Fig.  22  shows  a  rather  unique  combination  of 
stones  in  a  cylinder  cone.  This  cylinder  broke  imder  a  load 
37,072  lb.  below  the  average  of  the  other  four  cylinders  compos- 
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ing  the  set  of  five.     Single  stones  and  combinations  of  stones 
tending  to  produce  cleavage  planes  are  unavoidable. 

The  texture  of  the  mortar  content  for  a  given  mix  varies 
very  considerably  with  the  grading  of  the  sand.  Fig.  23  shows 
the  texture  of  the  mortar  in  1  : 2  :  4  concretes  of  sands  Nos.  2 


Pig.  21. — Distribution  of  Aggregate  in  Concrete,  1  :  2  :  4  Mix. 

and  12.  The  granular  appearance  of  the  latter  is  largely  due 
to  the  inadequacy  of  the  fine  material  of  the  sand  to  bolster-up 
the  cement  by  the  formation  of  a  sandy  paste. 

Irregularity  in  the  strength  of  individual  cylinders  at  the 
age  of  30  days  or  over  indicates  to  some  extent  the  unreliability 
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of  the  sand  for  use  in  a  concrete  intended  to  resist  impact.  This 
condition  is  not  evident  from  a  study  of  average  strengths. 

The  characteristic  failure  for  high-strength  concretes,  age  30 
to  90  days,  was  a  sudden  break  usually  accompanied  by  a  loud 
report.  For  low  and  for  irregular-strength  concretes,  the  meth- 
ods of  failure  varied  from  a  sudden  break  to  a  "mush  down." 

Toughness  and  durability  were  roughly  tested  imder  the 


Fig.  22. — Specimen  of  Low-Strength  Cylinder;  due  to  Distribution  of 
Stone  Aggregate. 

impact  of  hanmier  blows.  Friability  and  shortness  so  observed 
were  not  confined  to  low-strength  concretes.  However,  this 
condition  was  common  to  all  sands  producing  concretes  of  low 
strengths  and  to  all  consistencies  of  mix  below  the  second. 

Air  and  Water  Voids  and  Cavities. — In  the  following  dis- 
cussion the  author  uses  the  word  "void"  to  indicate  a  spherical 
shaped  opening  within  the  body  of  the  mortar  content  of  the 
concrete.     The  word  "cavity"  is  used  to  indicate  an  opening, 
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usually  irregular  in  shape,  located  adjacent  to  the  surface  of  a 
particle  of  the  sand  or  the  stone  aggregate. 

The  semi-plastic  mix  described  imder  "mixing"  is  well 
adapted  to  the  removal  of  occluded  air,  when  a  reasonable 
amoimt  of  work  is  done  in  connection  with  the  compacting  of 
the  concrete  during  placing.  The  consistency  of  the  mix  is  such 
that  excess  water  is  not  available  for  the  production  of  myriads 
of  water  voids  and  cavities.  However,  it  is  not  possible  to  pro- 
duce an  absolutely  voidless  concrete. 

Fig.  24  shows  the  character  of  concrete  produced  as  above 
described.    This  photograph,  taken  in  connection  with  field  con- 


(a)  Sand  No.  2.  (b)  Sand  No.  12. 

Fig.  23. — Texture  of  Mortars  in  Concrete,  1:2:4  Mix  (X2i). 

struction  work,  shows  a  very  small  number  of  voids  in  the  mortar 
content  and  the  absence  of  cavities  adjacent  to  the  stone  par- 
ticles. There  are  also  fractured  sand  grains  and  stone  particles, 
indicating  beyond  question  that  the  mortar  content  of  this 
concrete  is  equally  as  strong  as  the  stone  aggregate. 

Present-day  methods  of  preparing,  transpKjrting,  and  placing 
concrete  are  especially  favorable  to  the  occlusion  of  air  in  the 
concrete  produced.  This  air  becomes  entrapped  in  the  concrete 
mass  forming  voids  and  cavities.  In  a  well-prepared  and  prop- 
erly placed  concrete  the  actual  volume  of  the  voids  and  cavities 
produced  by  occluded  air  is  relatively  small,  as  compared  with 
that  produced  by  the  water  content  of  the  mix.     In  a  concrete 
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of  sloppy  consistency,  the  voids  and  cavities  produced  by  air 
are,  no  doubt,  of  less  volume  than  in  a  saturated  semi-plastic 
mix,  since  the  less  resistance  of  the  former  permits  air  to  more 
readily  escape. 

Unlike  air,  the  inclusion  of  water  as  a  constituent  material 
of  concrete  is  absolutely  necessary.  Its  proper  fxmction  is  (1) 
to  combine  with  the  cement  in  producing  the  pasty  cementing 
material  necessary  for  the  union  of  the  aggregates  into  a  thor- 


FiG.  24. — Field  Produced  Concrete  of  Limestone  Aggregates;  1:2:4  Mix 

(Xli). 

oughly  united,  uniformly  strong,  conglomerate  mass,  and  (2)  to 
render  this  mass,  in  its  transitory  state,  capable  of  being  formed 
with  a  reasonable  amount  of  work  into  the  various  shapes 
required  in  its  adaptation  to  the  construction  of  bridges,  build- 
ings, roadways,  and  various  other  practical  uses. 

The  addition  of  a  small  quantity  of  water  to  a  saturated, 
semi-plastic  concrete  mix,  will  change  its  consistency  to  that  of 
a  readily  flowing  mixture.     The  inclusion  of  a  greater  quantity 
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of  water  than  is  required  for  the  development  of  its  natural 
functions,  is  decidedly  detrimental  to  the  strength  and  reliability 
of  the  final  concrete. 

Fig.  25  shows  a  series  of  mortar  cylinders  in  which  the 
quantity  of  cement  and  sand  is  constant.  The  water  content 
was  successively  increased  by  10,  20,  35  and  50  per  cent  over  that 
required  to  produce  normal  consistency.  The  bulking-up  effect 
of  the  water  is  apparent. 


(a)  ib)  (c)  id)  ie) 

{a)  Original,     {h)  10  per  cent,     (c)  20  per  cent. 
{d)  35  per  cent,     (e)  50  per  cent. 

Fig.  25. — Mortar  Cylinders  in  which  the  Water  Content  was  increased 
by  10,  20,  35,  and  50  per  cent. 

The  effect  of  increasing  the  water  content  from  the  quan- 
tity used  in  concrete  of  the  so-called  standard  or  first  consist- 
ency, to  that  of  concrete  of  the  fifth  consistency,  is  clearly 
shown  in  Figs.  26  to  31,  inclusive,  for  cylinders,  and  in  Figs.  32 
to  35  for  reinforced-concrete  beams. 

Fig.  26  shows  a  1  :  2  : 4  concrete  of  first  consistency  pro- 
duced from  sand  No.  2.  Voids  are  minimum.  The  cylinder 
from  which  the  specimen  was  taken  was  tested  at  an  age  of  308 
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Fig.  26.— Fractured  Concrete;  1:2:4  Mix;  First  Consistency  (XlJ). 
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Fig.  27. — Surface  Contact  between  Under  Side  of  Stone  and  Mortar  Bed; 
1:2:4  Mix;  First  Consistency  (X5J). 


Fig.  28. — Surface  Contact  between  Under  Side  of  Stone  and  Mortar  Bed; 
1:2:4  Mix;  Fifth  Consistency  (X  5  J).  Note  Voids  and  Cavities  due 
to  Excess  Water. 
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days.  Its  compressive  strength  was  168,970  lb.  (5735  lb.  per 
sq.  in.). 

Fig.  27  shows  a  1  :  2  :  4  concrete  of  first  consistency.  The 
under  surface  of  the  stone  was  in  close  contact  with  its  mortar 
bed,  and  is  slightly  coated  with  a  gray  film  of  cementing  mate- 
rial. The  mortar  bed  is  grayish  in  color,  showing  few  voids  and 
no  cavities. 

In  the  test  cylinders  of  concretes  of  second  consistency, 
three  conditions  were  noticeable,  namely,  (l)  an  increase  in  the 
number  of  voids  in  the  mortar  bedding  of  the  stones;    (2)  a 


Fig.  29. — Water  Cavities  Underlying  Stone  Aggregate  (X  8). 

tendency  of  the  concrete  toward  friability  and  shortness;  and 
(3)  a  general  tendency  of  the  concrete  to  become  white  in  color, 
as  compared  with  the  gray  color  of  concrete  of  the  first 
consistency. 

Fig.  28  shows  a  1  :  2  :  4  concrete  of  fifth  consistency.  As 
compared  with  concrete  of  first  consistency,  Figs.  26  and  27, 
which  contain  a  comparatively  small  volume  of  voids  in  the 
mortar  and  no  cavities  adjacent  to  the  stones,  it  is  evident  that 
the  voids  have  not  only  increased  in  number  and  size,  but  that 
the  excess  water,  in  the  physical  and  chemical  operations  inci- 
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Fig.  30. — Surface  Contact  between  Under  Side  of  Stone  and  Mortar  Bed; 
1  :  2J  :  5  Mix;  First  Consistency  (X  5). 


Fig.  31. — Surface  Contact  between  Under  Side  of  Stone  and  Mortar  Bed; 
1  :  2§  :  5  Mix;  Fifth  Consistency  (X5).  Note  Voids  and  Cavities, 
also  "Valleys"  in  "Laitance"  on  Surface  of  Stone. 
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dent  to  the  mixing,  placing  and  hardening  of  the  mass,  has 
accimiulated  in  flattened  globules  adjacent  to  the  stones,  and 
by  its  final  evaporation,  has  left  comparatively  large  cavities 
which  are  separated  by  ridges  of  a  soft,  chalk-like  substance 
upon  which  the  superimposed  stones  must  take  their  bearing. 
The  under  surface  of  the  stone  is  also  covered  with  this  material — 
"laitance" — giving  to  it  a  pitted,  crater-covered  appearance, 
not  unlike  that  of  the  surface  of  the  moon  when  seen  through  a 


Fig.  32. — Texture  of  Mortar  forming  Bond  on  Upper  Side  of  Reinforcing 
Steel,  Bar  Removed;  1  :  2  ;  4  Mix;  First  Consistency  (X  4). 


good  field  glass.  A  similar  appearance  is  occasionally  found  upon 
the  surface  of  water-cooled  furnace  slag. 

The  accumulation  of  water  cavities  adjacent  to  the  stone 
aggregate,  together  with  the  formation  of  the  dividing  walls  or 
ridges  composed  mainly  of  lime  which  separate  them,  probably 
constitutes  the  most  important  reason  why  concrete  of  the  fifth 
consistency  attains  a  strength  of  approximately  55  per  cent  of 
that  attained  by  concrete  of  first  consistency.  The  increased 
volume  of  voids  is  also  an  important  factor  to  the  same  end. 

In  this  connection,  the  water  cavity  shown  in  Fig.  29  is  of 
special  interest. 
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Fig.  33. — ^Texture  of  Mortar  forming  Bond  on  Under  Side  of  Reinforcing 
Steel,  Bar  Removed;  1  :  2  :  4  Mix;  First  Consistency  (X  4). 
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Fig.  34. — Texture  of  Mortar  forming  Bond  on  Upper  and  Under  Sides  of 
Reinforcing  Steel,  Bar  Removed;  1  :  2  :  4  Mix;  Fifth  Consistency  (X  4). 


Fig.  35. — Texture  of  Mortar  forming  Bond  on  Under  Side  of  Reinforcing 
Steel,  Bar  Removed;  1:2:4  Mix;  Fifth  Consistency  (X  4). 
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Figs.  30  and  31  show  for  1  :  2j  :  5  concretes  of  the  first  and 
fifth  consistencies,  respectively,  the  condition  of  the  under  sur- 
faces of  stones  and  of  the  mortar  beds  under  same.  The  remarks 
made  above  relative  to  1  :  2  :  4  concretes  of  first  and  fifth  con- 
sistencies (Figs.  27  and  28)  apply  here,  with  the  exception  that 


Fig.  36.— Field-Produced  Concrete.  Texture  of  Mortar 
forming  Bond  on  Under  Side  of  Reinforcing  Steel; 
1:2:4  Mix;  "Sloppy"  Consistency. 


in  the  case  of  Fig.  31  the  irregular  lines  upon  the  mortar  bed 
were  apparently  produced  by  currents  of  water,  which  washed 
away  a  portion  of  the  accumulated  laitance,  leaving  miniature 
valleys. 

In  reinforced-concrete  construction,  practically  the  same 
conditions  exist  as  are  described  above  for  plain  concrete,  in  so 
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far  as  consistency  of  mix  is  concerned.  Figs.  32  to  36,  inclusive, 
illustrate  these  conditions. 

In  connection  with  Figs.  32  to  36,  inclusive,  it  must  be 
borne  in  mind  that  the  consistencies  used  for  the  test  beams, 
contained  a  somewhat  greater  quantity  of  water  than  did  those 
chosen  for  plain-con(*ete  test  cylinders.  All  concrete  used  in 
beam  tests  was  1:2:4  mix. 

Fig.  32  shows  the  texture  of  the  mortar  forming  the  bond 
upon  the  top  or  upper  side  of  the  reinforcing  steel  in  a  concrete 


Fig.  37. — Dark  Areas  indicate  Mortar  Bond  on  Reinforcing  Steel  at  Slip. 
Note  Portions  of  "Laitance"  Undisturbed  by  Slip  (X  4). 

of  first  consistency.  The  voids,  although  existing  by  hundreds, 
are  mere  pin-holes.    The  mortar  is  gray  in  color. 

Fig.  33  shows  for  concrete  of  first  consistency,  the  mortar 
bedding  forming  the  bond  on  the  under  side  of  the  reinforcing 
steel;  although  it  contains  hundreds  of  minute  voids  it  is  never- 
theless in  close  contact  with  the  metal.    No  cavities  are  visible. 

Fig.  34  shows  for  concrete  of  fifth  consistency,  the  appear- 
ance of  the  bedding  and  the  character  of  the  bond  attained  on 
the  upper  and  lower  sides  of  the  reinforcing  steel.  Fig.  35  shows 
to  better  advantage  the  condition  on  the  under  side  of  the  metal. 
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The  water  cavities  with  the  barriers  of  laitance  occupy  a 
considerable  percentage  of  the  total  bonding  area. 

Fig.  36  shows  the  results  attained  in  actual  practice.  The 
concrete  in  the  portion  of  the  bridge  abutment  from  which  this 
photograph  was  taken  was  known  to  have  been  of  a  sloppy 
consistency  when  placed. 

Fig.  37  is  interesting  in  that  it  shows  the  results  of  failure 
by  the  slipping  of  the  reinforcing  steel.  The  dark  areas  were 
{Hxxluced  by  a  breaking  down  of  the  laitance  walls  or  ridges, 
these  surfaces  taking  a  polish  as  if  a  lubricant  had  been  applied 
to  them.  It  is  of  interest  to  further  note  that  these  polished 
areas  exist  only  along  the  sides  of  the  under  bedding  area,  and 
that  along  the  center  of  the  bed  the  water  cavities  remain  imdis- 
turbed,  indicating  that  through  the  hardening  of  the  concrete 
the  center  of  the  bed  may  have  shrunk  from  contact  with  the 
steel. 

In  the  tests  for  the  strengths  of  reinforced-concrete  beams 
(see  Fig.  15),  it  was  foimd  that  those  of  the  fourth  and  fifth  con- 
sistencies decreased  very  materially  with  the  increase  of  age. 
It  appears  reasonable  to  assume  that  this  decrease  is  produced 
by  changes  in  the  bonding  material,  whether  by  changes  in  sh^e 
or  by  changes  tending  to  decrease  its  resistance  to  crushing  is 
not  clear. 

In  connection  with  the  above,  it  is  interesting  to  note  that 
one  of  the  earliest  American  investigators  in  the  field  of  concrete 
construction,  Brevet  Maj.  Genl.  Q.  A.  Gillmore,^  held  the  opinion 
concerning  Portland  cement  that  "its  most  prominent  and  valu- 
able properties  are  displayed"  when  mixed  with  a  quantity  of 
water  "capable  of  producing  a  semi-fluid  or  creamy  consistency." 

Test  Conditions  vs.  Field  Conditions. 
The  first  batch  of  concrete  used  in  the  tests  was  mixed  on 
March  30,  the  last  batch  on  July  25.  The  range  of  temperature 
and  humidity  was  therefore  comparable  with  that  usually  found 
in  northern  latitudes  in  a  working  season  extending  from  April  1 
to  October  20.  In  this  connection,  however,  it  must  be  borne 
in  mind  that  the  actual  mixing  of  the  concrete  was  done  between 
7.00  and  8.30  a.  m.     The  proportioning,  mixing,  and  placing 

*  "A  Practical  Treatise  on  Limes,  Hydratilic  Cements  and  Mortars."  1861. 
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was  doubtless  more  accurately,  uniformly,  and  carefully  done 
than  is  usual  upon  high-grade  construction  work.  The  condi- 
tions of  seasoning  were  as  nearly  uniform  as  could  be  provided 
at  a  nominal  expense.  All  testing  of  materials,  cylinders,  beams, 
etc.,  was  done  by  experienced  operators.  It  is  therefore  reason- 
able to  assume  that  irregularities  due  to  the  methods  of  pro- 
cedxure  are  comparatively  small,  and  that  the  results  obtained 
are  generally  normal. 

In  actual  concrete  construction  operations  in  the  field,  the 
object  sought,  in  so  far  as  the  specifications  for  any  particular 
structure  are  concerned,  is,  without  exception,  to  produce  a 
good,  reliable  material.  Results  frequently  fall  short,  however, 
for  due  to  a  misleading  popular  opinion  that  "anyone  can  build 
in  concrete,"  comparatively  few  field  superintendents  and  fore- 
men have  developed  a  thorough  knowledge  of  conctete  materials 
and  of  high-class  field  methods.  The  hazardous  policy  of  "save 
the  labor  and  spoil  the  concrete"  is  too  frequently  found  in  a 
sort  of  inseparable  combination  with  the  above. 

As  a  result  of  the  conditions  already  described,  it  occasion- 
ally happens  that  the  materials  used  are  not  always  of  good 
quality,  neither  are  they  always  free  from  admixture  with  harm- 
ful ingredients  in  dangerous  quantities.  In  the  transitory  stage 
the  component  materials  are  frequently  used  in  improper  pro- 
portions; they  are  insufficiently  mixed;  the  cementing  material 
is  not  fully  developed;  and  the  mass  is  subjected  to  more  or 
less  abuse,  with  the  eventual  result  that  the  concrete  produced 
contains  myriads  of  voids  and  cavities,  and  frequently  lacks 
strength,  hardness,  toughness,  and  the  general  durability  requi- 
site for  good  construction  material  of  the  class  contemplated  by 
modern  practice  in  plain  and  reinforced-concrete  design. 

Strength  Requirements. 

As  a  basis  for  comparisons  assume  the  ultimate  compressive 
strength  of  concrete  in  pounds  per  square  inch,  when  tested  on 
6  by  12-in.  cylinders,  to  be  as  follows: 

Age  of  1  month,  1  :  2  :  4  mix,  2200  lb.  per  sq.  in.;  1  :  2i  :  5 
mix,  1900  lb.  per  sq.  in. 

Age  of  3  months,  1:2:4  mix,  2800  lb.  per  sq.  in.;  1  :  2j  :  5 
mix,  2300  lb.  per  sq.  in. 
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Assume  also  the  conditions  of  mixing,  placing,  storage,  etc., 
to  be  the  same  as  existed  in  the  tests  akeady  described. 

By  reference  to  Figs.  8  and  9,  it  appears  that  of  the  weaker 
sands  Nos.  9,  10,  11  and  12,  only  sand  No.  9  would  be  acceptable 
for  a  1  :  2  :  4  mix  and  sands  Nos.  9  and  10  for  a  1  :  2^  :  5  mix. 
The  stronger  sands,  Nos.  2,  3,  6  and  7,  would  give  an  excess 
strength  of  from  25  to  51  per  cent  for  a  1  :  2  : 4  mix,  and  from 
36  to  49  per  cent  for  a  1  :  2j  :  5  mix. 

Using  relative  strengths,  as  shown  in  Fig.  13  for  a  third 
consistency  of  mix,  all  sands  used  in  the  tests  would  fail  to  fulfil 
the  1-month  age  requirements.  At  the  age  of  3  months,  sands 
Nos.  2,  3  and  6  would  give  an  excess  strength  of  from  1.5  to 
16  per  cent  for  a  1  :  2  : 4  mix;  while  sands  Nos.  2,  3,  6  and  7 
would  give  an  excess  strength  of  from  6  to  15  per  cent  above  that 
required  for  a  1  :  2 J  :  5  mix.  Similarly  for  a  fifth  consistency  of 
mix,  the  weaker  sands  would  give  approximately  40  to  60  per 
cent  and  the  stronger  sands  65  to  85  per  cent  of  the  required 
strengths. 

The  results  as  given  imder  "time  of  mixing"  show  that  the 
conditions  attending  field  mixing  may  be  such  as  to  very  materi- 
ally affect  the  final  strength  of  the  concrete  produced.  The 
detrimental  influences  of  one  or  more  of  the  factors  investigated 
in  this  series  of  tests  frequently  exist  in  connection  with  actual 
field  construction  work.  In  addition,  there  are  other  harmful 
factors  which  to  a  greater  or  less  degree  affect  the  strength  and 
diuabihty  of  the  concrete  produced.  To  the  contrary,  the 
generally  accepted  requirements  of  modern  practice  in  plain  and 
reinforced-concrete  design  assumes  the  existence  of  good  mate- 
rials, and  the  use  of  efficient  field  methods  and  operations  in  their 
application.  Economy  of  construction  requires  that  the  practice 
of  design  be  upheld.  Safety  and  permanence  demand  greater 
knowledge  of  concrete  materials,  and  greater  efficiency  in 
construction  methods  and  operations. 

Sand  Specifications. 
As  early  as  1855  Mr.  T.  Hughes,  Civil  Engineer,  in  a  series 
of  papers^  described  his  choice  of  sand  for  concrete  work  as 
follows: 

>  "Foundations  of  Bridges.*' 
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''To  speak  practically  of  the  mixture  of  sand  iq  making 
concrete  we  should  say  that  none  of  the  particles  ought  to  exceed 
the  size  of  a  barley-corn,  and  that  a  great  portion  of  the  sand 
should  not  exceed  half  that  size,  while  another  portion  of  the 
sand,  equal  in  quantity  to  the  other  two  portions  united,  should 
consist  of  grains  of  sand  not  so  large  as  a  pin's  head.  The  sand 
to  be  sharp  and  clean/' 

This  quotation  is  interesting,  in  that  it  shows  the  valuable 
information  gained  by  early  artisans  and  engineers  in  concrete 
construction  work,  to  have  be^  ignored  by  the  writers  of  sand 
specifications  in  comparatively  recent  years.  It  is  only  within 
the  past  decade  that  American  concrete  specifications  have  pro- 
vided requirements  other  thaii  that  the  sand  aggregate  shall  be 
sharp  and  clean. 

The  author  submits  specifications  for  a  sand  to  be  used  for 
general  concrete  purposes,  which  are  as  follows: 

Sand  shall  be  of  hard,  preferably  silidous,  material,  clean,  rough,  free 
from  dust,  soft  particles,  vegetable  loam  or  other  deleterious  matter.  It  shall 
consist  of  particles  graded  from  coarse  to  fine,  of  sizes  that  will  pass,  when 
dry,  a  sieve  having  4  meshes  per  linear  inch.  The  grading  of  particles  shall 
otherwise  conform  to  the  following: 

Not  more  than  80  per  cent  shall  pass  a  sieve  having  10  meshes  per  linear 
inch,  not  more  than  55  per  cent  shall  pass  a  sieve  having  20  meshes  per  linear 
inch,  not  more  than  15  per  cent  shall  pass  a  sieve  having  50  meshes  per  linear 
inch,  and  not  more  than  5  per  cent  shall  pass  a  sieve  having  100  meshes  per 
linear  inch.  Upon  the  10,  20  and  50-mesh  sieves  an  allowable  variation  of 
5  per  cent  will  be  permitted. 

Sand,  when  combined  with  a  normal  Portland  cement  and  1-in.  broken 
granite,  limestone  or  trap  of  good  quality  in  the  proportions  10  lb.  of  cement, 
21  lb.  of  dry  sand,  and  35  lb.  of  dry  broken  stone,  thoroughly  mixed  with 
4 J  lb.  of  water  for  not  less  than  1  minute  and  molded  into  cylinders  6  in.  in 
diameter  by  12  in.  long,  shall  develop  a  compressive  strength  of  1300  lb.  per 
sq.  in.  when  tested  at  the  age  of  7  days  and  a  strength  of  2200  lb.  per  sq.  in. 
at  the  age  of  30  days.  Strength  shall  be  determined  from  an  average  of  five 
cylinders  tested  at  each  age.  The  cylinders  shall  be  removed  from  the  forms 
24  hours  after  molding  and  shall  be  stored  in  a  moist  closet  or  in  damp  sand 
until  tested. 

Sand  failing  to  develop  the  above  strengths  may,  at  the  option  of  the 
Engineer,  be  accepted  for  use,  provided  that  the  proportion  of  cement  be 
increased  by  an  amount  sufficient  to  fulfil  the  strength  test  requirements. 

It  is  believed  that  these  specifications  are  adapted  to  the 
determination  of  a  satisfactory  sand  aggregate  for  general  con- 
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Crete  work.  Whenever  the  conditions  involved  require  the  use 
of  concrete  having  special  density,  toughness,  or  other  physical 
properties,  the  fitness  of  a  given  sand  should  be  determined  by 
special  test. 

The  specifications  assume  that  provision  is  made  for  the 
proper  proportioning  of  the  cement  content  of  the  mix,  in  cases 
where  sands  failing  to  meet  the  strength  requirements  are  used. 
It  also  assumes  that  proper  provision  is  made  for  the  limiting  of 
the  water  content  of  the  mix  to  that  required  to  produce  a 
satiurated,  sticky,  semi-plastic  mortar. 

It  will  be  noted  that  the  time  limits  provided  for  in  the 
specifications  are  nominally  the  same  as  .those  provided  for  in 
the  testing  of  cement. 

Conclusions. 

The  description  of  methods  used  and  of  results  obtained  have 
been  given  sufficiently  in  detail  to  permit  the  reader  to  modify 
and  correct  the  conclusions  of  the  author,  accordingly  as  his 
greater  experience  or  better  judgment  dictates.  However,  from 
a  careful  consideration  of  the  results  obtained  and  of  the 
phenomena  observed,  the  following  conclusions  appear  to  be 
warranted: 

1.  The  conunonly  practiced  "visual  examination*'  test  of 
sand  aggregate  for  concrete  is  generally  unreliable,  since  it  gives 
at  best  only  a  superficial  knowledge  of  the  cleanliness  of  a 
given  sand.  Its  adaptation  to  the  determination  of  grading  could 
be  of  value  to  the  observer  only  after  long  experience  in  the 
granulometric  analysis  of  sands. 

2.  The  generally  accepted  practice  of  proportioning  a  con- 
crete mix  by  volume,  as,  for  example,  1  part  cement,  2  parts 
sand  and  4  parts  broken  stone,  is  impracticable  and  unscien- 
tific, since  it  does  not  take  into  account  the  adaptability  of  the 
grading  of  a  given  sand  to  the  production  of  a  dense,  strong,  and 
reliable  concrete.  Proportioning  by  volimie,  as  commonly  used, 
gives  no  guarantee  of  the  production  of  a  concrete  having  a 
desired  strength,  hardness,  or  other  physical  properties. 

3.  The  strength,  toughness,  and  durability  of  the  concrete 
to  be  secured  from  the  use  of  a  given  sand  can  be  determined 
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only  by  an  actual  test  of  that  sand  in  a  properly  prepared 
concrete. 

4.  In  field  operations  incident  to  spading,  slicing,  or  other- 
wise compacting  the  concrete,  the  movement  of  the  water  con- 
tent of  the  mass  is  intensified,  whenever  the  sand  aggregate 
contains  insufficient  fine  material  to  hold  the  cement  in  suspen- 
sion by  the  formation  of  an  adequate  amoimt  of  sandy  paste. 
The  free  movement  of  the  water  tends  to  produce  an  improper 
distribution  of  the  cement. 

5.  The  use  of  a  quantity  of  water  sufficient  to  produce  a 
concrete,  the  mortar  component  of  which  is  of  a  saturated, 
sticky,  semi-plastic  consistency,  is  for  most  practical  purposes 
required,  in  order  to  facilitate  economical  and  efficient  placing. 
This  quantity  of  water  is  ample  for  the  development  of  the 
proper  fxmctions  of  the  cement.  An  increase  in  the  quantity 
of  water  used  results  in  a  proportionate  decrease  in  the  strength 
of  the  concrete.  This  decrease  is  in  no  sense  a  fimction  of  the 
proportions  of  the  mix. 

6.  The  excess  water  in  an  over-saturated  concrete  neces- 
sarily occupies  space  and  thereby  bulks-up  the  mass.  By 
reason  of  its  high  surface  tension,  it  forms  water  globules  which, 
although  somewhat  affected  by  the  weight  of  the  concrete,  are 
nevertheless  distributed  throughout  the  mortar  component  and 
are  accmnulated  underneath  the  particles  of  the  sand  and  stone 
aggregates  and  the  reinforcing  steel.  By  evaporation,  this 
excess  water  ultimately  disappears,  leaving  a  considerable  vol- 
ume of  water  voids  and  cavities  which  constitute  an  extremely 
important  factor  in  the  strength  and  reliability  of  the  concrete. 

7.  The  critical  failure  of  reinforced  concrete  depends  upon 
the  intensity  of  the  bond  existing  between  the  concrete  and  the 
steel  reinforcement.  Concrete  containing  an  excess  of  water 
not  only  develops  less  surface  contact  with  the  steel  on  account 
of  the  resulting  increase  in  the  volume  of  water  voids  and  cavi- 
ties; but,  in  addition,  the  excessive  laitance  produced  by  the 
water  tends  to  accumulate  aroxmd  the  reinforcement,  thus  con- 
tributing materially  to  a  decrease  in  strength.  This  condition 
becomes  further  aggravated  by  reason  of  the  tendency  of  the 
laitance  to  become  less  resistant  with  age. 

8.  For  the  various  grades  of  concrete,  the  minimum  ulti- 
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mate  strengths  assumed  in  the  modem  practice  of  plain  and 
reinforced-concrete  design  are  not  assured  by  the  commonly 
specified  requirements  for  sand  and  stone  aggregates,  and  by 
the  present  lack  of  uniformity  and  of  efficiency  in  field  methods 
and  operations. 

9.  The  results  obtained  show  no  definite  relation  between 
the  compressive  strengths  of  1  :  3  mortar  cubes,  and  the  com- 
pressive strengths  of  the  concretes  produced  from  the  same 
sands. 
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Mr.  Wig.  Mr.  R.  J.  Wig. — ^This  is  an  excellent  paper.     It  contains 

data  confirming  tests  of  a  similar  nature  made  in  the  Bureau 
of  Standards  Laboratories.  There  is  one  curve  shown  in  the 
paper  (Fig.  13)  illustrating  the  modulus  of  elasticity  of  8,000,000 
lb.  per  sq.  in.  for  1:2:4  concrete.  This  is  extremely  high; 
in  fact  I  do  not  recall  ever  obtaining  such  a  modulus  for  1  :  2  :  4 
concrete,  or  in  fact  for  richer  mixtures. 

Mr.  Edwards.  Mr.  L.  N.  Edwards. — ^The  Strengths  obtained  in  the  greater 
part  of  the  tests  are,  I  believe,  above  the  average,  possibly 
due  in  part  to  the  use  of  sands  of  limestone  origin.  The  hi^ 
modulus  of  elasticity  for  first  consistency  cylinders  was  no 
doubt  due  to  the  great  strength  of  the  cylinders  tested.  The 
slight  curvature  of  the  stress-stram  curves  for  first  consistency 
concrete  shown  in  Fig.  13  indicates  the  rigidity  of  these  cylinders. 
With  one  exception,  compressometer  tests  were  made  upon  two 
cylinders  of  each  mix  and  consistency. 

Mr.  Wig.  Mr.  Wig. — ^Many  cylinders  subjected  to  a  stress  of  over* 

6000  lb.  per  sq.  in.  in  our  laboratories  have  had  much  lower 
moduli  than  shown  by  this  paper.  The  results  given  appear 
extremely  high. 

Mr.  Abrami.  Mr.  D.  A.  Abrams. — ^This  question  of  the  effect  of  the 

size  and  grading  of  the  aggregate  and  its  influence  on  the  strength 
of  concrete  and  mortars  is  a  very  important  one,  and  one  which 
has  received  a  great  deal  of  study  during  the  past  year  or  two. 
Some  points  are  brought  out  by  Mr.  Edwards  which  have 
an  important  bearing  on  this  subject,  but  I  shall  dwell  on  only 
one  of  them  at  this  time.  It  strikes  me  that  the  specification 
for  sand  which  has  been  proposed  is  subject  to  the  same  criticism 
that  most  of  our  present  specifications  for  sand  are  open  to, 
namely,  that  the  attempt  is  made  to  formulate  a  specification 
by  placing  limitations  on  certain  sizes  of  material  or  the  per- 
centages which  fall  between  certain  sieve  sizes.  That  kind  of 
specification  has  been  in  use,  but  as  a  proper  basis  for  speci- 
fications for  concrete  aggregates  it  is  absolutely  fallacious. 

(358) 
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Our  own  tests  have  shown  this,  and  many  other  sands  can  be  Mr.  Abramt. 
found  and  any  number  of  them  can  be  made  up  synthetically 
which  will  violate  all  of  the  proposed  requirements,  and  not 
only  violate  them  but  violate  them  grossly,  and  yet  give  jxist 
as  good  results  as  other  sands  that  fall  within  the  limits  fixed. 
For  instance,  we  have  made  concrete  tests  using  a  sand,  40 
per  cent  of  which  passes  the  100-mesh  sieve.  That  is  very 
greatly  beyond  any  permissible  limits  according  to  our  speci- 
fications, yet,  due  to  the  fact  that  the  remaining  aggregate  in 
the  mix  was  suitably  graded,  this  kind  of  sand  gave  just  as  good 
concrete  as  the  others  which  conform  to  the  usual  requirements. 
Therefore,  it  is  not  a  question  of  the  size  of  material  falling 
between  certain  limits,  but  the  relative  distribution  of  sizes 
which  must  be  taken  into  account  in  arriving  at  an  estimate 
of  the  suitability  of  a  sand  for  concrete.  In  other  words,  no 
one  portion  of  the  concrete  aggregate  can  be  required  to  con- 
form to  limitations,  because  the  results  secured  will  depend 
altogether  upon  the  relative  sizes  of  the  remaining  particles. 

With  reference  to  the  question  of  fine  sand,  it  is  not  my 
intention  to  suggest  that  fine  sand  should  be  deliberately  selected; 
but  the  fact  that  fine  sand  can  be  used,  if  it  is  properly  pro- 
portioned, should  be  taken  into  account  in  formulating  such 
specifications. 

Mr.  Nathan  C.  Johnson  (by  letter). — Mr.  Edwards'  paper  Mr.  Johnson, 
is  deserving  of  careful  consideration  both  for  its  direct  results, 
and  more  particularly  for  its  re-revealing  of  the  present  condi- 
tion of  the  concrete  art.  Concrete  has  indeed  "become  a  struc- 
tural material  of  first  importance;"  it  has  too  truly  "been 
studied  as  a  single  material '^  in  which  base  components  are 
transmuted  by  the  alchemic  touch  of  Portland  cement  into  some 
strange  xmknown  endowed  with  wondrous  abilities,  unsubject  to 
limitation  or  law;  and  "widely  varying  results,  affecting  the 
strength  and  permanence  of  structures  built  wholly  or  in  part 
of  concrete"  have  been  and  are  so  generally  and  imexplainably 
produced  that  the  industry  as  a  whole  is  at  last  becoming  aroused 
to  the  imperative  necessity  of  finding  means  which  will 
give  real  assurance  as  to  the  integrity  of  future  constructions. 
This,  perhaps,  is  the  most  fortuitous  result  thus  far  accomplished 
by  all  recent  investigations.    Slowly  but  surely  we  are  all  becom- 
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Mr.  Johnson,  ing  radicals;  and  tempered  radicalism  is  the  well-spring  of 
progress. 

The  scope  and  conduct  of  the  tests  given  in  this  paper  are 
progressive  and  excellent.  It  is  trite  to  say  that  they  are  not 
essentially  new,  or  that  they  run  parallel  to  many  thousands 
of  tests  made  elsewhere.  This  parallelism  is  of  no  consequence, 
for  information,  not  heretofore  fully  obtained  so  far  as  the 
writer  is  aware,  is  made  available  through  correlation  of  visual 
evidence  with  that  obtained  from  physical  strength  tests. 

It  is  without  intent  to  disparage  or  to  declare  anticipation, 
but  rather  by  way  of  appreciation,  that  the  writer  refers  to  his 
own  photographic  studies  of  concretes  in  connection  with  those 
by  Mr.  Edwards.  In  particular,  as  relating  to  the  strength  of 
concrete,  the  internal  arrangement  with  different  mixtures,  and 
the  occlusion  of  air  at  aggregate  and  steel  surfaces,  with  faulty 
adhesion  of  cement,  are  of  interest  and  importance.  In  the 
writer's  files  are  some  hundreds  of  aggregate  surfaces  such  as 
those  shown  by  Mr.  Edwards,  with  like  isolation  found  almost 
universally,  in  good  concretes  as  well  as  tad;  and  in  discussing 
the  reason  for  the  low  strength  of  concrete  made  from  high- 
strength  materials,  the  importance  of  these  air  and  water  voids 
has  been  pointed  out.^ 

The  value  of  this  paper,  however,  is  not  so  much  in  its 
absolute  results,  as  in  confronting  all  of  us  anew  with  the  neces- 
sity for  modified  procedures  and  measures  to  remedy  present 
defects.  The  sneering  reference  to  "millenial  super-concretes" 
so  often  met  with,  or  the  blunt  denial  of  countenance  for 
improved  procedures  from  the  man  who  *'has  used  concrete  for 
twenty-six  years  and  knows  all  he  needs  to, "  cannot  and  does 
not  alter  the  necessity  for  some  way  out.  Yet  until  this  way 
is  found  and  demonstrated  there  should  be  every  sympathy 
for  those  to  whom  concrete  is  the  ''good  old  mud  that  stays  put" 
at  so  much  per  yard  and  by  whom  the  idea  of  improvement  is 
either  regarded  as  an  unwarranted  interference  that  may  cost 
money,  as  an  idle  dream  that  once  in  a  while  bedevils  the  easy 
rules  of  the  game,  or  else  with  a  sense  of  wonderment  that  any 
one  should  want  to  improve  a  material  that  always  has  been 
so  obviously  unbitable. 

^Engineering  Record,  January  23,  1915;    "The  Microstnicture  of  Concrete,"  Proce«fti>c«, 
Am.  Soc.  Test.  Mats.,  Vol.  XV,  Part  II.  p.  171  (1915). 
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The  demand  for  improvement  is  of  comparatively  recent  Mr.  Johnson, 
origin.  Cement  previously  bore  all  burdens.  It  still  bears 
many,  but  they  are  lessening  as  knowledge  grows.  Contamina- 
tion of  aggregates;  classes  and  kinds  of  aggregates;  grading  of 
aggregates;  mixing;  proportioning;  and  more  recently,  quan- 
tity of  water,  have  been  forced  to  assume  a  portion  of  the  load. 

But  field  results  do  not  materially  improve.  Engineering 
knowledge  is  bulky  about  concrete  and  how  to  make  it,  but 
what  use  is  made  of  it?  Beyond  perfunctory  inspection  of  sand 
or  stone,  mill  inspection  of  cement  and  tests  of  reinforcing  steel, 
concrete  making  and  placing  is  to-day — as  it  was  in  the  begin- 
ning— of  mediaeval  simplicity.  Specifications  are  solemnly 
written  and  agreed  to  in  contracts,  but  the  final  arbiter  is, 
in  essence,  a  man  who  never  heard  of  either,  whose  "twenty- 
six  years'  experience"  have  hardened  him  in  wrong-doing  and 
whose  task-master  exacts  of  him  a  certain  toll  per  diem;  and, 
like  the  Israelites,  he  escapes  punishment  only  by  showing  his 
handiwork  at  sundown,  with  or  without  straw,  regardless  of 
value  or  endurance. 

Is  it  not  true  that  engineering  opinion  is  largely  untutored 
in  regard  to  concrete?  Do  not  "usual  procedures"  govern  in 
the  execution  of  a  contract,  regardless  of  the  letter  of  law  in  a 
specification?  Does  not  a  contractor,  and  the  average  engineer 
as  well,  consider  actual,  specific  performance  an  unwarranted 
hardship?  It  is  the  belief  of  many  that  not  until  specifications 
are  so  written  as  to  embody  our  best  knowledge  and  are  accepted 
and  enforced  in  their  literal  sense,  can  general  improvement  be 
expected. 

As  an  instance  of  automatic  nullification  of  specifications, 
consider  the  vital  question  of  proportioning.  Specifications, 
written  perhaps  by  one  who  knows  better,  stipulate  cement, 
sand  and  stone  in  arbitrary  proportions  of  1  :  2  :  4,  regardless 
of  what  aggregate  is  used;  and  with  water  (inferentially)  ad 
libitum.  On  the  job,  wheelbarrows,  loaded  without  any  care, 
or  an  unstruck,  uncalibrated  hopper,  possibly  brought  from 
another  job  where  some  other  ratios  were  in  order,  with  sand 
wet  or  dry,  and  stone  from  several  sources,  both  sand  and  stone 
varying  in  grading,  are  used  week  after  week  in  the  fabrication 
of  an  important  structure,  with  no  comment  excited. 
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Mr.  Johnson.  This  Is  but  one  example  of  one  step  out  of  many,  any  or  all 

of  which  profoundly  aflfect  the  resulting  concrete.  Everyone,  or 
nearly  everyone,  knows  that  proportions  should  be  determined 
for  each  combination  of  given  materials  and  adherence  to  propor- 
tions so  determined  made  both  obligatory  and  possible  by  some 
means,  such  as  by  automatic  weighing.  The  quantity  of  water 
should  be  rigidly  regulated.  Better  mixing  by  improved 
machines  without  entraining  of  air  as  at  present  is  not  only 
a  necessity  but  is  well  within  reach.  The  benefits  of  tempera- 
ture control  in  the  usage  of  cement  should  be  taken  advantage 
of.  And  last,  but  not  least,  placing  of  concrete  should  be  such 
as  not  to  negative  the  care  previously  taken  in  its  compoimding. 
The  present  usage  of  concrete  is  almost  primitive,  but  papers 
like  that  of  Mr.  Edwards  are  indicators  of  progress.  If  we 
have  not  previously  known  we  were  in  a  slough,  we  realize  it 
now;  and  this  realization  is  guaranty  that  we  shall  draw  out 
of  it. 

Mr.  Edwards.  Mr.  Ed WARDS  {AuihoT^s  closute  by  letter), — ^The  practical 
value  of  any  series  of  tests,  whether  made  upon  concrete  or 
other  materials  of  construction,  is  in  direct  proportion  to  the 
application  of  such  tests  to  the  raw  materials  used,  the  con- 
struction methods  and  operations  involved,  and  the  final  results 
which  may  be  obtained. 

Without  entering  into  a  detailed  discussion  of  Mr.  Johnson's 
comments,  it  seems  desirable  to  add  emphasis  to  the  author's 
statement,  namely:  *'In  a  well-prepared  and  properly  placed 
concrete  the  actual  volume  of  the  voids  and  cavities  produced 
by  occluded  air  is  relatively  small  as  compared  with  that  pro- 
duced by  the  water  content  of  the  mix."  Due  to  its  lighter 
weight,  air  entrained  in  concrete  during  mixing  and  placing 
frees  itself  quite  readily  whenever  *'a  seasonable  amount  of 
work  is  done  in  connection  with  the  compacting  of  the  con- 
crete during  placing."  Water,  by  reason  of  its  greater  weight, 
is  more  readily  held  in  suspension  within  the  mortar  content 
of  the  concrete,  where  it  ultimately  forms  water  voids  and 
cavities.  While  "better  mixing  by  improved  machines  with- 
out entraining  of  air,"  to  quote  Mr.  Johnson,  would  no  doubt 
result  in  a  general  improvement  of  concrete,  to  be  consistent 
in  their  use  the  unloading  from  such  a  mixer  and  the  trans- 
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portation  and  final  placing  of  such  concrete  must  be  done  without  Mr.  Edwards. 

the  intermixing  of  air.     Upon  very  many  classes  of  structures 

this  would  involve  the  use  of  a  complicated,  cumbersome,  and 

rather  costly  outfit,  which,  from  practical  and  economic  points 

of  view  entirely  outweighs  the  comparatively  small  advantages 

to  be  attained  by  the  use  of  concrete  containing  no  air  voids. 
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EFFECT  OF  RATE  OF  APPLICATION  OF  LOAD    ON 
THE  COMPRESSIVE  STRENGTH  OF    CONCRETE. 

By  D.  A.  Abrams. 
SUMMARY. 


In  attempting  to  formulate  a  standard  method  for  making 
compression  tests  of  concrete,  it  is  essential  that  the  influence 
of  differences  in  the  rate  of  application  of  load  be  fully  imderstood. 

Tests  were  made  at  the  Structural  Materials  Research 
Laboratory,  Lewis  Institute,  Chicago,  on  270  concrete  cylinders 
6  in.  in  diameter  by  12  in.  long,  mixes  1  :  9,  1  :  5  and  1:3.  The 
aggregate  consisted  of  sand  and  pebbles  graded  in  size  to  1^  in. 
Each  cylinder  was  made  from  a  separate  batch,  mixed  by  hand. 
Tests  were  made  at  the  age  of  28  days. 

Two  methods  of  loading  were  used,  which  were  as  follows: 

Method  No.  1, — ^About  10  per  cent  maximiun  load  was 
applied  at  a  fast  speed  (0.25  in.  per  minute) ;  remainder  of  load 
applied  at  rates  varying  from  0.006  to  0.15  in.  per  minute. 

Method  No.  2. — ^The  test  specimens  were  loaded  to  3  to 
88  per  cent  of  their  maximum  load  at  a  fast  speed  (0.25  in.  per 
minute);  the  remainder  of  the  load  was  appUed  at  about  0.01  in 
per  minute. 

In  compression  tests  of  concrete  the  rate  of  application  of 
load  has  an  important  influence  on  the  strength.  For  the  richer 
mixes  (1:5  and  1  :  3)  tested  at  the  age  of  28  days,  the  strength 
when  loaded  at  0.15  in.  per  minute  is  14  to  20  per  cent  higher 
than  when  loaded  at  0.006  in.  per  minute. 

If  part  of  the  load  is  applied  at  a  fast  speed  and  the  remainder 
at  a  slow  speed,  the  ultimate  strength  of  the  concrete  is  not 
changed,  even  though  as  much  as  88  per  cent  of  the  total  load 
be  applied  at  the  fast  speed. 
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Knowing  the  approximate  strength  of  the  specimen,  it  will 
greatly  expedite  the  work  of  testing,  and  involve  no  sacrifice 
in  accuracy,  if  we  apply,  say,  50  to  75  per  cent  of  the  ultimate 
load  at  a  fast  speed  before  changing  to  the  slow  speed. 

A  machine  speed  which  gives  a  shortening  of  the  test  piece 
of  0.01  to  0.02  in.  per  minute  per  foot  of  length  is  recommended 
as  a  standard  rate  for  compression  tests  of  concrete. 

The  results  show  that  the  mean  error  of  a  group  of  tests 
made  on  the  same  day  is  considerably  lower  than  diat  of  a  set  of 
tests  made  on  different  days;  while  the  mean  error  of  the  daily 
average  compressive  strengths  is  generally  much  higher  than  that 
of  the  averages  of  tests  made  on  different  days. 
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EFFECT  OF  RATE  OF  APPLICATION  OF  LOAD   ON 
THE  COMPRESSIVE  STRENGTH  OF  CONCRETE. 

By  D.  A.  Abrams. 

Experience  in  testing  structural  materials  has  shown  that 
the  ultimate  strength  and  other  properties  of  the  material  are 
affected  by  the  rate  of  application  of  load.  The  importance  of 
this  subject  is  recognized  in  certain  forms  of  testing.  For 
instance,  in  tests  of  metal  certain  limits  in  the  rate  of  applica- 
tion of  load  are  recommended.  A  definite  rate  of  loading  forms 
an  essential  feature  of  the  specifications  for  tension  tests  of 
cement  briquettes. 

In  order  to  arrive  at  standard  methods  for  making  compres- 
sion tests  of  concrete,  it  is  essential  that  the  influence  of  different 
rates  of  loading  be  fully  understood.  The  tests  described  were 
carried  out  for  the  purpose  of  securing  information  on  this 
subject. 

Compression  tests  were  made  on  270  concrete  cylinders, 
6  in.  in  diameter  by  12  in.  long,  mixes  1  :  9,  1  :  5  and  1  :  3,  the 
aggregate  being  graded  up  to  Ij  in.  All  tests  were  made  at  the 
age  of  28  days  by  two  methods,  which  are  as  follows: 

Method  No.  1. — ^About  10  per  cent  of  the  total  load  was 
applied  at  a  fast  speed  (0.25  in.  per  minute) ;  the  remainder  of 
load  at  rates  varying  from  0.006  to  0.15  in.  per  minute. 

Method  No,  2. — ^The  cylinders  were  loaded  to  3  to  88  per 
cent  of  their  maximum  load  at  a  fast  speed  (about  0.25  in.  per 
minute) ;  the  remainder  of  the  load  was  applied  at  about  0.01  in. 
per  minute. 

These  tests  were  made  as  a  part  of  the  experimental  work 
on  concrete  and  concrete  materials  being  carried  out  by  the 
Structural  Materials  Research  Laboratory,  Lewis  Institute, 
Chicago. 

Materials  and  Test  Specimens. 

The  concrete  was  made  from  Portland  cement,  sand  and 
pebbles.  The  aggregate  was  obtained  from  the  Hammond,  HI., 
pit  of  the  Chicago  Gravel  Co. 
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Prior  to  use  a  quantity  of  sand  suflBicient  for  this  series  was 
thoroughly  mixed  and  placed  aside.  The  pebbles  were  screened 
into  three  sizes  and  recombined  for  each  test  specimen.  Tests 
on  samples  of  the  aggregate  as  weighed  out  for  use  on  six  dif- 
ferent days  gave  the  average  sieve  analysis  shown  in  Table  I. 

The  mixes  were  proportioned  by  voliune,  using  one  volume 
of  cement  to  3,  5  or  9  volumes  of  mixed  aggregate.  The  material 
for  each  cylinder  was  proportioned  and  mixed  separately.  The 
concrete  was  mixed  by  hand  by  means  of  a  bricklayer's  trowel, 
using  shallow  flat-bottomed  galvanized  iron  pans  about  24 
by  27  in. 

The  consistency  was  such  that  only  a  small  quantity  of 
free  water  was  brought  to  the  surface  by  puddling  as  hereinafter 

Tablb  I.— Average  Sibvb  Analysis  of  Aggregate. 


fiiev«No. 

Siseof 

BQvan  OponiDs^ 

in. 

Amount  Finer  th<^n 

Saoh  Sieve, 
per  oent  by  weighi 

100 ; 

0.0068 

0.0116 

0.023 

0.046 

0.092 

0.186 

0.87 

0.76 

1.6 

1 

48 

3 

28 

14 

14 

23 

8 

83 

4 

41 

#m 

61 

f     

lla 

73 

4     

lib 

100 

*3      

described.  The  amount  of  water  used  was  6.2,  7.0  and  8.0  per 
cent  of  the  weight  of  dry  materials  in  the  1  :  9,  1  : 5  and  1  : 3 
mixes,  respectively. 

The  test  specimens  were  molded  by  placing  the  concrete 
in  metal  forms  in  layers  of  3  to  4  in.  in  thickness,  puddling  with 
a  |-in.  steel  bar  about  2  ft.  long.  The  forms  were  provided 
with  machined  cast-iron  base  plates.  After  puddling  the  last 
layer  the  concrete  was  leveled  off  with  the  trowel.  In  order 
that  the  specimens  might  present  plane  surfaces  to  the  bearing 
plates  of  the  testing  machine,  the  tops  were  capped  by  means  of 
a  layer  of  neat  cement  paste  about  2  to  4  hours  after  the  con- 
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Crete  was  placed.  The  cap  was  made  smooth  by  pressing  down 
a  piece  of  plate  glass  which  was  left  in  place  imtil  the  form  was 
removed. 

The  specimens. were  left  in  the  forms  one  day  and  then 
removed  and  stored  in  damp  sand  mitil  28  days  old.  Each  set 
of  specimens  consisted  of  6  cylinders,  which  were  made  on  6 
different  days. 

Method  of  Loading. 

A  200,000-lb.  Olsen  testing  machine  was  used.  The  two 
methods  of  applying  the  load  used  in  the  tests  have  been  previ- 
ously described.  The  rate  of  loading  was  determined  by  direct 
measurements  of  the  shortening  of  the  cylinder  dining  tiie  test. 
In  the  machine  used,  the  rate  of  application  of  load  varies  some- 
what with  the  amount  of  load;  consequently,  the  indicated  rates 
are  the  averages  for  the  six  tests  in  a  set.  It  should  be  noted 
that  the  rate  of  loading  is  not  the  same  as  the  rate  of  movement 
of  the  machine  head  when  running  idle;  the  idle  speed  may  be 
2  to  4  times  as  fast  as  the  speed  imder  load,  due  to  the  deflection 
of  the  levers,  elongation  of  screws,  compression  of  cushions,  etc. 

Discussion  of  Tests. 

Table  II  gives  the  average  values  from  the  tests  by 
method  No.  1,  in  which  all  cylinders  were  loaded  to  about 
10  per  cent  of  their  maximima,  before  applying  the  remainder  of 
the  load  at  rates  varying  from  0.006  to  0.15  in.  per  minute.  The 
ciuves  shown  in  Fig.  1  indicate  that  the  strength  of  all  mixes 
is  appreciably  affected  by  varying  the  rate  at  which  the  load  is 
applied  throughout  the  test.  The  relative  effect  seems  to  be 
a  function  of  the  strength  and  modulus  of  elasticity  of  the  con- 
crete. When  shortened  at  the  rate  of  0.15  in.  per  minute  the 
cylinders  showed  a  compressive  strength  6,  14  and  20  per  cent 
higher  than  when  loaded  at  0.006  in.  per  minute,  for  the  1  :  9, 
1  :  5  and  1  :  3  mixes,  respectively. 

The  tests  made  by  method  No.  2  (see  Table  III  and  Fig.  2) 
show  that  the  compressive  strength  of  concrete  is  not  affected 
by  applying  as  much  as  88  per  cent  of  the  maximiun  load  at  a 
fast  speed,  providing  the  remainder  of  the  load  is  applied  at  a 
slow  speed;  in  other  words,  it  is  the  rate  of  application  of  only 
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the  last  12  per  cent  (or  less)  of  the  load  that  affects  the  compres- 
sive strength  of  the  concrete. 

The  relative  effect  of  different  rates  of  application  of  load 
appears  to  depend  on  the.  modulus  of  elasticity  and  the  com- 
pressive strength  of  the  concrete.  For  concrete  made  and  stored 
in  the  same  way  there  is  a  nearly  constant  relation  between  the 
modulus  of  elasticity  and. the  compressive  strength;  consequently 
the  results  of  these  tests  may  be  considered  of  general  apphca- 

Tablb  II.— Effect  on  Rate  of  Application  of  Load  on  the 

CoMPRBSsrvE  Strength  of  Concrete. 

MsnoD  No.  L 

Load  of  about  l&i)«H»it  marimnm  was  applied  at  a  faat  qpeed  (0.26  in.  per  minate);  ramainder  of  load 
appBed  at  ratas  shown. 

Spedmans  wera  0  by  IS-in.  csriinden. 

A«e  at  test  28  days;  stored  m  damp  sand,  tested  damp. 

Rates  of  movement  of  the  machine  head  were  determined  by  direct  measurement  of  the  shortening  of 
the  qrfinder  during  loadlnc.  In  tUs  machine  the  rate  of  motion  of  the  head  for  a  given  vpeed  varies  some- 
wliatjirith  the  amount  ofload,  so  that  ihejptedB  given  are  the  averages  for  tests  of  six  specimens  in  a  set. 


Each  vahie  is  the  average  of  6  tests.    1 

rfie  eyUnders  in  a  set  were  made  at  intervab  of  1  to  4  days. 

RefcnnoeNo. 

Rate  of  Movement 

of  Machine  Head. 

in.permin. 

ComDresriveStnmgth, 
Ib.persq.in. 

l:gMiz. 

l:6Miz. 

l:3Mix. 

I i 

O.OM 

O.OlOd 

0.018 

0.088 

0.040 

0.060 

0.180* 

800 
800 
820 
800 
860 
840 
860 

1740 
1790 
1870 
1050 
1920 
1980 
1070 

2840 

2 

2810 

8 

8140 

4 

8210 

8 

8260 

6 

8820 

7 

8400 

•  Usual  rate  of  loading  for  oompressbn  tests  of  concrete  made  in  this  Laboratonr.  The  rate  of  move- 
t  of  the  head  when  running  idle  is  oonsiderably  higher  tium  the  values  given;  for  the  lower  rates  the 
speed  is  2  to  4  times  the  shortening  of  a  12-in.  cylinder  under  load. 


idkspeed 

(Fastest  qieed  at  which  a  proper 


htion  of  the 


load  could  be  obtained. 


tion  within  the  range  of  loads  used,  for  specimens  stored  in  a 
damp  place.  For  specimens  stored  under  different  conditions 
the  results  may  not  apply  directly. 

These  results  have  a  direct  bearing  on  standard  compres- 
sion tests  of  concrete,  since  such  tests  are  generally  made  on 
concrete  stored  in  a  damp  place.  In  general,  the  rate  of  loading 
which  can  be  used  satisfactorily  will  fall  between  0.01  and  0.02  in. 
per  minute.  This,  of  course,  refers  to  the  actual  rate  of  shorten- 
ing of  a  12-in.  test  specimen.    A  rate  below  0.01  in.  per  minute 
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unnecessarily  prolongs  the  time  required  for  testing;  a  rate 
faster  than  0.02  in.  per  minute  offers  no  advantages,  especially 
since  there  is  shown  to  be  no  objection  to  loading  the  specimen 
well  up  to  the  maximum  at  a  faster  speed.  The  richer  mixes 
(1:5  and  1  : 3)  show  about  7  per  cent  higher  strength  when 
loaded  at  0.02  in.  as  compared  with  0.01  in.  per  minute. 

On  account  of  variations  in  the  action  of  testing  machines 
of  different  capacities  and  designs,  it  is  impracticable  to  adhere 

Table  III. — ^Effect  of  Rate  of  Application  of  Load  on  the 
Compressive  Strength  of  Concrete. 

MvnoD  No.  2. 
Three  to  88  per  cent  of  the  total  loftdwMipplied  at  liwtapeed  (OJiSuLpermiim^^    Hie  mnuader 
of  the  load  was  applied  at  about  0.01  in.  per  miimte. 
Specimeofl  were  6  by  124n.  eyfinden. 
Age  at  test  28  days;  stored  in  damp  aand,  tested  damp. 
Each  value  is  the  average  of  six  tests  made  on  nz  di£ferent  days. 
See  Table  lY  for  details  of  tests. 
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strictly  to  a  certain  predetermined  rate  of  loading.  It  is  sug- 
gested that  the  specimens  be  loaded  from  50  to  75  per  cent  of 
maximum  at  a  fast  speed,  and  that  the  remainder  of  the  load 
be  applied  at  speeds  which  will  give  a  shortening  of  the  specimen 
of  0.01  to  0.02  in.  per  foot  of  length  per  minute. 

Mean  Error  op  Tests. 

The  tests  made  by  method  No,  2  gave  results  which  are 
practically  independent  of  variations  in  loading.  Therefore, 
these  values  have  been  used  as  a  study  of  the  mean  errors  of 
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tests  made  on  the  same  day  as  compared  with  similar  tests 
made  on  diflferent  days.  The  details  of  the  tests  made  in  this 
way  are  given  in  Table  IV,  which  shows  results  of  tests  of 
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Fig.  1. — ^Effect  of  Rate  of  Loading  on  Compressive  Strength  of  Concrete. 
Method  No.  1  (see  Table  II  for  details). 

specimens  made  on  the  same  day,  together  with  the  correspond- 
ing averages  and  mean  errors.  Likewise,  the  averages  and  mean 
errors  are  given  for  specimens  made  and  tested  on  different  days. 
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All  mean  errors  were  computed  by  the  formula: 

where  v  is  the  difference  between  the  individual  value  and  the 
3500 
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Fig.  2. — Effect  of  Rate  of  Loading  on  Compressive  Strength  of  Concrete. 
Method]  No.  2  (see  Tables  III  and  IV  for  details). 

average,  and  n  is  the  number  of  tests  considered.     The  mean 
errors  of  the  averages  were  referred  to  the  grand  averages. 

Attention  is  here  recalled  to  the  fact  that  each  specimen 
was  made  from  a  single  batch  of  concrete  which  was  propor- 
tioned and  mixed  separately.    This  method  of  making  the  sped- 
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Table  IV.— A  Study  of  Mean  Ekrors  op  Tests  made  by  Method  No.  2. 

Thne  to  88  per  oent  of  the  total  lottd  was  applied  at  a  fast  «peed  (O^ULpermiimte);  tlie  remaindflr  of 
the  load  was  apj^ed  at  about  0.01  in.  per  minute. 

See  Table  m  for  pereentans  of  total  load  which  were  applied  at  fast  speed. 
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mens  is  very  desirable  in  studies  of  this  kind,  since  all  accidental 
variations  are  permitted  to  exert  their  full  effect.  The  effect 
of  accidental  variations  is  largely  eliminated  by  making  six 
specimens  of  a  kind. 

It  will  be  seen  that  there  is  no  systematic  relation  between 
the  mean  errors  of  the  tests  and  the  order  of  making.  In  other 
words,  the  early  specimens  in  a  set  show  no  greater  variations 
than  the  later  ones;  nor  do  the  specimens  made  on  the  first  day 
show  any  greater  variation  than  those  made  on  other  days. 

It  will  be  noted,  however,  that  the  mean  errors  of  the  eight 
tests  made  on  the  same  day  are  considerably  lower  than  that 
of  the  six  tests  made  on  different  days;  the  same  statement 
may  be  made  with  reference  to  any  six  tests  made  on  the  same 
day,  although  the  values  for  the  latter  conditions  are  not  given. 
While  this  is  true,  Table  IV  shows  that  the  mean  errors  of  the 
average  strengths  of  specimens  made  on  different  days  are  much 
smaller  than  for  the  average  strengths  of  specimens  made  on 
the  same  day. 

Conclusions. 

In  compression  tests  of  concrete,  the  rate  of  application  of 
load  has  an  important  influence  on  the  strength.  For  the  richer 
mixes  (1  :  5  and  1  :  3)  tested  at  the  age  of  28  days,  the  strength 
when  loaded  at  0.15  in.  per  minute  is  14  to  20  per  cent  higher 
than  when  loaded  at  0.006  in.  per  minute. 

If  part  of  the  load  is  applied  at  a  fast  speed  and  the  remainder 
at  a  slow  speed,  the  ultimate  strength  of  the  concrete  is  not 
changed,  even  though  as  much  as  88  per  cent  of  the  total  load 
be  applied  at  the  fast  speed. 

Knowing  the  approximate  strength  of  the  specimen,  it 
will  greatly  expedite  the  work  of  testing,  and  involve  no  sacri- 
fice in  accuracy,  if  we  apply,  say,  50  to  75  per  cent  of  the  ulti- 
mate load  at  a  fast  speed  before  changing  to  the  slow  speed. 

A  machine  speed  which  gives  a  shortening  of  the  test  piece 
of  0.01  to  0.02  in.  per  minute  per  foot  of  length  is  recommended 
as  a  standard  rate  for  compression  tests  of  concrete. 

The  results  show  that  the  mean  error  of  a  group  of  tests 
made  on  the  same  day  is  considerably  lower  than  tliat  of  a  set  of 
tests  made  on  different  days;  while  the  mean  error  of  the  daily 
average  compressive  strengths  is  generally  much  higher  than 
that  of  the  averages  of  tests  made  on  different  days. 


Digitized  by  VjOOQiC 


DISCUSSION. 


Mr.  Bernard  Enright  (presented  in  written  form  and  read  Mr.  Bnright 
by  the  Secretary). — ^The  very  excellent  paper  of  Mr.  Abrams 
draws  attention  to  its  bearing  "in  attempting  to  formulate  a 
standard  method  for  making  compression  tests/'  and  while  the 
reference  is  principally  or  wholly  to  concrete,  presmnably  its 
bearing  would  be  largely  as  pronounced  in  connection  with 
standard  mortars.  This  would  seem  to  be  particularly  true  in 
view  of  the  fact  that  a  large  proportion  of  these  tests  are  on  mix- 
tures of  one  part  cement  to  three  parts  of  aggregate  (the  stand- 
ard compression  mortars  being  one  part  cement  to  three  parts 
standard  sand)  and  despite  the  fact  that  the  proportions  are 
by  volume,  in  the  first  case,  and  by  weight,  in  the  latter. 
Unlike  the  standard  sand,  the  aggregate  used  might  vary  con- 
siderably in  size,  but,  as  Mr.  Abrams  says  in  reference  to  these 
results,  "all  accidental  variations  are  permitted  to  exert  their 
full  effect,''  and  the  variations  apparently  are  not  great. 

On  the  1  : 3  mix,  at  the  end  of  28  days,  the  compressive 
strengths  obtained  by  Mr.  Abrams,  as  shown  in  Table  II,  range 
from  2840  to  3400  lb.  per  sq.  in.  It  may  be  of  interest  to  note, 
in  this  connection,  that  on  1  :  3  mix,  after  28  days  air  and  water 
hardening,  the  German  Association  Laboratory  reports,  on  all 
the  cement  manufactured  in  Germany  during  the  periods  shown, 
an  average  compressive  strength  of  4984  lb.  per  sq.  in.  for  1910, 
5112  lb.  per  sq.  in.  for  1911,  5368  lb.  per  sq.  in.  for  1912  and 
5353  lb.  per  sq.  in.  for  1913.  Their  "28-day  exposure  to  water 
tests"  are  lower  than  these  but  still  far  in  excess  of  the  figures 
obtained  by  Mr.  Abrams. 

^A  comparison  of  these  results  might  lead  to  the  conclusion 
that  German  cements  are  not  only  superior,  but  decidedly 
superior,  to  the  American  products.  Experiments  and  tests 
made  by  the  writer,  over  a  great  many  years,  to  develop  the 
facts  in  just  such  comparisons,  however,  show  absolutely  that 
this  is  not  the  case.  It  would  hardly  be  pertinent  to  go  into 
detail  here  on  the  matter,  but  it  might  be  added  that  the  subject 
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Mr.  Bnright     is  fully  covered  in  my  discussions  last  year,*  and  also  at  this 
session,  in  connection  with  the  work  of  Committee  C-1  on 
Cement.^ 
,  Mr.  Lesley.  Mr.  ROBERT  W.  LESLEY. — I  think  a  Comparison  of  many  of 

the  strength  tests  obtained  in  German  laboratories  with  those 
obtained  in  this  country  are  probably  misleading,  due  to  the 
fact  that  the  German  test  pieces  are  machine-made  imder  high 
pressure. 

Mr.Abraitts.  Mr.  D.  A.  Abrams. — It  seems  to  me  that  the  criticism  in 

Mr.  Enright's  discussion  is  entirely  foreign  to  the  point.  It 
is  scarcely  proper  to  compare  standard  sand  tests  with  con- 
crete. Provided  that  other  conditions  are  the  same,  we  might 
have  used  any  other  mixture  or  any  other  material  and  it  would 
have  made  no  difference  on  the  points  brought  out  in  this  paper; 
consequently  the  actual  loads  recorded  there  do  not  have  any 
bearing.  It  was  not  our  intention  to  make  any  comparison 
of  the  strengths  of  concrete  nor  the  properties  of  cement;  we 
were  here  concerned  solely  with  the  determination  of  the  effect 
of  rate  of  application  of  load,  using  concretes  which  varied  in 
strength  over  a  wide  range. 

Mr.  Kinney.  Mr.  W.  M.  Kinney. — ^The  discussion  presented  by  Mr. 

Enright  would  seem  to  cast  a  reflection  on  the  intelligence  of 
the  engineers  of  other  countries.  Certainly  the  engineers  of 
foreign  countries  are  not  going  to  compare  results  obtained  on 
one  size  and  shape  of  specimen  with  one  type  of  aggregate, 
with  results  obtained  on  another  size  and  shape  of  specimen 
with  other  aggregates.  There  is  not  going  to  be  any  loss  in  credit 
to  American  cement  because  lower  results  are  obtained  on  differ- 
ent shaped  specimens.  These  results  were  obtained  on  cylinders, 
and  the  German  standard  is  a  cube  which  we  know  gives  con- 
siderably higher  results. 

Mr.  Edwards.  Mr.  L.  N.  Edwards. — In  the  latter  part  of  March,  Mr. 

Abrams  told  me  of  the  experiments  which  are  described  in  his 
paper.  Since  that  time  I  have  tested  about  100  cylinders,  6  in. 
in  diameter  by  12  in.  long.  As  these  cylinders  were  in  series 
of  five,  in  some  cases  three  were  tested  at  slow  speed  throughout 
and  two  at  a  higher  speed  up  to  about  60  to  70  per  cent  of  their 

1  Procudings,  Am.  Soc.  Test.  Mats.,  VoL  XVI.  Part  I.  p.  214  (1916). 
*lbid.  Vol.  XVII.  Part  I.  p.  198  (1917). 
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ultimate  strength,  completing  the  test  at  a  slow  speed,  while  Mr.  Edwards, 
in  other  cases  this  order  was  reversed.     The  cylinders  were 
1:2:4  and  1  :  2J  :  5  mix  and  one  year  old.     I  am  satisfied 
that  the  tWo  methods  of  testing  give  equally  satisfactory  results. 
The  time  saved  by  the  combined  speed  method  is  considerable. 

Mr.  H.  J.  Force. — I  should  like  to  add  just  a  word  to  Mr.  Force. 
what  has  been  said.  During  the  past  few  months  we  have 
tested  several  himdred  cylinders  8  by  16  in.,  at  ages  of  2j  to 
3  J  years.  We  found  that  there  was  very  little  diflFerence  in  the 
strength  obtained  at  testing  speeds  of  0.2  in.  or  0.1  in.  per 
minute.  These  cylinders  were  1:2:4  and  some  1  :  2J  :  5 
"mixer"  concrete.  Different  mixtures  might  show  different 
results,  of  course,  depending  upon  the  age  of  the  cylinders. 

Mr.  C.  G.  Brown. — ^More  for  a  point  of  information  than  Mr.  Browa. 
anything  else,  I  wish  to  compare  Figs.  1  and  2.  I  assimie  that 
they  refer  to  the  same  mixes,  and  that  the  same  concrete  was 
used  in  each  case.  For  the  1  :  9  mix,  it  would  seem  that  the 
results  in  Fig.  2  are  lower  than  anything  shown  for  this  mix 
in  Fig.  1,  but  they  seem  to  check  up  better  with  the  values  in 
Fig.  1  for  slow  speed  of  testing.  Similarly,  the  1  : 5  mix  in 
Fig.  2  checks  up  fairly  well  with  the  same  mix  in  Fig.  1  for  a 
moderately  slow  speed.  On  the  other  hand,  the  I  :  3  mix,  if 
it  checks  up  at  all,  checks  up  with  a  somewhat  faster  rate  of 
speed. 

Mr.  Abrams. — ^The  speaker  has  called  attention  to  the  Mr.Abnun*. 
very  point  that  is  brought  out  by  the  tests.  In  the  first  series 
of  tests,  the  first  part  of  the  load  was  applied  at  a  fast  speed, 
but  the  last  part  was  applied  at  the  very  slow  speed  which  he 
mentions.  These  tests  were  made  at  essentially  the  same  time, 
but  they  do  not  cover  exactly  the  same  period,  so  that  accounts 
for  the  slight  variations  in  the  results  of  the  two  sets  of  values. 
In  other  words,  one  series  of  tests  was  started  a  little  ahead 
of  the  other;  the  second  series  was  somewhat  of  an  after- thought. 
I  believe  that  the  symmetry  of  the  curve  produced  by  the  points 
on  these  diagrams  is  very  seldom  found  in  concrete  experiments; 
in  other  words,  the  relative  values  are  unusually  consistent 
among  themselves. 
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TESTS  OF  CONCRETE. SLABS  TO  DETERMINE  THE 

EFFECT  OF  REMOVING  EXCESS  WATER 

USED  IN  MIXING. 

By  a.  N.  Johnson. 
SUMMARY. 


The  object  of  conducting  the  series  of  tests  presented  in 
this  paper  was  to  measure  the  effect,  if  any,  that  the  different 
methods  of  finishing  a  concrete  surface,  as  applied  to  road  work, 
have  upon  the  strength  of  the  concrete  slab  as  finally  laid.  The 
tests  were  made  upon  slabs  5  ft.  long  by  2j  ft.  wide  and  5  in. 
thick,  some  of  which  were  rolled  with  a  light  roller  and  others, 
finished  in  the  usual  manner  with  a  hand  wood  float.  Some  of 
the  slabs  were  mixed  with  a  small  amount  of  water  to  give  a 
medimn  consistency,  while  others  were  mixed  with  a  larger 
amount  to  give  a  consistency  more  nearly  that  used  in  ordinary 
practice. 

The  results  show  that  the  slabs  finished  with  the  roller 
averaged  20  per  cent  increase  in  transverse  strength. 

These  tests  demonstrate  the  beneficial  effect  of  proper  ma- 
nipulation of  concrete  after  it  is  laid. 
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TESTS  OF   CONCRETE   SLABS   TO  DETERMINE  THE 

EFFECT  OF  REMOVING  EXCESS  WATER 

USED  IN  MIXING. 

By  a.  N.  Johnson. 

The  importance  of  proper  water  content  for  concrete  is 
generally  recognized.  The  amount  of  water  producing  a  maxi- 
mtmi  strength  makes  such  a  stiff  mixture  that  it  is  impractic- 
able in  most  concrete  road  work.  It  is  necessary,  therefore,  to 
use  a  certain  excess  of  water  above  that  which  will  give  the 
greatest  strength. 

In  concrete  road  work,  owing  to  the  method  of  handling, 
it  is  of  considerable  convenience  to  use  a  fairly  wet  mixture. 
It  has  been  found,  however,  that  much  of  the  excess  water  can 
be  removed  by  proper  manipulation  of  the  concrete  after  it  is 
placed.  As  a  consequence  some  methods  of  finishing  concrete 
roads  have  been  productive  of  exceptionally  good  results.  A 
study  of  the  methods  employed  shows  that  while  they  differ 
as  to  detail,  in  each  case  the  concrete  surface  has  been  so  treated 
as  to  remove  a  considerable  amount  of  the  excess  water,  thereby 
making  the  surface  more  compact  and  dense. 

Of  the  different  methods  which  have  been  observed,  that 
devised  by  Captain  J.  J.  Gaillard,  City  Engineer  of  Macon,  Georgia, 
seems  to  be  the  most  efficient  and  least  expensive.  This  method 
consists  in  rolling  the  surface  of  the  concrete  with  a  light  roller 
about  8  in.  in  diameter  and  5  to  6  ft.  in  length,  attached  to  the 
end  of  a  long  pole.  The  roller  is  made  of  light  sheet  metal; 
the  total  weight  of  a  6-ft.  roller  being  in  the  neighborhood  of 
70  lb.  The  operator  stands  at  one  side  of  the  roadway  and  rolls 
the  newly  laid  concrete  transversely  to  the  direction  of  the  road. 

This  method  was  originally  developed  to  remove  any 
unevenness  in  the  surface,  but  it  really  accomplishes  a  very  much 
more  important  result  as  it  squeezes  out  of  the  concrete  much 
of  the  excess  water. 

In  order  to  determine  the  effect  on  the  strength  of  a  con- 
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Crete  produced  by  this  finishing  method  above  described,  a 
number  of  slabs  were  made  for  testing  purposes,  mixed  and 
molded  in  much  the  same  manner  as  in  concrete  road  work, 
the  exact  proportions  of  water  and  other  materials  being  recorded. 
The  principal  variation  was  in  the  consistency  of  the  concrete 
and  the  method  of  finishing  the  surface. 

The  tests  were  made  in  cooperation  with  Prof.  D.  A.  Abrams, 
in  charge  of  the  Structural  Materials  Research  Laboratory,  Lewis 
I^titute.  Professor  Abrams  gave  his  personal  supendsion  to 
all  of  the  details  of  the  tests. 

Twelve  slabs,  2 J  ft.  wide,  5 J  ft.  long  and  5  in.  in  thickness, 
were  made  and  tested.  Pebbles  were  used  as  coarse  aggregate 
for  six  of  these  and  crushed  limestone  was  used  for  the  others. 

The  concrete  was  mixed  in  the  proportion  of  1  part  cement  to 
4  parts  total  mixed  aggr^;ate  by  voliune — a  proportion  approxi- 
mately equivalent  to  the  ordinary  1:2:3  mix.  Three  sets  of 
slabs,  two  slabs  in  each  set,  were  made  from  both  crushed  lime- 
stone and  pebbles  as  a  coarse  aggregate. 

The  following  consistencies  of  concrete  were  used  in  the 
test: 

'    1.  Dry  consistency,  finished  with  a  wood  float  in  the  ordi- 
nary way; 

2.  Wet  consistency,  finished  with  a  wood  float  in  the 

ordinary  way; 

3.  Wet  consistency,  finished  by  means  of  a  roller,  as  previ- 

ously described. 

The  slabs  were  made  on  the  concrete  floor  of  the  laboratory, 
the  form  being  placed  on  a  sheet  of  building  paper. 

The  concrete  for  the  slabs  of  dry  consistenqr  was  mixed 
as  stiff  as  could  be  easily  handled — stiffer  than  is  ordinarily 
found  in  concrete  road  work.  The  mixtures  for  the  remaining 
slabs  contained  a  somewhat  larger  amount  of  water,  making 
a  consistency  that  would  ordinarily  be  classed  as  "good"  in 
practical  work.     (See  Table  I.) 

All  slabs  of  the  stiffer  consistency,  as  well  as  one  of  the  slabs 
of  each  other  set,  were  finished  by  being  first  struck  off  with  a 
straight  edge  and  then  floated  by  hand  with  a  wooden  float. 
The  remaining  slabs  of  each  of  the  wet  consistency  sets  were  fin- 
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ished  by  the  use  of  a  roller.  The  concrete  was  left  a  Uttle  more 
than  flush  with  the  sides  of  the  mold,  and  instead  of  being  struck 
at  once  with  a  straight  edge,  it  was  first  rolled;  the  straight  edge 
was  then  used  to  strike  off  what  surplus  concrete  remained. 
To  bring  the  full  weight  of  the  roller — ^which  was  just  long 
enough  to  rest  upon  the  side  forms — on  the  concrete  the  slab 
was  rolled  transversely  at  intervals  of  about  15  minutes  for 
Ij  hours,  five  rollings  being  made.  The  roller  was  moved  back 
and  forth  over  the  width  of  the  slab,  moving  sidewise  a  few 
inches  with  each  stroke.  As  each  rolling  was  made,  considerable 
water  was  squeezed  out  of  the  concrete  and  forced  over  the  sides 
of  the  mold.  The  rolling  continued  until  the  amount  of  free 
water  became  very  small.  No  particular  difference  in  the  amoimt 
of  rolling  to  effect  this  was  noticeable  for  the  limestone  concrete 
and  the  gravel  concrete.  It  was  noticed,  however,  that  the 
roller  sank  into  the  gravel  concrete  considerably  more  than  into 
the  rock  concrete  dtiring  the  first  one  or  two  rollings. 

The  roller  used  was  2|  ft.  long,  6  in.  in  diameter  and  weighed 
about  50  lb.  In  practical  road  work,  an  8-in.  roller  about  6  ft. 
l(mg,  weighing  about  70  lb.,  is  recommended. 

The  forms  were  removed  the  following  day,  when  the  slab 
was  covered  with  a  layer  of  damp  sand  which  was  kept  moist 
until  the  slabs  were  one  week  old.  The  sand  was  then  removed 
and  the  slabs  lifted  from  the  floor  and  permitted  to  dry  out 
during  the  remaining  eight  days  before  the  load  was  applied. 

The  arrangement  for  applying  the  load  to  the  slabs  is 
shown  in  Fig.  1.  The  slabs  were  placed  on  two  supports  spaced 
15  in.  on  centers,  resting  on  the  floor.  A  ball  bearing  on  the 
lower  side  of  one  support  compensated  for  what  waip  there 
might  be  in  the  lower  surface  of  the  slab.  The  load,  which  con- 
.sisted  of  lOOJb.  sacks  of  sand,  was  supported  by  two  9-in. 
I-beams,  and  was  transmitted  to  the  slab  through  two  bearings 
spaced  5  ft.  apart.  The  upper  surface  of  the  slab  was  thus  put 
in  tension.  Each  test  was  made  in  the  same  manner,  and  as 
far  as  practicable  the  loads  were  applied  at  the  same  rate  until 
rupture. 

The  appearance  of  the  broken  slabs  disclosed  a  marked 
difference  between  those  finished  with  the  roller  and  those  fin- 
ished with  the  wooden  float.     The  roller-finished  slabs  showed 
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a  distinctly  denser  appearance,  extending  for  at  least  one-half 
the  depth  of  the  slab.  It  is  to  be  noticed  (see  Table  I)  that  the 
slabs  tested  at  an  age  of  16  days  show  a  consistent  increase 
in  strength  over  those  15  days  old. 

With  the  small  number  of  test  specimens,  there  are  not 

Tablb  I.— Results  of  Transverse  Tests  of  Concrete  Slabs 
Finished  by  Wood  Float  and  by  Roller  Method. 
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sufficient  data  to  determine  definitely  any  special  difference 
between  the  strength  developed  by  the  slabs  made  of  pebbles 
and  those  with  the  crushed  limestone.*  It  is  to  be  noted,  how- 
ever, that  the  pebbles  used  were  somewhat  irregular  in  shape, 
some  pieces  being  broken. 

The  broken  sections  of  all  slabs,  particularly  those  that  were 
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rolled,  showed  that  many  pieces  of  the  coarse  aggregate  had  been 
broken  apart,  the  number  of  broken  pieces  being  considerably 
greater  in  the  rolled  slabs  than  in  those  not  rolled.  There  was 
no  difference  especially  noticeable  iq  this  particular,  between 
the  slabs  made  of  the  limestone  and  those  made  of  the  pebbles. 

The  results  of  the  tests  are  shown  in  Table  I.  The  notice- 
able' fact  is  that  those  slabs  finished  with  the  roller  developed  a 
very  considerable  increase  in  strength  over  the  slabs  merely 
hand-finished.  The  four  slabs  of  wet  consistency  that  were 
finished  by  hand,  have  an  average  modulus  of  rupture  of  308  lb. 
per  sq.  in.,  while  the  four  slabs  finished  with  the  roller  have  an 
average  modulus  of  rupture  of  369  lb.  per  sq.  ia.,  or  an  increase 
of  almost  20  per  cent.  As  would  be  expected,  the  slabs  that 
were  made  of  a  stiflFer  mixture,  indicated  in  Table  I  as  medium 
consistency,  giving  an  average  modulus  of  340  lb.  per  sq.  in., 
are  stronger  than  those  of  the  wet  consistency,  finished  in  the 
same  manner;  but  the  wet-consistency  slabs  finished  with  the 
roller  are  stronger  than  those  of  the  medium  consistency,  show- 
ing an  increase  of  nearly  10  per  cent. 

The  results  seem  to  indicate  clearly  the  value  to  be  gained 
by  the  use  of  the  roller  to  finish  a  concrete  road;  that  it  is  pos- 
sible by  proper  manipulation  of  concrete  to  secure  iacreased 
strength  and  density  of  a  character  most  desirable  for  a  concrete 
road  surface;  and  that  such  surplus  water  as  may  be  required 
to  facilitate  placing  concrete  in  road  work  can  be  effectively 
removed  by  this  simple  expedient. 
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Mr.  H.  S.  Mattimore. — ^Regardless  of  the  increase  of  Mr.  Mattimore. 
strength^  the  manipulation  described  by  Mr.  Johnson  accom- 
plishes just  what  we  would  expect  by  dehydrating  the  concrete 
and  getting  a  drier  mix.  Another  big  feature  which  Mr.  John- 
son has  not  brought  out,  and  which  I  think  is  the  best  feature  of 
aU,  is  that  of  transverse  rolling.  By  the  old  screening  method, 
longitudinal  with  the  road,  irregularites  were  left  which  were  all 
transverse  to  the  direction  of  traffic  and  therefore  objectionable 
to  moving  vehicles.  In  rolling  transversely  any  irregularities  are 
in  line  with  the  traffic,  and  therefore  less  objectionable. 

Mr.  R.  J.  Wig. — Is  it  proposed  that  a  wet  mixture  can  be  Mr.  Wig. 
used  without  aflFecting  the  quality  of  the  concrete  if  the  roller 
is  subsequently  employed? 

Mr.  a.  N.  Johnson. — I  would  not  say  that.  I  should  say  Mr.A.N.john8on. 
that  within  the  ordinary  variations  of  what  we  consider  a  fair 
mixture — ^not  a  sloppy,  soupy  mixture,  but  a  fairly  thin  mix- 
ture— the  concrete  is  improved  by  the  use  of  the  roller.  There 
are  other  methods  used  for  finishing  concrete  surfaces  that  pro- 
duce sinailar  results,  that  is,  they  have  the  effect  of  so  agitating 
the  surface  of  the  concrete  as  to  take  out  the  excess  water.  Of 
all  these  methods,  the  one  which  I  have  described  is  the  simplest 
and  seems  quite  as  effective  as  any. 

Mr.  p.  H.  Bates. — ^The  author  calls  attention  to  the  fact  Mr.  Bates, 
that  there  is  quite  a  ^'consistent  increase  in  strength,"  as  he  says, 
shown  by  those  specimens  tested  at  16  days  over  those  tested  a 
15  days.  Upon  examining  the  data  in  Table  I,  one  finds  a  remark- 
able gain  in  strength  for  one  day's  longer  storage.  For  instance, 
the  6  by  12-in.  cylinder,  specimen  No.  5,  tested  at  the  end  of  15 
days  shows  a  compressive  strength  of  1330  lb.  per  sq.  in.;  tested 
one  day  later,  specimen  No.  5a  shows  a  compressive  strength  of 
1800  lb.  per  sq.  in.,  a  gain  of  35  per  cent  by  one  day's  longer 
storage.  The  modulus  of  rupture  is  increased  almost  20 
per  cent. 

It  seems  to  me  that  is  a  considerable  gain  in  strength  for  one 
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Mr.  BatM.  day's  storage.     It  would  seem  hardly  possible  that  the  test 

pieces  were  similar  test  pieces.  You  camiot  obtain  an  increase 
in  strength  of  concrete  of  over  30  per  cent  between  the  fifteenth 
and  sixteenth  days;  you  can  hardly  get  that  between  the  seventh 
and  twenty-eighth  days. 

Mr.  Kinney.  Mr.  W.  M.  Kinney. — ^It  seems  to  me  that  Mr.  Bates  has 

not  taken  into  consideration  all  of  the  results.  Take  the  cylin- 
drical specimens  Nos.  6  and  6a,  Table  I;  at  15  days,  No.  6 
shows  a  compressive  strength  of  1600  lb.  per  sq.  in.,  and  No. 
6a,  at  16  days,  a  compressive  strength  of  1680  lb.  That  is  a 
reasonable  increase.  Specimen  No.  4,  at  15  days,  shows  a  com- 
pressive strength  of  2130  lb.  per  sq.  in.;  specimen  No.  4a,  at  16 
days,  shows  a  compressive  strength  of  2290  lb.,  which  is  a  rea- 
sonable increase.  Frequently  in  concrete  testing  a  difference  of 
four  or  five  days  in  the  time  of  making  the  test  pieces  may  make  a 
considerable  difference  in  the  strength  obtained. 

Mr.  Bates.  Mr.  Bates. — ^But  according  to  this  table  we  have  in  speci- 

mens Nos.  5  and  5a,  a  difference  in  modulus  of  rupture  of  nearly 
20  per  cent  in  one  day.  What  I  cannot  understand  is  how  such  a 
wonderful  increase  in  strength  can  be  obtained  in  one  day. 
Sub-Committee  VII  on  Strength,  of  Committee  C-1,  never 
found  any  such  facts  in  all  their  work,  and  they  have  broken  a 
great  many  specimens. 

Mr.A.N.john8on.  Mr.  A.  N.  JoHNSON. — ^There  is  perhaps  one  feature  that 
might  explain  the  increase  in  strength  referred  to  by  Mr.  Bates, 
namely,  the  fact  that  the  specimens  were  subjected  to  moisture 
for  only  seven  days  and  the  remainder  of  the  time  were  drying 
out  in  the  atmosphere  of  the  laboratory.  This  probably  accounts 
for  some  additional  increase  other  than  what  would  be  expected. 

Mr.  Wig.  Mr.  Wig. — ^I  think  Mr.  Bates  has  overlooked  the  fact 

that  each  figure  in  Tiible  I  represents  the  result  of  test  of  only 
one  specimen.  In  the  case  of  specimens  Nos.  1  and  la  and 
2  and  2a,  although  there  i&  a  difference  of  nearly  3  per  cent 
in  the  amount  of  water  used  in  mixing,  the  values  of  modulus  of 
rupture  obtained  are  nearly  identical.  That,  I  am  sure,  is  con- 
trary to  the  results  obtained  in  most  laboratories. 

Mr.A.N.john8on.  Mr.  A.  N.  JoHNSON. — The  conclusiou  to  be  drawn  from  the 
tests  is  that  the  rolled  sections  are  invariably  stronger  than 
those  that  are  not  rolled.  That  was  the  only  point  I  set  out  to 
establish,  and  that  is  well  borne  out  by  the  results. 
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Mr.  Nathan  C.  Johnson. — ^In  trying  to  sense  the  spirit  and  Mr.N.cjoiinsoii. 
trend  of  this  session  on  "Concrete,"  as  well  as  that  of  meetings 
of  related  committees  which  I  have  attended,  there  is  uppermost 
in  my  mind  an  impression  of  uncertainty  and  confusion;  and  in 
view  of  the  unusual  lack  of  discussion,  the  inference  seems  fair 
that  a  like  sense  of  confusion  exists  in  the  minds  of  others  as 
well. 

An  outstanding  feature  of  committee  reports  and  papers  on 
concrete  is,  that  results  obtained  by  •di£Ferent  investigators  in 
the  same  field  are  often  contradictory;  and  the  various  analyses 
of  these  results  show  a  growing  understanding  that  the  concrete 
art  is  as  yet  hap-hazard.  Mr.  Enright  in  his  conmuuiications 
has  touched  upon  one  point  which  is  vital,  in  that  he  has 
brought  to  our  notice,  if  we  had  forgotten  it,  that  physical 
testing  is  not  by  any  means  an  exact  science.^  Necessarily  this 
inexactitude  imposes  broad  limitations  on  the  value  to  be 
attached  to  researches  which  depend  wholly  or  to  a  large  extent 
upon  physical  testing.  Furthermore,  we  are  unable  practically 
to  make  use  of  even  the  limited  value  of  these  researches  save  in 
isolated  and  accidental  reproductions  of  test  conditions,  in  that 
we  imfortunately  have  no  standard  procedure  to  conform  to 
in  actual  concrete  construction,  either  in  selection  or  measure- 
ment of  materials  or  in  methods  of  manufacture.  Cement 
makers  use  every  effort  to  produce  one  component  of  concrete 
which  shaU  be  standard,  but  this  one  material,  small  in  quantity 
as  compared  with  the  bulk  of  other  and  uncertain  materials,  is 
turned  over  for  final  manufacture  to  the  mercies  of  a  gang  of 
laborers  who  will  supply  any  further  factors  needed  to  insure  a 
uniformly  poor  quality.  Nor  are  engineers  to  be  held  blameless. 
The  average  inspector  has  little  better  knowledge,  and  that  this 
lack  of  understanding  exists  is  largely  due  to  complaisant  acqui- 
escence in  the  easiest  way  by  those  who  should  take  a  different 
attitude.  All  concrete  is  not  good  concrete,  and  we  are  slowly 
coming  to  a  realization  of  that  fact. 

I  believe,  however,  that  this  meeting  and  the  meetings  of 
the  committees  relating  to  concrete  show  that  we  are  making 
progress.  Mistakes  are  powerful  correctives.  Results  formerly 
given  in  text  books  with  beautiful  curves  showing  strengths  at 

^Proceedings,  Am.  Soc.  Test.  Mats.,  Vol.  XVII,  Part  I.  p.  198  (1917). 
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Mr.N.cjohnson.  7  and  28  days,  and  one  year,  and  so  on,  are  being  largely  disre- 
garded in  so  far  as  their  application  to  field  concretes  is  con- 
cerned. The  application  of  the  so-called  "laws  of  concrete" 
shows  such  eccentric  and  fantastic  exceptions  as  to  properly 
bring  into  question  their  right  to  the  title.  To-day  no  man  can 
predict  the  product  that  will  be  obtained  with  given  materials 
when  they  are  mixed  together  as  concrete,  the  method  of  their 
admixture  and  placement  being  left*  to  individual  discretion; 
and  with  variable  materials,  the  results  are  even  more  imcertain. 
So  long  as  these  facts  were  denied,  with  special  deniak 
from  those  highest  in  authority,  the  outlook  was  not  encourag- 
ing. But  with  their  recognition,  there  is  new  hope.  The  realiz- 
ation of  a  need  is  the  first  step  in  its  fulfillment.  Lack  of  com- 
ment in  these  usually  critical  meetings  reflects  the  realization  of 
needs,  but  uncertainty  as  to  how  the  ends  shall  be  attained. 
For  that  reason,  the  thoughtful  repression  so  generally  notice- 
able at  this  meeting  is  an  encouraging  sign  of  progress. 

Mr.  Edwards.  Mr.  L.  N.  Edwards. — ^With  reference  to  the  question  of 

the  strength  of  the  cylinders,  a  considerable  variation  in  strength 
is  frequently  found  in  the  testing  of  cylinders  made  from  a  single 
batch  of  concrete.  This  is  mainly  due  to  irregular  distribution 
of  the  stone  aggregate,  and  to  the  location  of  the  stone  particles 
in  such  position  as  to  produce  planes  of  cleavage,  or  other  con- 
ditions of  structural  weakness. 

In  these  days  of  good  road  construction,  the  paper  pre- 
sented is  of  interest.  In  discussing  it  I  merely  wish  to  call 
attention  to  another  method  of  securing  the  same  results,  that 
is,  the  compacting  of  the  concrete  and  the  removal  of  a  portion 
of  the  water  content  of  the  mix.  Last  year,  I  constructed  about 
1400  sq.  yd.  of  concrete  roadway — ^not  a  great  deal,  to  be  sure — 
forming  an  approach  to  one  of  our  bridges  then  under  con- 
struction in  Toronto.  After  the  usual  preparation  of  the  foun- 
dation, the  concrete  forming  the  roadway  slab  was  placed  in 
two  layers,  practically  simultaneously.  The  base  or  first  layer,  4 
or  5  in.  in  thickness,  was  placed  a  few  feet  in  advance  of  the. 
second  or  surface  layer.  In  the  base  layer  2-in.  broken  stone 
was  used,  and  in  the  surface  layer  1-in.  stone.  The  latter  was 
also  richer  in  cement  than  the  base  layer.  Only  a  sufficient 
amount  of  water  was  used  to  produce  a  sticky  semi-plastic 
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mortar.  Immediately  follovving  the  placing  of  the  surface  layer,  Mr.  Edwards, 
the  top  surface  was  screeded  to  the  desired  shape,  and  was  Uien 
floated  with  a  heavy  wooden  float  weighing  about  one  hundred 
poimds,  operated  by  two  men.  The  first  operation  of  floating 
consisted  in  raising  and  dropping  the  float,  thus  forcing  the  par- 
ticles of  stone  aggregate  below  the  surface,  compacting  the 
concrete  and  producing  a  dense  mortar  surface.  This  was  fol- 
lowed by  a  thorough  floating  of  the  surface,  produced  by  giving 
the  wooden  float  a  see-saw  movement  combined  with  a  forward 
movement.  Following  the  floating,  a  piece  of  Ij-in.  plank, 
about  10  in.  wide  by  3  ft.  long,  attached  perpendicularly  to  a 
convenient  handle,  was  made  to  produce  a  series  of  irregular 
ridges  upon  the  mortar  surface  by  being  lifted  vertically  and 
suddenly  out  of  contact  with  the  mortar.  The  object  of  these 
ridges  is  to  produce  an  irregular  surface  to  prevent  horses  and 
vehicles  from  slipping.  Considering  the  consistency  of  the  mix, 
the  amount  of  water  forced  to  the  surface  throughout  the  float- 
ing and  surfacing  operations  was  considerable.  I  believe  that 
upon  work  where  large  areas  are  involved,  this  method  would 
prove  quite  as  eflSdent  and  economical  as  that  described  by  Mr. 
Johnson. 

Somewhat  similar  methods  of  floating  the  top  surface  of  the 
concrete  have  been  used,  but  I  am  not  aware  that  in  any  case 
the  concrete  has  been  placed  in  two  layers. 

Mr.  D.  a.  Abrams. — ^These  tests  that  Mr.  Johnson  Mr.  Abrams. 
described  were  made  in  the  laboratory  with  which  I  am  con- 
nected, consequently  I  feel  somewhat  responsible  for  his  embar- 
rassment with  reference  to  the  questions  about  the  changes  in 
the  strength  of  the  concrete.  Now,  as  a  matter  of  fact,  every 
one  knows  that  if  you  take  concrete  out  of  one  batch  from  a 
mixer  and  make  a  test  piece,  and  two  or  three  days  later  take 
another  sample  out  of  another  batch  of  concrete,  which  is  pre- 
sumably the  same,  and  make  another  test  piece,  you  will  not  get 
concrete  of  exactly  the  same  strength.  So  much  for  the  machine- 
mixed  concrete.  We  do  not  use  machine-mixed  concrete  in  our 
research  work.  All  concrete  in  our  research  work  is  mixed  by 
hand,  each  specimen  being  made  from  a  separate  batch  which  is 
proportioned  to  the  exact  quantity  required. 

Now  if  there  is  any  question  of  uniformity  in  tests,  I  should 
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Mr.  Abrami.  like  to  refer  to  Table  III  of  the  paper  yAictL  I  presented,  on  the 
"Effect  of  Rate  of  Application  of  Load  on  the  Compressive 
Strength  of  Concrete.''^  An  examination  of  this  table  will  indi- 
cate what  can  be  done  with  hand-mixed  concrete  in  making  com- 
pression tests  on  concrete*  specimens  on  different  days,  using 
exactly  the  same  materials.  Both  Mr.  Bates  and  Mr.  Wig  in 
their  discussion  brought  out,  very  properly,  the  fact  that  con- 
crete mixed  in  a  machine  is  not  as  uniform  as  we  should  like  and 
is  by  no  means  as  uniform  as  you  can  get  by  standard  methods 
of  hand-mixing.  Uniformity  is  quite  essential  in  the  case  of 
such  work  where  we  want  to  get  at  the  exact  properties  of  the 
material  and  study  the  effect  of  certain  variations  in  manipula- 
tion, etc.  The  mean  error  of  these  tests  made  on  different  days 
ranges  from  4  to  8  per  cent,  the  latter  being  the  value  of  the  very 
lean  mixtures.  We  always  find  that  the  lean  mixtures  give  larger 
errors  than  the  richer  ones.  I  do  not  believe  there  can  be  any 
proper  objection  raised  to  test  data  that  show  no  greater  varia- 
tions than  4  to  8  per  cent.  We  are  ready  to  grant  that  machine- 
mixed  concrete  permits  of  considerably  wider  variations  in  the 
results  of  tests  mkde  on  specimens  from  different  batches. 

To  pursue  this  question  of  variation  in  test  results  a  little 
further:  I  have  been  making  a  study,  as  I  found  opportunity,  of 
the  variation  in  the  results  of  physical  tests  of  different  mate- 
rials. After  stud3dng  the  results  of  tests  of  a  large  number 
of  materials,  including  iron,  steel,  zinc,  copper,  timber,  brick, 
and  other  terra  cotta  ware,  I  have  arrived  at  the  conclusion  that 
we  can  make  concrete  test  pieces  from  the  same  materials  on 
different  days  with  a  greater  imiformity  than  is  shbwn  by  the 
results  of  tests  on  any  other  material  except  mild  steel. 

Mr.N.cjohnioii.  Mr.  Nathan  C.  Johnson. — I  am  impelled  by  this  discussion 
on  the  strength  of  specimens  to  inquire  what  compressive  strength 
per  se  has  to  do  with  the  durability  of  concrete  roads.  A  properly 
drained  and  foimdationed  concrete  road  should  not  function  as  a 
beam,  yet  we  commonly  recommend  reinforcing  it  with  from  0.1 
to  0.3  per  cent  of  steel  and  when  such  proportions  prove  inade- 
quate we  carry  the  reinforcement  as  high  as  1  per  cent. 

With  proper  foimdation,  a  concrete  road  would  seem  to 
demand  an  abrasion  and  impact  resisting  surface  with  sufficient 

>  See  p.  370vBd. 
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strength  and  mass  to  resist  concentrated  strains  and  impact.  Mr.N.ajoimBon. 
With  proper  abrasion-resisting  materiak  firmly  imbedded  in 
mortar,  there  should  not  be  required  steel  reinforcement,  sub- 
stantially for  the  purpose  of  keeping  the  road  from  cracking  itself 
to  pieces. 

Mr.  Johnson  has  proposed  in  his  paper  an  empirical  and 
somewhat  questionable  method  of  eliminating  one  fault  at  the 
expense  of  losing  a  certain  proportion  of  dissolved  cementing 
materials.  There  are  other  and  better  ways  of  seeming  plasticity 
than  by  excess  water.  The  root  of  the  question  has  not  been 
touched  nor  the  desired  goal  brought  any  nearer  by  this  method. 
A  concrete  pavement  should  properly  be  a  wonderful  pavement, 
but  it  is  doubtful  if  it  wiU  attain  its  full  usefulness  until  pallia- 
tives are  abandoned  and  proper  methods  substituted  and  rigidly 
insisted  upon.  Not  least  of  these  is  such  preparation  of  the 
sub-soil  that  irresistible  frost  movements  shall  not  be  permitted 
to  impose  strains  on  the  concrete  which  it  should  properly  not 
be  called  upon  to  bear. 

Mr.  Sanford  E.  Thompson. — ^I  do  not  quite  understand  Mr.  Thompson, 
the  last  speaker's  criticism  of  Mr.  Johnson's  paper.  It  is  true 
that  poor  methods  are  apt  to  be  used  in  making  concrete  roads, 
and  it  is  well  to  call  attention  to  those  defects.  At  the  same  time, 
such  treatment  as  Mr.  Johnson  suggests  is  of  value  not  only  in 
removing  excess  water  but  in  increasing  the  density  of  the  sur- 
face, thus  making  it  higher  in  strength,  more  resistant,  and  more 
waterproof. 

Mr.  H.  S.  Spackman. — I  have  been  impressed  with  one  Mr.  Spackman. 
point  in  this  discussion,  namely,  the  elimination  of  excess  water. 
There  is  an  old  saying,  "Prevention  is  better  than  cure."  Why 
is  it  necessary,  in  concrete  road  construction,  to  use  the  excess 
water  at  all?  Why  cannot  a  dry  mix  be  used,  imless  it  is  the 
intention  to  make  the  wa'ter  do  the  work  of  the  laborer? 

Mr.  a.  N.  Johnson. — ^There  is  a  practical  objection  to  Mr.A.N.johnBOD. 
using  a  very  stiff  mixture  on  a  concrete  road  and  that  is  the 
difficulty  met  with  in  striking  the  concrete.    The  use  of  a  rather 
more  plastic  mixture  aids  materially  in  shaping  and  striking  the 
road. 

I  should  like  further  to  state  that  a  good  many  miles  of  con- 
crete roads  finished  as  described  in  my  paper,  which  I  have  had 
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Mr.A.Njoh]i8on.  the  opportunity  of  observing,  are  so  markedly  superior  to  the 
average  concrete  road  that  I  was  led  to  inquire  into  the  cause. 
When  I  saw  the  work  in  operation,  the  quantity  of  water  pressed 
out  of  the  road,  and  knowing  the  benefit  of  such  treatment,  it 
occurred  to  me  to  make  a  series  of  tests  merely  to  express  that 
fact  through  some  fairly  definite  figures.  I  knew  the  benefit 
was  there;  these  tests  are  merely  a  laboratory  confirmation  of 
what  had  been  observed. 

Mr.  Hough.  .Mr.  Norman  G.  Hough. — ^In  connection  with  Mr.  Spack- 

man's  remark  that  "prevention  is  better  than  cure,"  it  would 
seem  to  me  that  this  is  the  proper  line  along  which  to  work. 
The  excess  water  ought,  not  to  be  placed  in  concrete  if  it  is 
necessary,  immediately  after  placing,  to  take  it  out  by  rolling. 

Mr.  Johnson  says  that  it  is  often  necessary  to  use  excess 
water  to  bring  the  mixture  to  an  easy  working  condition — to 
make  it  plastic.  I  wish  to  call  attention  to  the  fact  that  a  num- 
ber of  highway  engineers  are  securing  the  necessary  degree  of 
plasticity  in  the  construction  of  concrete  roads  by  the  use  of 
small  percentages  of  hydrated  lime,  and  when  lime  is  used  it  is 
unnecessary  to  add  an  excess  of  water.  The  fact  that  they  are 
getting  good  results  is  evidenced  by  their  continued  use  of  lime. 
It  would  seem  to  me  that  if  hydrated  lime  introduces  this  greater 
degree  of  plasticity  without  employing  excess  water,  it  is 
worthy  of  consideration,  as  the  rolling  is  done,  apparently,  only 
to  bring  out  the  excess  water.  It  is  well  known,  and  has  been 
shown  by  laboratory  tests,  that  excess  water  greatly  reduces  the 
strength  of  concrete,  and  it  would  seem,  therefore,  that  the  use 
of  hydrated  lime  in  this  connection  must  be  considered  of  great 
practical  value. 

Mr.  Slater.  Mr.  W.  A.  Slater. — I  should  like  to  ask  whether,  in  roll- 

ing the  road,  some  of  the  cement  is  drained  off  with  the  water. 
However,  I  suppose  that  the  "proof  of  the  pudding*'  is,  in  this 
case,  in  the  testing;  that  is,  if  the  slabs  showed  that  the  modulus 
of  rupture  was  actually  greater  for  the  rolled  specimens  than  for 
those  that  were  not  rolled,  that  should  settle  the  question  I 
have  asked. 

Mr.A.N.john8oii,  Mr.  A.  N.  JoHNSON. — ^Practically  no  cement  comes  off 
with  the  water.  The  concrete  is  allowed  to  stand  for  a  few 
moments,  the  water  collects  on  the  top,  the  cement  sinks  to  the 
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bottom,  and  in  rolling  the  water  off,  there  is  not  suiOGicient  wash  Mr.A.Njo]in8oiL 

or  current  created  to  take  away  any  appreciable  amount  of 

cement.     Moreover,  the  rolled  sections  have  a  denser  surface. 

That  is  really  the  value  of  rolling — ^making  the  surface  dense. 

Whether  hydrated  lime  is  added,  or  any  other  method  is  adopted 

that  permits  the  use  of  a  less  amoimt  of  water,  it  would  still  be 

an  advantage  and  almost  a  necessity  to  finish  the  road  in  some 

such  manner  to  close  up  the  pores  as  the  strike  board  displaces 

the  surface  aggregates.    The  fact  is  that  rolling,  as  well  as  some 

other  methods  of  finishing  the  road,  has  the  effect  of  laying  the 

surface  aggregate  back  in  place  and  thoroughly  compacting  the 

mortar  aroimd  it,  thus  increasing  the  density  of  the  surface. 

Mr.  W.  M.  Kinney. — I  have  never  seen  the  roller  worked  Mr.  Kinney, 
practically,  but  have  recently  observed  the  use  of  a  long  handled 
float  which  works  in  much  the  same  way.  Almost  clear  water 
came  down  into  the  gutter,  pushed  forward  by  the  long  handled 
float.  With  regard  to  Mr.  Spackman's  question,  we  all  know 
that  if  mortar  or  concrete  is  stiff  it  is  more  difficult  to  work  than 
if  it  is  mushy.  We  have  the  same  condition  in  using  too  dry  a 
mixture  in  concrete  roads.  There  is  a  tendency  to  pull  out 
stones  and  form  cracks  in  the  surface  which  are  rather  difficult 
to  seal  together  in  later  work.  If  the  mixture  is  too  stiff,  the 
workmanship  is  more  difficult  and  the  finish  not  so  good.  We 
must  therefore  use  a  wetter  mixture,  and  some  scheme  is  neces- 
sary to  remove  the  excess  water,  such  as  the  one  suggested  in 
this  series  of  tests,  or  another  one  used  by  P.  M.  Bruner,  a  very 
good  floor  builder  in  St.  Louis,  who  lays  down  a  section  of  bur- 
lap on  the  fresh  concrete  and  absorbs  the  excess  water  by  means 
of  another  layer  of  cement-sand  mixture.  This  does  not  mean 
that  we  have  to  use  a  great  excess,  but  just  enough  to  give  a 
workable  concrete. 
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SUNINIARY. 


The  two  causes  of  deterioration  of  concrete  for  public 
thoroughfares  are  the  wearmg  action  of  traffic  and  the  cracking 
of  the  concrete,  due  to  its  weakness  in  tensile  strength. 

In  this  paper  are  described  tests  made  on  concrete  in  which 
various  coarse  aggregates  were  used.  The  test  specimens  to 
determine  resistance  to  wear  consisted  of  concrete  rings,  which 
were  revolved  in  a  standard  brick  rattler,  the  loss  in  weight  and 
appearance  of  the  surface  of  the  specimens  being  the  index  of 
the  wearing  qualities  of  the  aggregate.  An  apparatus  was 
devised  to  test  the  concrete  in  tension.  The  results  of  these 
tests,  together  with  compression  tests  of  the  same  concrete,  are 
presented  in  tabular  form. 

The  two  most  important  essentials  for  a  satisfactory  road 
are  first,  uniformity  of  wear;  second,  a  minimum  of  wear. 
Whenever  these  two  are  combined  with  a  high  tensile  strength, 
the  most  satisfactory  concrete  road  is  obtained. 

The  conclusions  drawn  from  these  tests  are  as  follows: 

1.  Uniformity  of  wear  is  obtained  when  the  mortar  and  the 
coarse  aggregate  wear  equally,  such  as  when  crushed  limestone 
or  limestone  gravel  is  used  in  a  1  : 2  :  4  mix. 

2.  The  coarse  aggregate  should  be  limited  in  size  to  about 
H  in. 

3.  When  hard,  tough  stone  is  used,  the  size  should  be 
limited  to  about  1  in.  and  the  cement  content  increased. 

4.  It  is  questionable  if  a  richer  mix  than  a  1  :  2  : 4  is  an 
economical  one  to  use  with  crushed  limestone  of  the  ordinary 
hardness.  Crushed  slag  when  hard  and  imiform  should  be 
satisfactory  as  a  concrete  road  aggregate  from  the  standpoint 
of  wear. 
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5.  In  a  1  : 2  : 4  concrete,  a  gravel  composed  of  very  hard 
stones  such  as  flint,  or  quartz,  does  not  wear  uniformly. 

6.  The  action  of  the  cubical  shot  on  the  test  specimens  is 
a  trifle  more  severe  than  the  traffic  on  the  road. 

7.  It  cannot  be  said  that  either  the  crushed  stone  or  gravel 
tested  is  superior  as  an  aggregate  to  produce  concrete  having  a 
higher  tensile  strength. 
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With  the  increasing  mileage  of  concrete  roads  constructed 
each  year,  comes  the  pertinent  question  as  to  the  most  desirable 
materials  to  use  in  their  construction,  and  also  the  proper  methods 
of  mixing,  laying  and  curing  the  concrete.  The  eflfects  of  the 
latter  variables,  namely,  the  mixing,  laying  and  curing,  are 
fairly  well  known;  but  the  wearing  qualities  imder  continued 
traffic  for  a  period  of  years  has  not  been  fully  demonstrated,  as 
few  concrete  roads  have  been  in  existence  as  long  as  ten  years. 
Most  of  the  properties  which  a  concrete  for  road  construction 
should  possess  are  the  same  as  it  should  have  for  any  other 
purpose,  with  one  additional  property:  it  must  resist  the  abrasive 
action  of  traffic.  The  tensile  strength  also  plays  an  important 
function  in  a  concrete  road,  as  it  is  that  property  which  largely 
determines  the  mmiber  of  cracks 

The  resistance  to  abrasion  is  determined  by  the  tenacity  of 
the  aggregates  to  hold  together  under  impact  and  friction,  and 
also  by  the  resistance  to  wear  of  the  separate  aggregates.  The 
resistance  of  the  aggregates  to  separation  is  a  function  of  the 
cement,  and  the  cleanness  and  grading  of  the  aggregates,  while 
the  resistance  of  the  aggregates  to  wear  is  an  inherent  property 
of  the  aggregates  themselves. 

By  far  the  greater  proportion  of  cracks  in  a  concrete  road 
are  contraction  cracks.  When  the  material  contracts,  tensile 
stresses  are  set  up  due  to  the  friction  of  the  concrete  on  the 
sub-base.  The  road  cracks  when  this  friction  is  greater  than  the 
tensile  strength  of  the  concrete  slab.  Other  things  being  equal, 
the  concrete  having  the  highest  tensile  strength  will  have  fewest 
cracks. 

Object  of  the  Tests. 

The  object  of  the  tests  described  in  this  p&per  was  to  deter- 
mine the  resistance  to  abrasion  and  the  tensile  strength  of  con- 
crete made  with  various  aggregates.     In  these  tests  the  chief 
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variable  was  the  coarse  aggregate.  The  sand  used  in  most  of 
the  tests  was  a  well-graded  Colorado  River  sand,  passing  a  J-in. 
sieve.  However,  where  the  coarse  aggregate  was  graded  to 
i  in.  a  finer  sand  was  used.  The  Colorado  River  sand  is  com- 
posed of  rather  angular  fragments  of  flint,  quartz,  and  a  small 
proportion  of  limestone.  With  the  exception  of  a  slag  from 
Birmingham,  Alabama,  and  a  sample  of  gravel  from  New 
Orleans,  all  the  materials  used  were  from  Texas.  Similar 
materials  may  be  found  in  most  parts  of  the  United  States. 

The  writer  desires  to  express  his  appreciation  of  the  excel- 
lent work  done  by  Prof.  Charles  F.  Shoop  of  the  University  of 
Minnesota,  along  the  same  line  as  this.  The  specimens  used  by 
the  writer  are  of  such  a  size  that  the  results  may  be  compared 
with  those  found  by  Professor  Shoop. 

Description  of  the  Tests. 

Making  the  Specimens, — ^The  amount  of  material  on  hand 
to  make  the  tests  was  meager.  The  samples  were  sent  to  the 
laboratory  by  producers,  who  in  no  case  furnished  the  full  amoimt 
requested.  The  number  of  test  specimens  made,  consequently, 
had  to  be  limited  in  number  to  one  for  the  abrasion  test,  one  for 
the  tension  test,  and,  in  most  cases,  only  two  for  the  com- 
pression test. 

The  concrete  was  mixed  on  the  floor,  with  shovels,  to  a 
medium  consistency  and  tamped  in  the  molds  with  a  |-in.  round 
steel  bar.  After  24  hours,  the  specimens  were  removed  from 
the  molds  and  placed  in  wet  sand  for  6  days,  when  they  were 
removed  and  stored  in  the  laboratory  without  further  moisten- 
ing, until  tested  at  the  end  of  28  days. 

The  molds  used  for  these  tests  were  made  of  No.  16  gal- 
vanized sheet  iron.  Later,  cast-iron  molds  were  procured. 
These  two  types  of  molds  are  shown  in  Fig.  1. 

The  compression  specimens  were  6  in.  in  diameter  and  12  in. 
high,  made  on  plate  glass  so  that  a  plain  surface  was  secured  on 
one  end,  the  other  being  bedded  in  plaster  of  Paris  when  tested. 

The  tension  specimens  were  similar  in  shape  to  the  standard 
cement  briquettes,  having  a  sectional  area  at  the  center  of 
25  sq.  in.  (Fig.  2).     The  specimen  was  5  in.' deep  and  at  the 
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naxrowest  part  was  5  in.  wide,  while  the  length  was  12  in.  With 
a  specimen  of  this  type  the  concrete  may  be  placed  in  the  mold 
in  the  same  way  in  which  it  is  placed  on  the  road.  The  line  of 
stress  is  also  the  same  in  both  cases. 

The  abrasion  specimens  consisted  of  a  large  concrete  ring 
20  in.  in  inside  diameter,  28  in.  in  outside  diameter,  and  8  in. 
deep  (Fig.  2).     The  4-in.  thickness  of  concrete  was  reinforced 


Fig.  2. — Specimens  Used  in  Tests  (about  ^2"  Natural  Size). 

with  two  steel  rods  to  prevent  cracking  from  unequal  stresses 
in  the  rattler.  The  specimen  was  molded  between  two  con- 
centric metal  forms  held  in  place  by  metal  spacers  as  shown  in 
Fig.  1.  This  specflnen  can  be  handled  by  one  man  without  the 
assistance  of  any  apparatus,  the  average  weight  being  about 
200  lb. 

Testing  the  Specimens, — In   testing  the  compression  and 
tension  specimens  a  100,000-lb.  Olsen  testing  machine  was  used, 


Digitized  by  VjOOQIC 


400 


Nash  on  Concrete  Road  Aggregates. 


the  load  in  both  cases  being  applied  at  a  speed  of  0.05  in.  per 
minute.  One  end  of  each  compression  specimen  was  bedded  in 
plaster.  In  testing,  the  spherical  bearing-block  was  placed  at 
the  top.  Grips  were  devised  for  the  tension  specimens  so  that 
when  the  load  was  applied,  the  specimen  would  adjust  itself  to 
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End      Elcva+ion.  Side      Elevation. 

Fig.  3. — Apparatus  for  Holding  Tension  Test  Specimen.    This  Apparatus  is 

Inverted  to  Hold  Bottom  Half  of  Specimen. 

a  direct  pull,  and  the  pressure  of  the  grips  would  be  distributed 
equally  on  the  specimen  at  all  points. 

The  tension  apparatus  (Fig.  3)  consists  of  a  cast-iron  block, 
A,  with  a  rocker  bearing  which  rested  on  the  top  of  the  testing 
machine.  Through  the  center  of  this  rocker  a  Ij-in.  round 
bar,  By  is  screwed,  which  is  also  screwed  into  another  cast-iron 
block,  C.    This  makes  it  possible  to  take  the  apparatus  off  the 
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testing  machine.  The  ends  of  this  tower  block  are  tilrned  true 
in  the  lathe  and  two  flat  bars,  Z?,  are  hung  from  each  end.  This 
leaves  a  clear  space  of  5  in.  between  these  two  pairs  of  bars, 
allowing  the  specimen  to  hang  between  them.     Through  a  hole 


Fig.  4. — New  Type  of  Apparatus  for  Tension  Test  of  Concrete. 

in  the  lower  ends  of  these  bars,  two  J-in.  round  bars,  £,  are 
placed  at  right  angles.  These  bars  serve  as  bearings  for  the 
specimen.  Side  spacing  bars,  F,  hold  them  apart,  while  the 
specimen  hangs  on  the  f-in.  round  rods.    This  arrangement  was 
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duplicated  in  inverted  position  from  the  moving  head  of  the 
machine,  which  served  to  grasp  the  lower  half  of  the  tension 
specimen. 

The  apparatus  was  designed  to  test  any  specimen  up  to 
the  capacity  of  the  machine  and  it  was  found  that  it  was  some- 
what unwieldy.  A  lighter  apparatus,  shown  in  Fig.  4,  was 
designed  later.  This  will  test  specimens  up  to  20,000  lb.  total 
load,  which  is  ample  for  any  concrete  that  it  is  possible  to  make. 
The  direct  tension  is  assured  with  the  apparatus  by  a  welded  eye 
from  which  the  clip  hanger  allows  a  limited  imiversal  motion. 

In  order  to  determine  what  variation  might  be  expected 
in  the  results  of  the  tension  tests,  four  independent  series  of 
tests  were  made,  each  series  consisting  of  three  specimens  made 


Tablb  I. — ^Rbsults  of  an  Indbpbndbnt  Sbribs  of  Tension  Tbsts. 


iCanflnt:  SOttewftSud 

iCanflnt:  8  Colondo  Bmr  Sand 

iCenMnt :  2CoIafM]oSiver8and  :  4 Colorado RaiwGnTel 
iCcmeni :  U  Colondo  Bivw  Sand  :  8  Colondo  Hirer  QiaTel 


TemUoStagtli, 
Ifaiperaq.in. 


202,  220.  216.  .Avenge  218 
264,  268,  204..AT«n<e274 
276,  274,  276..AT«nge276 
288,804.280..AT«nge891 


Variatfon 

fron  Avvaca^ 

poroent 


6.8 
7.8 
0.4 
4.0 


on  di£Ferent  days.  An  exception  to  this  was  the  three  tests  made 
on  the  Ottawa-sand  briquettes,  which  were  all  made  from  the 
same  batch.  A  di£Ferent  mix  was  used  for  each  series.  The 
results  obtained  from  these  series  are  given  in  Table  I.  From 
these  results  it  is  reasonable  to  assume  that  a  single  tension 
test  would  fall  within  10  per  cent  of  the  average.  Results  on 
other  tests,  not  included  here,  indicate  that  the  probable  error 
on  concrete  specimens  is  much  smaller,  being  closer  to  5  than 
10  per  cent.  The  specimens  were  tested  at  the  rate  of  40  lb. 
per  sq.  in.  per  minute. 

In  order  to  determine  how  closely  the  large  5-in.  briquettes 
could  be  expected  to  check  with  the  smaller  1-in.  standard 
briquettes,  some  1  : 3  Ottawa-sand  mortar  was  made  into  bri- 
quettes of  both  sizes  at  the  same  time.  The  speed  of  the  small 
tension  testing  machine  was  regulated  to  that  of  the  laige 
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machine  so  that  the  rate  per  square  inch  of  load  would  be  the 
same.  It  was  found  that  the  smaller  briquettes  tested  12.4  per 
cent  higher  than  the  larger  briquettes  when  tested  with  the 
old  apparatus,  shown  in  Fig.  3,  and  2.1  per  cent  higher  when  the 
large  briquettes  were  tested  with  the  new  apparatus,  illustrated 
in  Fig.  4.  It  is  believed,  however,  that  this  diflference  is  due  to 
the  variations  that  might  enter  in  making  and  curing  the  speci- 
mens, rather  than  in  the  apparatus.  For  instance,  the  mortar 
tested  with  the  old  apparatus  was  mixed  with  shovels  on  the 


Fig.  5. — ^Abrasion  Test  Specimen  with  Shot  in  Position  in  Rattler. 

floor,  while  that  tested  with  the  new  apparatus  was  kneaded  by 
hand,  according  to  standard  methods. 

The  abrasion  test  on  the  concrete  rings  was  made  in  the 
standard  brick  rattler,  having  alternate  staves  removed  (Fig.  5). 
This  was  done  in  order  to  lighten  the  load  on  the  pulley.  The 
axis  of  the  specimen  was  aligned  with  the  axis  of  the  barrel  by 
driving  wooden  wedges  between  the  staves  and  the  specimen. 
After  the  shot  were  placed  in  the  ring  the  moving  head  of  the 
barrel  was  brought  in  contact  with  the  specimen,  holding  it  in 
place.  The  rattler  revolved  at  the  rate  of  30  r.p.m.,  which 
was  sufficient  to  cause  the  shot  to  ride  up  the  specimen  while  it 
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revolved.  This  permitted  sobae  of  the  shot  to  slide  upon  the 
concrete  while  others  dropped  from  the  top  of  the' pile  with  a 
certain  amount  of  impact.  The  charge  used  consisted  of  139 
cast-iron  cubes  measuring  Ij  in.  with  rounded  edges.  In  addi- 
tion, there  were  six  rectangular  shot  2|  by  2|  by  4^  in.  Which 
brought  the  total  weight  of  the  charge  up  to  158  lb.  • 

After  each  500  revolutions  the  specimen  was  cleaned  of  all 
dust  add  v/dghed,  in  order  to  determine  what  effect  the  number 
of  revolutions  would  have  on  wear.  It  was  found  that  the 
specimen  lost  approximately  the  same  amount  each  500  revolu- 
tions. The  specimen  was  tested  for  2000  revolutions,  but  the 
percentage  loss  was  calculated  for  1000  revolutions.  The 
character  of  the  surface  of  the  specimens  was  carefully  noted 
after  each  test.  These  observations  furnish  some  of  the  most 
important  features  of  these  tests. 

Table  II. — ^Abrasion  Tests  of  Three  Specimens. 

1  Past  Csiisnt  :  2  Pastb  Colorado  Rivxr  Sand  :  4  Pahtb  Colobado  Ritib  GsATXLb 
Agb   28  Datb. 

Pint  specimen  lost 3.81  per  oent  by  weight  in  1000  rerohitiooi 

Second  spedmen  loot 3.70       "       "        "     '*     "  *' 

Third  specimen  loet 2.88      

AvecBce ZM      " 

In  the  abrasion  tests,  individual  results  show  considerable 
variation  from  the  average,  as  is  apparent  from  the  results 
of  testing  three  specimens  made  of  the  same  materials  at  different 
dates^  given  in  Table  II.  The  maximum  variation  from  the 
average  is  16.8  per  cent.  While  this  variation  may  seem  exces- 
sive, it  should  be  kept  in  mind  that  the  chances  for  variation 
with  a  gravel  specimen  are  larger  than  with  crushed  stone.  This 
is  due  to  the  fact  that  a  different  number  and  size  of  the  stones 
are  knocked  out  of  the  surface  of  the  gravel  concrete  in  each  of 
the  specimens,  while  concrete  made  of  ordinary  crushed  stone 
shows  no  such  loss.  Fig.  6  shows  four  of  the  abrasion  test 
specimens  after  2000  revolutions. 

Results  of  Tests. 

The  results  of  the  various  te«ts  have  been  arranged  in 
Table  III,  according  to  resistance  of  the  concrete  to  abrasion. 
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These  results  are  accompanied  by  brief  remarks  upon  the 
appearance  of  the  specimen  after  2000  revolutions.  While  the 
number  of  tests  is  somewhat  limited  for  judging  the  relation- 
ship existing  between  the  various  tests,  it  seems  that  there  is 
practically  no  such  relation. 

Abrasion  Tests. — If  the  relation  between  the  niunber  of 
revolutions  of  the  specimen  and  the  traffic  were  known,  it  would 
'  be  possible  from  the  test  to  determine  how  long  a  concrete  road 
could  be  expected  to  be  satisfactory.  It  does  not  seem  unreason- 
able to  suppose  that  the  effect  of  one  revolution  of  the  specimen 
is  equivalent  to  that  of  ten  steel-tired  vehicles.  Certainly  the 
tests  show  this  in  a  relative  sense,  which  is  quite  satisfactory. 

One  of  the  most  important  factors  in  road  construction  is 
to  procure  a  surface  that  is  imiform  and  will  wear  uniformly. 
Especially  is  this  true  with  a  rigid  road  such  as  concrete  makes. 
It  should  be  smooth  enough  to  allow  the  vehicles  to  roll  over  the 
surface  without  appreciable  impact,  and  yet  rough  enough  to 
afford  a  horse  good  footing,  especially  in  wet  weather  and  upon 
steep  grades.  It  is,  therefore,  just  as  important  to  know  the 
character  of  the  surface  of  the  concrete  after  the  test  as  it  is  to 
know  the  numerical  loss. 

The  Gravel  Aggregate. — ^The  surface  of  most  of  the  gravel 
concrete  specimens  was  rough.  Such  gravel  specimens  as 
No.  2930-A  and  No.  2732  (Fig.  7),  containing  pebbles  of  varying 
hardness,  produce  a  surface  in  which  the  hard  flints  wear  but 
little,  whHe  the  softer  limestones  wear  equally  with  the  mortar. 
In  many  cases  these  flints  protrude  as  much  as  J  in.  above  the 
surroxmding  surface.  Other  gravels,  such  as  No.  2765,  are  com- 
posed of  pebbles  of  equal  hardness.  However,  they  are  so  much 
harder  than  the  surrounding  mortar  that  the  latter  wears  much 
faster  than  the  stones,  causing  a  somewhat  imiform,  but 
extremely  rough,  siuface.  The  hard  stones  are  knocked  out, 
causing  more  than  normal  pitting  and  loss  in  the  specimen. 
An  exception  to  the  general  run  of  the  gravels  is  one  such  as 
No.  2872,  composed  of  limestone  and  sandstone  pebbles  only, 
which  have  approximately  the  same  hardness.  In  this  case  the 
pebbles  themselves  were  but  little,  if  any,  harder  than  the  mortar, 
and  consequently  the  specimen  wore  surprisingly  uniformly. 
In  this  particular  instance,  it  should  be  noted  that  the  gravel 
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contained  no  pebbles  over  1^  in.  in  size,  which  undoubtedly 
influenced  the  satisfactory  condition  of  the  surface. 

Crushed  Stone  Aggregates, — ^Where  crushed  limestone  was 
used  as  the  coarse  aggregate,  the  surface  as  a  rule  was  smooth 
and  uniform.  The  limestones  tested  were  all  comparatively 
soft  and  they  wore  equally  with  the  mortar.  In  specimens 
where  the  aggregate  contained  some  large  stones  (No.  2830)  the 
surface  became  somewhat  wavy,  due  to  the  fact  that  the  larger 


Fig.  7. — Gravel  Specimen  (about  -^  Natural  Size).  Surface  showing 
Wear  on  Limestone  Equal  to  Mortar,  while  Flint  Protrudes;  also 
One  Stone  Knocked  Out. 

stones  did  not  wear  as  fast  as  the  smaller  ones.  In  those  speci- 
mens in  which  the  aggregate  was  below  1}  in.  in  size,  the  surfaces 
were  very  satisfactory  (Fig.  8).  In  one  or  two  of  the  specimens 
that  contained  some  very  soft  stones,  there  was  a  tendency  for 
these  stones  to  be  pitted.  This,  however,  does  not  seem  to  be 
any  serious  disadvantage. 

With  the  crushed  trap-rock  specimens  the  results  are 
interesting.  The  stone  is  a  basalt  having  high  resistance  to 
abrasion  in  the  Deval  Machine,  and  very  tough.     Trap  rock 
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from  the  same  quarry  was  used  in  all  the  tests.  In  the  1:2:4 
concrete  specimens,  the  mortar  wore  faster  than  the  stone, 
giving  the  surface  a  distinctly  mosaic  appearance.  This  was  more 
noticeable  with  the  larger-sized  aggregates. 

In  the  1 :  li  :3  concrete  specimens,  the  mosaic  appearance 
of  the  surface  was  still  apparent  with  the  larger-size  aggregate; 
but  with  that  graded  only  to  1  in.  the  surface  was  very  satis- 
factory, having  but  few  protruding  stones.  This  latter  specimen 
also  had  a  high  resistance  to  abrasion.     (Fig.  9.) 


Fig.  8. — Limestone  Specimen  (Natural  Size).     Surface  showing  Uniform 
Wear.     Dark  Spots  are  Air  Cavities  in  Concrete. 

The  specimen  in  which  slag  was  used  for  the  coarse  aggre- 
gate (No.  2889)  had  a  rather  high  resistance  to  abrasion  and  a 
fairly  imiform  surface*  It  is  believed  that  if  this  aggregate  was 
limited  in  size  to  about  1 J  in.  the  surface  would  be  very  smooth. 
The  surface  appeared  rather  porous  when  enough  of  the  slag 
fragments  had  been  worn  away  to  expose  their  interior.  From 
this  apparent  porosity  of  the  specimen,  it  would  seem  that  it 
should  make  a  satisfactory  surface  for  a  treatment  of  asphalt 
or  tar. 
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Tension  Tests. — ^^FTom  the  results  given  in  Table  III  it  is 
apparent  that  no  relation  exists  between  the  compressive  and 
tensile  strengths  of  any  given  concrete.  Wheii  the  limestone 
concrete  fails  in  tension  practically  all  of  the  stones  are  broken, 
but  with  gravel  there  are  always  quite  a  number  of  stones  that 
are  pulled  out  rather  than  broken.  The  number  broken  depends 
upon  the  smoothness  of  the  stones,  but  even  with  the  very 
smooth  stones  a  good  proportion  of  them  break. 

It  is  preferable  that  the  tensile  strength  of  concrete  for  road 


Fig.  9. — Trap-Rock  Specimen  (Natural  Size) ;    1  :  1  §  :  3  Concrete  using 
Stone  under  1  in.    Surface  Comparatively  Smooth. 

construction  shall  be  obtained  by  using  superior  aggregates 
rather  than  additional  cement,  because  the  contraction  due  to 
setting  of  the  concrete  increases  with  the  amount  of  cement, 
which  tends  to  nullify  the  extra  strength  obtained. 

Comparison  of  Field  and  Laboratory  Concrete. 

There  is  a  great  similarity  between  the  results  obtained  in 
the  laboratory  and  those  shown  in  actual  construction.  A  por- 
tion of  San  Pedro  Avenue  in  San  Antonio,  Texas  (Fig.  10),  was 
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constructed  about  four  years  ago  of  a  concrete  composed  of  1 
part  of  cement,  2  parts  of  a  medium  fine  sand,  and  4  parts  of  a 
soft  local  limestone.  This  street  carries  a  fairly  heavy  traffic 
and  is  in  excellent  condition  to-day,  being  smooth  and  free  from 
depressions.  While  this  is  a  poorer  concrete  than  any  of  those 
tested,  the  appearance  of  the  surface  is  practically  the  same  as 
that  of  the  surface  of  the  limestone  specimens.  The  surface  of 
this  street  would  seem  to  indicate  that  when  a  soft  stone  is 
used,  the  mortar  also  should  be  weak  so  that  both  should  wear 


Fig.   10. — San  Pedro  Ave.,  San  Antonio,  Texas.     Surface  of  Street 
showing  Uniform  Wear  of  Limestone  Aggregate. 

equally.    An  idea  of  the  surface  of  the  street  can  be  gotten  from 
Fig.  10. 

On  North  Laredo  Street,  in  the  same  city  (Fig.  11),  a  trap- 
rock  concrete  has  been  in  use  for  something  less  than  two  years. 
The  proportion  of  the  concrete  was  1:2:4,  the  stone  being  the 
same  trap  rock  as  that  used  in  the  laboratory  tests,  except  that 
it  was  graded  from  J  in.  to  2  in.  The  condition  of  the  surface 
of  the  street,  however,  brings  out  the  similarity  of  the  wear  with 
that  of  the  laboratory  specimens.  The  mortar  is  wearing 
rapidly  away  from  the  stones,  leaving  them  protruding  from 
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the  surface.  The  large  size  stone  used  aided  this  result  con- 
siderably, it  is  believed.  Fig.  1 1  shows  a  small  portion  of  this 
surface. 

A  crossing  for  pedestrians  on  a  fairly  heavy  traflSc  street  in 
Austin,  Texas,  is  illustrated  in  Fig.  12.  This  is  a  gravel  concrete 
in  which  the  flints  protrude  while  the  limestone  pebbles  have 
worn  equaUy  with  the  mortar.  The  gravel  in  the  section  was 
the  same  as  that  in  specimen  No.  2821,  but  the  proportion  of 
the  mortar  is  not  known  to  the  writer. 


Pig.  11. — North  Laredo  St.,  San  Antonio,  Texas.  Stirf ace  of  Street  showing 
Trap-Rock  Concrete  in  which  the  Mortar  is  Wearing  Faster  than  the 
Coarse  Aggregate. 

While  the  above  are  the  only  examples  at  hand  illustrating 
the  actual  wear  of  concrete  roads,  the  writer  has  been  informed 
of  many  others  which  bring  out  the  various  points  shown  by  the 
laboratory  tests. 

Conclusion. 
The  two  most  important  essentials  for  a  satisfactory  road 
are,  first,  uniformity  of  wear;    second,  a  minimimi  of  wear. 
Whenever  these  two  are  combined  with  a  high  tensile  strength, 
the  most  satisfactory  concrete  road  is  foimd. 
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The  conclusions  drawn  from  these  tests  axe  as  follows: 

1.  The  uniformity  of  wear  is  obtained  when  the  mortar 
and  the  coarse  aggregate  wear  equally,  such  as  when  crushed 
limestone  or  limestone  gravel  is  used  in  a  1:2:4  mix. 

2.  The  coarse  aggregate  should  be  limited  in  size  to  about 
liin. 

3.  When  hard,  tough  stone  is  used,  the  size  should  be 
Umited  to  about  1  in.  and  the  cement  content  increased. 

4.  It  is  questionable  if  a  richer  mix  than  a  1 : 2 : 4  is  an 


Fig.  12. — Concrete  Street  Surface,  Austin,  Texas,  showing  Character 
of  Gravel  Surface  with  the  Flints  Protruding  while  the  Limestones 
have  Worn  Equally  with  the  Mortar. 

economical  one  to  use  with  crushed  limestone  of  the  ordinary 
hardness.  Crushed  slag  when  hard  and  uniform  should  be  satisfac- 
tory as  a  concrete  road  aggregate  from  the  stahdpoint  of  wear. 

5.  In  a  1:2:4  concrete,  a  gravel  composed  of  very  hard 
stones  such  as  flint,  or  quartz,  does  not  wear  imiformly. 

6.  The  action  of  the  cubical  shot  on  the  test  specimens  is  a 
trifle  more  severe  than  the  traflSc  on  the  road. 

7.  It  cannot  be  said  that  either  the  crushed  stone  or.  gravel 
tested  is  superior  as  an  aggregate  to  produce  concrete  having 
a  higher  tensile  strength. 
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DISCUSSION. 

Mr.  H.  S.  Mattimoke. — Mr.  Nash  deserves  credit  for  Mr.  Mtttfanon. 
presenting  this  paper  at  a  time  when  so  many  concrete  roads 
are  being  constructed  with  various  kinds  of  aggregates.  In 
order  to  use  aggregates  intelligently  in  concrete  highways, 
it  is  essential  to  have  some  method  of  test  to  accelerate  wear 
so  that  the  more  desirable  aggregates  may  be  determined  in 
advance.  The  one  criticism  regarding  the  method  of  test 
described  by  Mr.  Nash  is  that  the  form  of  test  specimen  used 
is  not  susceptible  to  various  surface  finishes  which  are  now  being  . 
given  great  attention  in  the  construction  of  concrete  highways. 

I  do  not  agree  with  the  author's  conclusion  in  regard  to 
limiting  the  size  of  coarse  aggregate  to  1^  in.  This  was  the 
first  specification  used  in  the  construction  of  this  type  of  high- 
way, having  been  recommended  by  the  American  Concrete 
Institute.  Within  the  past  several  years  the  practice  has  been 
to  increase  the  size  of  the  coarse  aggregate,  and  the  Concrete 
Institute  and  the  National  Conference  on  concrete  road  building 
have  now  recommended  a  maximum  size  of  2  in.  instead  of  1^  in. 

We  have  been  making  tests  along  this  line  in  the  New 
York  State  laboratory.  Our  method  includes  an  abrasion 
test  and  a  somewhat  severe  impact  test.  This  latter  we  have 
concluded  is  more  reliable  than  the  abrasion  test  from  the  stand- 
point of  accelerating  the  wear.  In  this  test  we  have  foimd  that 
the  larger  size  aggregates,  up  to  2  or  even  2i  in.,  wear 
more  uniformly  than  the  smaUer  sizes.  Also,  they  are  less 
likely  to  be  knocked  out  of  the  matrix. 

Regarding  the  comparison  of  gravel  and  crushed  stone, 
I  believe  the  crushed  stone  is  better,  as  it  is  more  likely  to  be 
uniform  in  quality  than  the  gravel  and  its  shape  tends  to  give  it 
a  better  bond  with  the  matrix. 

As  to  gravel  sizes,  I  am  weU  satisfied  that  the  larger  size 
gravels  are  more  satisfactory  than  the  smaller.  Inspection  of 
highways  in  which  gravel  has  been  used  as  coarse  aggregate 
indicates  that  the  smaU  sizes  "kick  out"  and  tend  to  produce 
spalling  at  the  joints,  especially  under  horse  traffic.     The  large 

(417) 
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Mr.  Mattimord.  sizes,  from  1  to  2}  in.,  seem  to  wear  more  uniformly  and  to  have 
a  better  bond. 

Mr.  Abrams.  Mr.  D.  A.  Abrams. — We  have  been  investigating  this  very 

important  subject  of  the  wear  of  concrete.  At  the  meeting  a 
year  ago  I  presented  a  brief  discussion  on  our  method  of  making 
the  testS;  without  giving  any  specific  results,  since  prior  to  that 
time  the  work  had  been  confined  almost  entirely  to  a  develop- 
ment of  the  method  itself.^  Our  method  deviates  somewhat 
from  that  described  by  Mr.  Nash.  The  machine  and  the  pro- 
cedure are  similar  in  some  respects.  Instead  of  using  the  ring 
of  concrete,  however,  we  use  a  series  of  rectangular  blocks 
placed  to  form  a  ring  inside  of  which  the  change  of  shot  is  placed. 
It  strikes  me  that  the  method  of  testing  which  we  have  used 
has  many  advantages.  The  wear  on  the  concrete  comes  on  the 
top  surface  of  the  block  in  exactly  the  same  position  in  which 
the  concrete  is  finished.  That  is  one  advantage.  Another 
advantage  is  that  blocks  may  be  cut  out  from  a  road  or  pave- 
ment or  floor  which  has  been  in  service,  placed  in  the  machine, 
and  tested  in  exactly  the  same  way  as  the  specimen  made  specially 
for  testing.  Still  another  advantage  is  that  the  smaller  size 
of  test  piece  is  more  easily  made  and  handled  and  I  believe  will 
give  just  as  imiform  results,  and  permit  of  a  larger  variety  of 
tests  than  is  possible  by  using  the  ring. 

It  seems  to  me  that  from  the  standpoint  of  testing  materials, 
it  is  not  necessary,  as  Mr.  Nash  has  done,  to  make  so  many 
different  kinds  of  tests.  By  that  I  refer  particularly  to  com- 
parisons between  the  briquettes  that  he  has  devised  and  the 
compression  cylinder.  I  take  it  that  the  only  purpose  of  these 
tests  is  to  procure  a  measure  of  the  quality  of  the  concrete  used. 
If  we  grant  that  either  of  these  specimens  would  give  the  infor- 
mation desired,  it  would  certainly  seem  that  the  other  should  be 
eliminated.  In  view  of  the  fact  that  the  stress  in  a  briquette 
is  not  uniformly  distributed  across  the  section,  I  do  not  believe 
that  this  is  a  scientific  form  of  test  piece.  A  briquette  of  this 
fonn  is  an  excellent  example  of  a  member  eccentrically  loaded. 
This  subject  has  been  discussed  very  thoroughly  in  the  meetings 
of  the  sub-committees  of  Committee  C-1  on  Cement  which  have 


1  "A  Method  of  Making  Wear  Teett  of  Concrete,"  Prceudings,  Am.  Soc.  Teat.  Mati., 
VoL  XVI.  Fkrt  II,  p.  194  (1916). 
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to.  do  with  the  tests  of  cement.  It  is  largely  due  to  this  con-  Mr.  Abmnt. 
sideration  that  a  recommendation  has  been  adopted  concerning 
a  standard  compression  test  of  cement  mortar.  We  observe 
in  tests  of  this  kind  that  certain  results  are  obtained  from  a 
briquette  that  are  not  at  all  in  accord  with  what  we  find  in  the 
concrete  itself.  The  most  noteworthy  of  these  is  the  fact  that 
in  the  briquette  test  the  strength  of  the  briquette  invariably 
falls  oflf  after  a  certain  period  of  time,  ranging  from  28  days  up 
to  3  or  6  months.  The  same  cement  used  in  concrete  does  not 
show  this  retrogression  in  strength.  Analyses  made  by  two 
different  writers*  have  brought  out  the  reason  for  this  quite 
clearly.  The  peculiarities  of  the  briquette  results  can  be 
attributed  entirely  to  the  non-imiformity  of  stress  across  the  . 
section.  Due  to  this  cause  the  speaker  is  fully  convinced  that 
the  briquette  test  gives  entirely  erroneous  results  in  many 
instances.  In  view  of  this  consideration  it  seems  that  a  com- 
pression test  can  be  expected  to  give  us  all  the  information 
we  can  hope  to  get  from  any  mmiber  of  specimens  of  different 
form. 

Mr.  a.  T.  Goldbeck  {by  leUer). — ^The  longevity  of  concrete  Mr.  Ooidbeck. 
roads  is  subject  to  much  discussion  at  the  present  time.  The 
design  of  concrete  roads  is  not  yet  on  a  theoretical  basis,  the 
best  method  of  construction  has  not  as  yet  been  developed,  and 
finally,  the  most  suitable  materials  and  their  combinations  are 
still  being  investigated.  It  is  pointed  out  by  Mr.  Nash  that 
concrete  roads  crack,  due  to  a  nmnber  of  causes,  such  as  shrinkr 
age  resisted  by  friction,  imequal  settlement  with  the  production 
of  excessive  bending  stresses,  etc.  Cracks  imply  excessive 
tensile  stress,  and  therefore  a  study  of  the  tensile  strength  of 
concrete,  sudi  as  made  in  Mr.  Nash's  paper,  should  prove  of 
great  benefit  in  the  future,  when  the  theoretical  design  of  con- 
crete roads  shall  have  been  placed  on  a  soimd  basis.  Again, 
as  Mr.  Nash  points  out,  concrete  roads  wear,  and  the  rapidity 
with  which  they  wear  is  dependent  on  a  nxunber  of  factors, 
such  as  proportions,  kind  of  aggregate;  and  to  these  may  be 
added,  consistency  of  mixture,  method  of  laying,  method  of 
mixing,  time  of  curing,  and  several  other  factors. 

>  See  J.  B.  Johnson.  "Materials  of  Construction,'*  4th  edition,  p.  435;   also  ProcudiMf9, 
Inter.  Assoc.  Test.  Mate.,  1912,  Second  Section;  paper  58. 
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Mr.  Goidbeck.  The  study  of  the  wear  of  concrete  roads  by  means  of  labora- 
tory tests  is  one  greatly  to  be  commended,  since  -a  suitable  test 
of  this  kind  may  in  a  short  time  give  information  which  could 
be  obtained  from  the  observation  of  roads  only  after  an  extended 
period.  Moreover,  by  means  of  such  a  test,  ttefllfttilli^  suita- 
bility of  a  number  of  available  sources  of  supply  may  be  deter- 
mined before  construction  of  the  road  is  begun,  and  thus  the 
materials  best  suited  for  producing  a  long-lived  road  will  have 
been  secured. 

The  testing  of  concrete  in  tension  is  a  matter  of  no  little 
difficulty,  and  a  number  of  forms  of  specimens  and  appa- 
ratus have  been  designed.  It  woulc^seem  that  Mr.  Nash  has 
developed  an  admirable  type  of  tension  clip  for  testing  his 
briquette-shaped  concrete  specimens,  and  the  uniformity  of 
results  obtained  is  an  excellent  proof  of  the  efficiency  of  his 
apparatus.  It  has  been  observed  by  the  writer,  as  weU  as  by  a 
nimiber  of  others. interested  in  concrete  roads,  that  limestone 
concrete  generally  has  fewer  cracks  than  gravel  concrete,  or 
that  made  from  other  aggregates.  A  very  comprehensive  study 
of  concretes  in  tension,  made  with  various  kinds  of  coarse 
aggregates,  and  tested  when  only  7  days  old,  as  weU  as  at  later 
periods,  would  be  very  enlightening,  and  should  explain  this 
phenomena.  It  is  a  weU-known  fact  that  great  shrinkage  takes 
place  in  concrete  roads  as  soon  as  the  earth-protective  covering 
is  removed,  permitting  the  concrete  to  dry  out.  That  concrete 
which  is  strongest  in  tension  at  early  periods  should  theoretically 
possess  the  fiewest  number  of  cracks.  Tests  such  as  above  out- 
lined would  show  which  aggregate  makes  the  strongest  concrete 
in  tension  at  early  periods.  Some  preliminary  results  obtained 
by  the  writer  at  the  Office  of  Public  Roads  and  Rural  Engineer- 
ing on  modulus  of  rupture  of  concretes  containing  different 
coarse  aggregates  indicate  that  limestone  concrete  at  7  days  is 
stronger  than  gravel,  trap  rock,  or  gneiss,  all  of  the  coarse  aggre- 
gates having  the  same  mechanical  analysis. 

The  abrasion  test  used  by  Mr.  Nash,  as  weU  as  by  Professor 
Shoop  of  the  University  of  Minnesota,  is  capable  of  giving  very 
valuable  results  on  the  wear-resisting  qualities  of  different  kinds 
of  concrete,  as  evidenced  by  the  table  in  Mr.  Nash's  paper. 
The  results  obtained  agree  well  with  those  of  observation  of 


Digitized  by  VjOOQIC 


Discussion  on  Concrete  Road  Aggregates.        421 

condtete  roads,  and  the  tests  should  be  very  suitable  for  marking  Mr.  Ooidbeck. 
a  preliminary  study  of  materials.  An  abrasion  test,  however, 
can  be  made  to  serve  a  more  useful  purpose  than  that  of  pre- 
liminary studies  of  materials.  There  are  many  miles  of  concrete 
roads  already  laid,  built  of  an  enormous  variety  of  aggregates 
mixed  in  various  proportions  and  laid  under  various  conditions 
of  drainage  and  weather.  Most  of  these  roads  are  good  and 
some  of  them  are  bad.  Would  it  not  be  desirable  to  develop 
an  abrasion  test  in  which  samples  actually  taken  from  these 
roads  could  be  tested?  In  this  way  the  known  behavior  of  the 
road  could  be  correlated  with  the  behavior  of  part  of  the  same 
road  in  a  laboratory.     Such  a  test  is  now  being  developed. 

In  conclusion,  the  writer  wishes  to  acknowledge  his  appre- 
ciation of  the  value  of  the  results  obtained  by  Mr.  Nash.  They 
should  aid  the  attainment  of  that  ideal  of  the  concrete  road 
engineer,  the  crackless  and  most  wear-resisting  concrete  road. 

Mr.  J.  P.  Nash  (Author's  closure  by  letter). — The  point  Mr.  Nt«h. 
made  by  Mr.  Abrams  that  the  tension  tests  on  concrete  are 
unreliable  is  not  supported  by  the  results  of  the  tests  recorded 
in  my  paper.  In  fact,  the  results  of  the  tension  tests  check  with 
one  another  much  closer  than  would  compression  tests  made  under 
similar  conditions.  Attention  is  called  to  Table  I  showing  the 
results  of  tension  tests  of  specimens  made  on  different  days^  The 
maximum  error  from  the  average  is  7.3  per  cent,  which  is  rather 
small  when  it  is  considered  that  the  specimens  were  all  made 
under  different  conditions.  Should  there  be  any  secondary 
stresses,  such  as  torsional  or  bending  stresses,  they  must  neces- 
sarily be  small  in  amoimt,  otherwise  much  larger  errors  would 
be  shown  in  the  results.  With  the  apparatus  used  in  making 
these  tests,  the  secondary  stresses  were  reduced  to  a  minimmn 
and  it  is  questionable  if  there  were  any  at  all. 

Mr.  Mattimor^  speaks  from  a  practical  standpoint  and 
his  opinion  should  carry  great  weight.  As  has  been  mentioned 
in  my  paper,  the  action  of  the  cubical  shot  tends  to  dig  into  the 
mortar  to  a  greater  extent  than  the  actual  impact  from  traffic 
on  a  road,  but  there  is  considerable  doubt  in  my  mind  regarding 
the  advisability  of  using  trap  rock  graded  up  to  2J  in.  in  size, 
which  Mr.  Mattimore  says  will  produce  a  satisfactory  surface. 
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COMPARISON  OF  HEAT-INSULATING  PROPERTIES 
OF  MATERIALS  USED  IN  FIRE- 
RESISTIVE  CONSTRUCTION.^ 

By  W.  a.  Hull. 
SUNIMARY. 


This  comparison  of  materials  themselves  was  preliminary 
to  investigation  of  the  fire-resistive  properties  of  structural  imits. 

Solid  cylindrical  specimens,  8  by  16  in.,  were  given  the  same 
heat  esqposure,  in  a  special  gas-fired  furnace.  Temperatures 
were  measured  at  four  depths  in  the  specimens,  by  means  of 
thermo-couples.  Burned  clays,  concretes,  gypsums  and  lime 
mortar  were  included. 

Rise  of  temperature  was  the  most  rapid  through  two  of  the 
clays.  A  more  porous  clay  heated  through  as  slowly  as  most 
of  the  concretes. 

Concretes  which  heated  through  most  rapidly  were  from 
gravel  and  from  boiler  refuse  from  bitiuninous  coal.  Trap  rock 
and  blast-furnace  concretes  heated  through  more  slowly,  while 
the  limestone  concretes  heated  through  most  slowly  of  all,  due 
in  part  at  least  to  the  thermal  effect  of  dissociation  of  CaCO« 
in  a  thin  layer  next  the  surface. 

G3q)sum  specimens  showed  long  temperature  lags  at  about 
105°  C.,  due  to  dehydration.  All  gypsum  specimens  heated 
through  more  slowly  than  clays  and  concretes.  The  densest 
gypsum  mixtures  showed  slight  thermal  superiority  over  the  more 
porous  ones,  presumably  due  to  greater  heat-absorbing  capacity. 

Lime  mortar  compared  favorably,  thermally,  with  the 
concretes. 

All  concretes  were  weak  after  test,  gravel  concretes  espe- 
cially so,  due  presmnably  to  the  high  expansion  of  quartz,  with 

>Thl«  paper  ia  presented  with  the  permission  of  the  Director  of  the  Bureau  of  Standards. 
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sudden  volume  increase  at  about  575®  C.  Limestone  concretes 
retained  somewhat  more  strength  than  the  other  concretes. 

The  gypsums  and  the  lime  mortar  retained  very  little 
strength. 

These  results  indicate  the  importance  of  porosity  in  the 
heat-insulating  qualities  of  burned  clays  and  indicate  a  slight 
superiority  of  limestone  concrete  and  distinct  inferiority  of 
gravel  concretes  as  compared  with  other  concretes  as  fire- 
resistive  material.  Thermal  superiority  of  dense  over  porous 
gypsums,  over  the  range  of  mixtures  represented,  is  indicated. 
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COMPARISON  OF  HEAT-INSULATING  PROPERTIES 

OF  MATERIALS  USED  IN  FiRE- 

RESISTIVE  CONSTRUCTION. 

By  W.  a.  Hull. 

This  investigation  was  preliminary  to  the  investigation 
of  the  fire-resistive  properties  of  full-size  columns,  etc.,  and 
was  intended  as  a  study  of  the  insulating  properties  of  the 
materials  commonly  used  as  protective  coverings  for  steel. 
Many  data  are  available  as  to  the  conductivity,  specific  heat 
and  other  thermal  properties  of  such  materials,  particularly 
of  days  and  concretes.  Some  of  the  best  information  regard- 
ing these  properties  has  been  supplied  by  Prof.  Charles  L. 
Norton.^  Satisfactory  data  on  the  conductivity  of  binned 
clays  is  plentiful.  The  laws  of  heat  flow  are  such,  however, 
that  calculations  intended  to  compare  the  insulating  properties 
of  materials,  in  which,  various  physical  and  chemical  changes 
would  take  place  at  temperatures  to  be  reached  in  heat  expos- 
ures under  contemplation,  would  necessarily  be  exceedingly 
complex,  even  if  the  thermal  effects  of  these  various  changes 
were  known  quantitatively,  which  is  not  the  case. 

Method  of  Testing. 
The  most  promising  method,  as  well  as  the  simplest,  seemed 
to  be  that  of  subjecting  a  nimiber  of  specimens  of  the  materials 
to  the  same  heat  treatment,  measuring  temperatm-es  at  definite 
points  within  the  specimen  while  the  test  was  in  progress. 
For  this  pmpose,  all  materials  were  made  up  into  specimens 
of  cylindrical  form,  8  in.  in  diameter  by  16  in.  long,  provided 
with  four  holes,  J  in.  in  diameter,  extending  through  the  piece 
longitudinally,  for  thermocouples.  A  gas-fired  fiu-nace,  shown 
in  Fig.  1,  was  built  for  the  purpose.  It  was  long  enough  to 
take  three  16-in.  cylinders  placed  horizontally,  end  to  end. 
The  test  specimen  was  in  the  middle  with  a  cylinder  of  material 
of  low  thermal  conductivity  at  each  end.  Cylinders  were 
placed  with  their  ends  in  contact  and  the  joints  were  covered 

>  "Some  Thermal  Proi>ertiet  of  Concrete,*'  Journal,  Am.  Soc  Mech.  Bngrs.,  Jime,  1913 
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with  asbestos  cement.  This  arrangement  was  intended  to 
reduce  end-flow  of  heat  in  the  test  specimen  to  a  minimxmi. 

The  furnace  was  heated  by  four  pairs  of  gas  burners,  so 
placed  that  their  flames  impinged  obliquely  on  the  furnace 
walls,  crown  and  bottom,  giving  the  furnace  gases  a  tendency 
to  flow  annularly,  without  impinging  on  the  specimen.  In 
order  to  further  equalize  the  heating  of  the  specimen,  both  by 
convection  and  radiation,  the  specimen  was  surrounded  by  a 
perforated  guard  ring  of  fire  day.  The  furnace  gases,  having 
expended  their  first  force  in  their  annular  travel  around  the 
outside  of  the  guard  ring,  were  drawn  through  the  perforations 
with  reduced  velocity  by  a  feeble  stack  draft.  By  this  arrange- 
ment it  was  possible  to  give  the  specimen  fairly  satisfactory 
heat  treatment. 

Temperatures  within  the  specimen  were  measured  by  means 
of  thermocouples,  at  points  i,  IJ,  2i  and  3i  in.  from  the  cylindri- 
cal surface  sdl  in  the  middle  of  the  specimen  longitudinally. 
Furnace  temperatures  were  measured  above  and  below  the 
middle  of  the  specimen,  between  the  specimen  and  the  guard  ring. 

The  furnace  temperatures  were  raised  at  a  nearly  uniform 
rate  to  927°  C.  (1700°  F.),  this  temperature  being  attained  in 
li  hours,  and  held  as  nearly  constant  as  possible  for  2  hours, 
giving  an  exposure  of  3i  hoxu^,  at  an  average  temperature  of 
approximately  700°  C. 

Maierials  Used, — ^The  materials  included  in  the  investi- 
gation were  as  follows: 

1.  Clays  that  are  used  in  the  manufacture  of  hoUow-tile 
fireproofing; 

2.  Concretes,  including  two  proportions  of  a  number  of 
aggregates; 

3.  Gj^sums,  including  specimens  from  three  manufacturers, 
prepared  from  mixtures  differing  in  kind  of  filler  and  in  the 
ratio  of  plaster  to  water; 

4.  One  specimen  of  lim^  mortar; 

5.  One  specimen  of  a  new  material. 

In  most  cases,  three  specimens  of  each  material  or  mixture 
were  tested. 

The  clay  for  making  specimens  was  furnished  without 
charge  by  the  National  Fireproofing  Co.  from  then:  Standard 
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Works  at  Perth  Amboy,  N.  J.,  and  by  the  Whitacre  Fireproofing 
Co.  from  their  Chicago  and  Waynesburg,  Ohio,  plants.  Clay 
specimens  were  made  and  burned  in  the  Pittsburgh  Laboratories 
of  the  Bureau  of  Standards. 

All  concrete  specimens  were  made  up  in  the  same  labora- 
tories. Universal  Portland  cement  and  Pittsburgh  river  sand 
of  a  grade  used  in  concrete  were  used  throughout  the  tests. 
Most  of  the  aggregates -4yere  used  in  two  proportions,  1:2:4 
and  1:3:6.  The  gravel  was  the  washed  river  gravel  com- 
monly used  in  concrete  in  Pittsburgh,  but  screened  over  a 
i-in.  screen  after  partial  drying,  to  remove  a  variable  quantity 
of  fine  material.  These  materials  were  purchased  in  open 
market.  The  gravel  consisted  almost  entirely  of  sandstone 
pebbles. 

The  cinders  were  obtained  from  boilers  using  bituminous 
coal  from  the  Pittsburgh  seam. 

The  limestone  was  donated  by  T.  K.  Morris,  Pittsburgh, 
Pa.,  and  shipped  from  quarries  at  West  Winfield,  Pa.  It  was 
a  high-calcium  limestone. 

The  trap  rock  was  from  the  vicinity  of  New  York  City. 

Blast-furnace  slag  was  donated  by  the  Du  Quesne  Slag 
Products  Co.     It  was  crushed  bank  slag. 

The  concrete  specimens  were  made  by  experienced  men 
and  approximately  the  same  consistency  was  maintained, 
which  was  about  that  resulting  from  the  use  of  8  per  cent  of 
water  with  dry  materials.  The  concrete  was  tamped  in  the 
molds.  The  cylinders  were  left  1  day  in  the  molds  and  6  days 
in  a  damp  closet,  after  which  they  were  kept  in  ordinary  work 
room  atmosphere,  except  three  specimens  which  were  stored 
in  a  damp  closet  until  the  day  of  testing,  and  three  others  which 
were  stored  in  cans,  with  the  atmosphere  artificially  kept  at 
low  hmnidity. 

The  gypsum  specimens  were  supplied,  ready  made  and 
without  charge,  by  the  United  States  Gypsum  Co.,  the  Key- 
stone Plaster  Co.  and  the  American  Cement  Plaster  Co.  They 
were  stored  in  atmospheric  conditions  until  tested  and  given 
reasonable  time  for  drying  out. 

The  lime-mortar  specimen  was  made  in  the  laboratory. 
It  was  alternately  wet  and  allowed  to  dry  to  promote  setting, 
and  finally  seasoned  for  several  months. 
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The  new  insulating  material  was  received  ready  made  and 
allowed  to  season  thoroughly  before  test. 

Results  of  Tests. 
Figs.  2  to  8,  inclusive,  are  given  to  show  characteristic 
thermal  behavior  of  classes  of  materials.     Figs.  2  and  3  show 
contrast  between  the  behavior  of  a  dense  and  a  porous  specimen 
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Fig.  2.— Fire  Qay  from  Waynesburg,  O.;  Hard  Bumed. 

of  bumed  clay.  The  difference  can  be  accounted  for  largely 
by  the  lower  thermal  conductivity  of  the  more  porous  specimen.* 
The  two  concrete  specimens  showed  a  pronounced  lag  at 
about  100°  C,  which  is  attributable  to  absorption  of  heat 
by  evaporation  of  water.  Other  changes  taking  place  in  the 
specimen  at  higher  temperatures  are  not  sufficient  to  give 
perceptible  breaks  in  the  curves.     The  one  later  break  seen 

1  Dougill.  Hodsman  and  Cobb.  "Conductivity  of  Refractory  Materiab,"  Jommal^  Soc 
Chem.  Ind..  VoL  34.  p.  468  (1915). 
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in  each  of  the  curves  is  considered  a  response  to  the  break  in 
the  furnace  curves. 

A  rather  pronounced  difference  is  to  be  noted  in  the  rate 
of  temperature  progress  in  gravel  concrete  and  limestone  con- 
crete, the  limestone  heating  through  more  slowly  than  the 
gravel.     (See  Figs.  4  and  5.) 

Figs.  6  and  7,  illustrating  the  behavior  of  gypsum  speci- 
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Fig.  3. — Plastic  Surface  Qay  from  near  Chicago;  Light  Burned. 

mens,  show  that  there  is  a  comparatively  long  lag  at  about 
107°  C,  at  which  g>'psum  dehydrates  rapidly  at  atmospheric 
pressures.  This  indicates  that  the  absorption  of  heat  by  the 
dehydration  of  gypsum  is  an  exceedingly  important  factor  in 
retarding  heat  flow  through  masses  of  gypsum.  Contrast 
this  with  the  curve  shown  in  Fig.  8  for  the  second  test  of  the 
specimen,  which  made  about  an  average  showing  in  the  first 
test.     Some  allowance  must  be  made  for  decreased  size  of  the 
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specimen  due  to  shrinkage  and  cracks,  but  a  great  deal  of  the 
difference  is  thought  to  be  due  to  the  lack  of  the  retarding 
influence  of  the  dehydration. 

The  results  of  the  tests  have  been  collected  and  compared 
with  the  following  in  view: 

1.  To  show  the  amount  of  protection  afforded  to  relatively 
small  steel  reinforcement  imbedded  in  a  mass  of  the  material. 
This  is  indicated  by  the  time  required  for  a  temperature  of 


Time. 
Pig.  4. — Gravel  Concrete,  1:2:4  Mixture. 

600°  C.  to  be  attained  at  depths  of.  1 J  and  2i  in.  A  temperature 
of  600°  C.  is  selected  as  the  danger  point  for  steel,  based  on  a 
preliminary  work  by  Dr.  C.  W.  Kanolt,^  in  which  it  was  shown 
that  steel  tubes,  tested  in  a  heated  condition  in  compression, 
lost  approximately  50  per  cent  of  their  strength  at  635°  C. 

2.  To  show  the  amount  of  protection  afforded  to  larger 
masses  of  steel,  such  as  steel  columns,  and  the  amount  of  pro- 

>  BulUUn,  Bureau  of  Standards. 
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tection  afforded  the  inner  portion  of  a  mass  of  conaete,  sudi 
as  a  column,  or  of  gypsum,  such  as  a  floor  slab,  by  the  outer 
portion  of  the  same  mass.  This  is  indicated  relatively  by  the 
temperature  distribution  through  the  specimen,  at  the  end  of 
3i  hours. 

Theoretical  considerations  indicate  that  the  contrasts 
shown  by  these  results  would  be  greater  in  the  case  of  actual, 
large  steel  members,  protected  with  materials  here  compared; 


40     -.       20       40      .. 
3hr.  4hr. 


°0      ^O      *°      .hr.    "      ^     Ihn    ^0       *"     3hr.    ^° 

Time. 
Pig.  5. — ^Umestooe  Coacrete,  1:2:4  Mixture. 


for  it  is  found  that  it  is  the  materials  of  low  conductivity,  in 
general,  that  show  the  lowest  temperatures  through  the  mass 
of  the  insulating  material.  If  these  materials  show  the  lower 
temperatures  in  their  own  mass  at  a  given  time,  it  is  reasonable 
to  assmne  that  the  temperature  of  a  steel  member  under  their 
protection,  would  not  only  be  at  a  lower  temperature  at  that 
time  than  if  under  the  protection  of  a  material  that  had  itself 
reached  higher  temperatures,  but  also  that  the  steel  would 
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continue  to  receive  heat  more  rapidly  through  the  poorer  insu- 
lator, until  its  temperature  approached  reasonably  ne^ir  to  that 
of  the  external  exposure  temperature. 

It  is  found  that  the  length  of  time  required  to  reach  600"^  C. 
at  depths  of  I J  and  2  J  in.  does  not  vary  greatly  in  the  day 
and  concrete  specimens.  This  is  not  remarkable  when  it  is 
considered  that  in  materials  of  high  conductivity,  heat  is  more 


1000 


Timfc. 

Pig.  6. — ^Nova  Scotia  Gypsum;  60  per  cent  Plaster,  40  per  cent 

Water,  No  Piller. 

free  to  pass  on  to  the  interior,  whereas,  in  materials  of  low 
conductivity  it  "banks-up"  near  the  exposed  surface.  It  is 
seen,  however,  that  the  denser  clays,  and  the  gravel  and  cinder 
concretes,  m^e  comparatively  poor  showings  in  this  respect, 
and  that  the  limestone  concretes  make  a  slightly  better  showing 
than  the  other  concretes.  The  gypsums  are  foimd  to  be  dis- 
tinctly better  than  the  clays  and  concretes  in  this  respect. 
No  comparison  is  possible  among  the  gypsums  in  this  connection, 
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because  only  one  gypsum  specimen  in  the  entire  lot  reached 
600°  C.  in  3J  hours. 

In  the  matter  of  the  final  temperatures  through  the  speci- 
mens, the  denser  clays  attained  the  highest  temperatures  except 
those  for  the  poorest  cinder  concrete.  The  more  porous  days 
show  final  temperatures  not  much  different  from  the  average 
concretes. 


Time. 

Pig.  7. — Nova  Scotia  Gypsum;  40  per  cent  Plaster,  60  per  cent 

Water,  No  Filler. 

Among  the  concretes,  the  gravel  and  the  cinder  concretes 
show  the  highest  final  temperatm-es  and  the  limestone  con- 
cretes the  lowest.  It  should  perhaps  be  pointed  out  that  those 
concretes  termed  cinder  concretes,  had  a  considerable  content 
of  soft  coke  which  presumably  contributed  to  the  rapid  tem- 
peratm-e  rise  by  its  own  combustion.  As  for  the  limestones, 
the  calcium  carbonate  in  about  ^  in.  of  the  thickness  of  the 
specimen,  next  to  the  cylindrical  surface,  was  decarbonated 
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in  each  case,  which  means  that  about  6  lb.  of  calcium  carbonate 
were  dissociated,  giving  a  loss  of  weight  of  approximately  2i  lb., 
and  requiring  approximately  as  many  heat  units  as  the  evapo- 
ration of  4.8  lb.  of  water.  However,  the  effect  of  this  heat 
absorption  would  not  be  as  great  as  if  it  could  have  been  evenly 
distributed  throughout  the  mass,  because  heat  units  would 
be  supplied  more  rapidly  near  the  surface  than  farther  from  it. 
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Fig.  8. — Gypsum  from  Middle  West;  55  per  cent  Haster,  45  per  cent 
Water,  Small  Amount  of  Wood  Chip  Filler.    Second  Bum  of 
Specimen. 

It  is  also  to  be  considered  that  in  all  probability  the  thermal 
conductivity  of  the  material  next  the  surface  was  lowered  by 
dissociation,  calcium  oxide  being  more  porous  than  caldimi 
carbonate.  The  higher  loss  in  weight  from  the  limestone- 
concrete  specimens,  and  the  higher  strength  in  compression 
tests,  are  consistent  with  the  temperatures  shown.  These 
findings  differ  somewhat  in  regard  to  the  limestone  concretes, 
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(a)  (b)  (c) 

(a)  Limestone  Concrete. 
(6)  Gravel  Concrete. 
(c)  Cinder  Concrete. 

Fig.  9. — Characteristic  Appearance  of  Burned  Specimens. 


(a)  (b)  (c)  (d) 

(a)  Trap-Rock  Concrete. 
(6)  Slag  Concrete, 
(c)  Cinder  Concrete,  1:3:6. 
id)  Cinder  Concrete,  1:0:6. 

Fig.  10. — Concrete  Specimens  after  Burning. 
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from  the  conclusions  of  Professor  Woolson.^  Professor  Woolson's 
work  was  done  with  comparatively  small  specimens,  4-in. 
cubes  and  6  by  6  by  14-in.  prisms.     This  would  tend  to  result 


Fig.  11. — Limestone-Concrete  Specimen  after  Compression  Test. 

in  a  high  proportion  of  the  limestone  being  decarbonated  in 
the  tests  at  the  higher  temperatures.     In  his  work  in  1906, 

>  ''Investigation  of  the  Effect  of  Heat  upon  the  Crushing  Strength  and  Elastic  Properties 
d  Concrete,"  Proceedings,  Am.  Soc.  Test.  Mats.,  Vol.  V,  p.  335  (1905);  also  "Investigation 
of  the  Thermal  Conductivity  of  Concrete  and  the  Effect  of  Heat  upon  Its  Strength  and 
BlMtic  Properties."  ibid..  Vol  VI.  p.  433  (1906).  ' 
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the  furnace  temperatures  did  not  exceed  815°  C.  (1500°  F.), 
at  which  there  would  be  practically  no  decarbonation  of  lime- 
stone and  consequently  no  temperature  check  therefrom.  It 
is  also  to  be  noted  that  part  of  the  results  in  the  1906  investi- 
gation were  favorable  to  limestone  as  against  trap  rock. 

Among  the  gypsums,  there  are  no  wide  differences  in  the 
temperatures  attained  by  specimens  from  the  different  materials 


Fig.  12. — Gypsum  Specimen 
after  Burning. 

and  mixtures  represented,  but  there  is  a  fairly  consistent  tendency 
for  the  heavier,  denser  specimens  to  show  lower  final  tempera- 
tures than  the  more  porous  ones.  This  is  presumably  due  to 
the  fact  that  the  heavier  specimens  were  capable  of  absorbing 
more  heat,  both  by  dehydration  and  by  the  sensible  heat  taken 
up  in  the  rise  of  temperature  of  the  residual  material  by  reason 
of  its  greater  thermal  capacity.     None  of  the  differences  in  the 


Digitized  by  VjOOQIC 


438  Hull  on  Heat-Insulating  Materl\ls. 

temperature  showings  of  the  gypsums  should  be  attributed 
to  the  different  fillers  used,  because  the  quantities  of  material 
included  as  filler  were  apparently  very  small. 

All  specimens  were  examined  after  test  for  information 
on  the  extent  of  injury  suffered  by  each.     There  was  no  satis- 


M  ic)  (b) 

(a)  With  Asbestos  Filler.  (b)  With  Cut  Excelsior  Filler, 

(c)  With  Cut  Excelsior  Filler. 

Fig.  13. — Gypsum  Specimens  after  Burning. 

factory  comparison  possible  among  the  days,  because  all  were 
cracked  to  some  extent  in  kiln  burning.  There  was  no  spalling 
in  the  tests. 

Among  the  concretes,  certain  tendencies  were  apparent. 
All  the  gravels  were  very  weak,  the  1:3:6  mixtures  somewhat 
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more  so  than  the  1:2:4,  and  the  specimens  in  which  15  per 
cent  of  cement  had  been  replaced  by  lime  hydrate  were  still 
weaker  then  the  others.  Limestone  concrete  showed  the  highest 
crushing  strength  after  test.  The  concrete  specimens  which 
stood  handling  best,  after  test,  and  even  after  repeated  bums, 
were  those  made  with  an  aggregate  of  selected,  fused  dndere 
containing  very  little  loose  ash  or  combustible  material.     Tlie 


Pig.  14. — Gypsum  Specimen  after  Burning;  no  Filler. 

coarser  masses  had  been  crushed.  This  produced  an  aggregate 
which  was  of  distinctly  better  grade  than  would  be  obtained  in 
ordinary  practice  from  bituminous  coal  refuse.  Cinder  concrete 
specimens  made  with  an  aggregate  which  had  been  prepared  by 
passiag  ordinary,  bituminous  coal  cinders  over  a  i-in.  screen  to 
remove  the  fines,  crushing  the  large  pieces,  both  coke  and  fused 
cinder,  and  including  the  resulting  fines  in  the  aggregate,  were 
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very  weak  and  friable,  apparently  on  account  of  too  great  a  pro- 
portion of  fine  aggregate.  Cinder  concrete  made  from  cement 
and  imscreened,  pile-run  cinders  with  the  large  pieces  crushed, 
the  mix  being  1  cement :  6  cinders,  without  sand,  was  fairly 
strong  after  test,  although  it  made  a  particularly  bad  showing, 
thermally,  on  account  of  large  voids  and  a  large  amount  of  com- 
bustible material.    The  slag  and  trap-rock  concretes  were  tender 
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15. — ^Vdume  Changes  of  Quartz,  Diabase  and  Stone 
Concrete. 
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and  easily  disintegrated  by  slight  shocks  or  blows.  Two  of  the 
limestone  concretes  that  had  been  stored  in  the  damp  closet 
were  cracked  and  weak,  apparently  due  to  being  too  green  when 
tested. 

All  gypsums  were  weak  after  test.  No  consistent  ten- 
dencies could  be  discovered  excepting  that  the  series  which 
had  no  filler  was  perhaps  weaker  than  the  others. 

Characteristic  appearances  of  burned  specimens  are  shown 
in  Figs.  9  to  14,  inclusive.     Fig.  11  shows  a  limestone  concrete 


Digitized  by 


Google 


HxTLL  ON  Heat-Insulating  Materials.  441 

specimen  after  the  compression  test.     The  specimen  shown  in 
Fig.  9(a)  was  broken  in  handling. 

The  appearance  of  the  gravel  concrete  specimens,  considered 
in  connection  with  observations  recently  made  in  tests  of  rein- 
forced-concrete  columns,  indicates  that  the  weakness  of  the  gravel 
concrete  specimens  after  test  was  due,  at  least  in  large  part,  to 
the  shattering  efifect  of  the  stresses  caused  by  the  sudden,  high 
expansion  of  quartz  which  occurs  at  a  temperature  of  575**  C, 
at  which  the  inversion  from  Alpha  to  Beta  quartz  takes  place. 
The  magnitude  and  suddenness  of  this  expansion  is  shown  in 
Fig.  15,  which  shows,  for  comparison,  the  corresponding  volmne 
changes  for  diabase  and  for  stone  concrete.  The  diabase  curve 
shows  the  expansion  behavior  of  a  material  similar  to  our  trap 
rock  and  the  concrete  curve  is  for  1:2:5  concrete,  the  stone 
probably  being  trap  rock.  The  quartz  and  diabase  curves  are 
from  the  work  of  Day,  Sosman  and  Hostetter.^  The  ciurve  for 
concrete  is  from  the  expansion  data  of  Prof.  Chas.  L.  Norton.* 
The  expansion  behavior  of  quartz  marks  it  as  a  material  which 
would  be  likely  to  cause  trouble  in  concretes  in  which  it  formed  a 
large  part  of  the  aggregate,  which  is  the  case  in  most  of  our 
gravels. 

Conclusions. 

The  tests  as  a  whole  indicate  that  there  is  not  a  very  great 
diflFerence  among  concretes  from  the  aggregates  commonly 
used,  in  respect  to  the  protection  that  would  be  afforded  to 
steel  reinforcement  embedded  in  concrete  near  the  surface, 
assuming  that  the  concrete  protection  did  not  come  ofiF  and 
expose  the  reinforcement.  It  would  not  be  wise  to  draw  con- 
clusions on  that  point  from  this  work.  As  to  protection  of 
steel  members,  the  insulating  properties  of  the  denser  clays 
are  indicated  to  be  inferior  to  the  more  porous  clays  and  to  the 
concretes.  It  is  to  be  noted  in  this  connection,  that  this  work 
deals  exclusively  with  solid  materials,  and  it  is  not  attempted 
to  draw  comparisons  between  hollow  blocks  or  tile  of  one  material 
and  a  solid  mass  of  another.    The  more  porous  days  compared 

t  **The  Determiiuition  of  Mineral  and  Rock  Densities  at  High  School/'  AwuHcan  Jour- 
Ml  qf  5cteK«.  Vol.  37.  p.  I. 

■  '*Soais  Thermal  Properties  of  Concrete,"  JounuU,  Am.  Soc.  Mech.  Bngrs.,  June.  1913. 
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fairly  well  with  the  concretes.  It  should  be  stated  diat  the 
porosity  of  the  more  porous  day  specimens  was  undoubtedly 
due  in  part  to  lighter  burning  in  the  kiln. 

Gravel  concretes  gave  particularly  unfavorable  indica- 
tions. While  the  groimd  cov^ed  in  this  work  alone  is  by  far 
too  narrow  to  permit  of  drawing  hard  and  fast  conclurions, 
the  indications  are  consistent  with  the  results  of  both  of  Pro- 
fessor Woolson's  investigations  previously  referred  to,  and 
with  information  imparted  to  him  by  members  of  the  British 
Fire  Prevention  Association,  as  well  as  with  the  report  made 
by  him  on  a  concrete  failure  in  a  recent  fire  at  Far  Rockaway, 
N.  Y.  Hence,  there  is  strong  evidence  that  some  giavds,  at 
any  rate,  are  distinctly  inferior  for  concrete  for  fire-resistive 
coBstnictioQ. 

Cinder  concretes  from  bituminous  coal  cinders  are  apparently 
to  be  viewed  with  suspicion,  especially  if  the  dnders  contain  mudi 
combustible  material,  which  is  apt  to  be  the  case  wiik  cmders 
from  bituminous  coal.  No  anthracite  cinders  were  included  in 
tibis  investigation. 

Gypsums  made  good  heat-retarding  records  but  were  very 
soft  and  weak  after  test.  There  was  a  favorable  showing  made 
by  the  denser,  as  compared  with  the  more  porous  mixtures, 
which  is  consistent  with  theoretical  considerations. 
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Mr.  Harold  Perrine. — In  Mr.  Hull's  paper,  mention  is  Mr.  Penine. 
made  of^the  use  of  bituminous  ckider  concrete  in  his  investi- 
gations, and  of  the  fact  that  no  anthracite  ckiders  were  included. 
I  should  like  to  say  a  few  words  about  the  use  of  anthracite 
cinder  concrete. 

In  our  experience  in  New  York  City,  which  is  based  upon 
actual  construction  and  also  upon  50  to  100  full-size  load  and  fire 
tests,  we  have  found  that  anthracite  cinder  concrete  is  a  depend- 
able structural  material.  In  tests  which  have  come  imder  the 
speaker's  immediate  observation,  cinder  concrete  specimens, 
taken  from  slabs  which  had  been  subjected  to  a  temperature  of 
1700®  F.  for  4  hours  followed  by  a  cold  water  application  of  10 
minutes  duration,  showed  a  strength  equal  to  that  of  similar 
specimens  cast  imder  identical  conditions  but  not  subjected  to  a 
fire  and  water  test.  Both  averaged  about  1100  lb.  per  sq.  in.  in 
compression,  a  fair  value  for  anthracite  cinder  concrete.  The 
anthracite  cinder  used  in  New  York  City  averages  from  10  to  15 
per  cent  of  coal,  determined  by  carbon  loss  on  ignition.  This 
percentage  is  sometimes  as  high  as  25. 

Anthracite  cinder  concrete  is  used  in  about  50  per  coit 
of  the  floor  areas  being  installed  in  New  York  City  at  the  present 
time.  It  has  been  built  on  spans  up  to  8  ft.  for  many  years. 
Approval  was  previously  granted  by  the  Building  Bureaus  for 
cinder  concrete  systems  based  upon  their  behavior  in  load  tests. 
The  new  Building  Code,  however,  departs  from  the  former  prac- 
tice in  that  it  permits  of  the  installation  of  these  slabs  on  the 
basis  of  engineering  design  as  well  as  upon  load  tests.  Recently, 
approval  has  been  granted  for  a  certain  reinforced-concrete  floor 
system  using  anthracite  cinder  concrete  upon  unlimited  spans. 

Mr.  W.  a.  Slater. — Some  tests  have  been  made  under  my  Mr.  sutw. 
direction  on  gypsimi  blocks  of  a  different  size  and  shape  from 
the  specimens  used  by  Mr.  Hull.    The  blocks  to  which  I  refer 
were  4  in.  thick  and  12  in.  square,  and  heat  was  applied  to 
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Mr.  Slater,  only  one  side  instead  of  both  sides,  allowing  the  side  opposite  to 
the  fire  to  be  exposed  to  the  laboratory  temperature  and  have  the 
same  eflFect  in  canying  away  the  heat  that  a  partition  might  be 
expected  to  have.  The  result  was  that  the  temperatures  were 
lower  than  the  temperatures  found  in  the  tests  reported  here. 
I  presume  Mr.  Hull  will  recognize  that  that  difference  might  be 
found  and  that  these  tests  should  be  used  for  comparison  of  one 
material  with  another  rather  than  actual  performance  to  be 
found  in  a  partition. 

i  ^.^There  is  a  Uttle  difference  in  my  findings  as  to  the  effect  of 
the  amount  of  water  used  in  the  specimen.  The  conclusion  at 
which  I  arrived  was  that  the  amount  of  water  in  the  specimen 
had  practically  no  effect  on  the  heat-transmitting  properties. 
This  may  possibly  be  due  to  the  fact  that  most  of  my  specimens 
contained  smaller  amounts  of  water  than  those  of  Mr.  HuU^  the 
largest  amoimts  used  in  my  tests  being  about  the  same  as  the 
smallest  amounts  used  in  Mr.  Hull's  tests. 

Mr.  Hun.  Mr.  W.  a.  Hull.— I  should  like  to  reply  briefly  to  Mr. 

Perrine.  Considerable  information  has  been  published  on  cin- 
der concrete  as  a  fire-resistive  material,  much  of  it  being  the 
results  of  tests  and  observations  made  in  New  York  City  and 
referring  to  cinders  from  anthracite  coal.  Inasmuch  as  anthra- 
cite cinders  are  not  available  in  large  quantities  except  in  a 
limited  section  of  the  coimtry,  there  may  be  some  danger  that 
conclusions  based  on  the  behavior  of  concrete  from  anthracite 
cinders  may  be  applied  to  cinder  concrete  in  general.  As  stated 
in  the  paper,  the  cinder  concretes  included  in  this  investigation 
were  all  made  with  cinders  from  boilers  using  bituminous  coal. 
These  conclusions  should  not  be  applied  to  concretes  from  anthra- 
cite cinders. 

It  may  be  well  to  emphazise  the  point  brought  out  by  Mr. 
Slater  that  temperatm-es  attained  at  given  depths  in  these  cylin- 
drical specimens  are  higher  than  would  have  been  the  case  at  the 
same  depths  in  blocks  or  slabs  heated  on  one  side  only,  and  that 
the  data  given  here  should  be  regarded  as  purely  comparative^, 
between  different  materials  tested  in  the  same  way. 

In  regard  to  the  effect,  in  gypsum,  of  the  proportion  of  plas- 
ter to  water,  there  appeared  to  be  a  belief,  on  the  part  of  some  of 
the  gypsum  manufacturers,  that  the  insulating  properties  of 
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light,  porous  gypsum  would  be  better  than  those  of  denser  mate-  Mr.  HqU. 
rial,  by  reason  of  the  lower  thermal  conductivity  of  the  former. 
The  results  obtained  in  this  investigation  indicate  that  the 
advantage  is  slightly  the  other  way  within  the  range  of  mixtures 
included  in  this  work.  These  results,  taken  in  conjunction  with 
those  which  Mr.  Slater  reports,  indicate  pretty  conclusively  that 
there  is  nothing  to  be  gained,  thermally,  by  sacrificing  strength 
to  obtain  porosity. 

Mr.  G.  E.  Strehan  {by  letter), — A  study  of  the  paper  leads  Mr.  strahan. 
one  to  infer  that  the  object  in  view  was  simply  a  comparative 
study  of  the  thermal  conductivity  of  structural  materials  under 
conditions  that  eliminated  all  variables  other  than  the  materials 
themselves. 

The  conditions  of  the  tests  are  not  comparable  to  actual 
building  conditions;  the  specimens  were  protected  on  both  ends 
with  materials  of  low  thermal  conductivity  and  were  entirely 
surrounded  by  heat  waves  and  uniformly  heated  by  convection 
and  radiation.  The  results,  if  considered  as  absolute  and  definite 
values,  would  indicate  that  few  and  possibly  only  one  of  the 
commonly  accepted  fireproofing  materials  are  satisfactory  for 
the  purpose. 

The  Joint  Committee  Report  on  Concrete  and  Reinforced 
Concrete  accepted  at  this  meeting  by  the  Society  reconunends 
a  2-in.  shell  of  concrete  for  the  fire  protection  of  columns.  In 
view  of  this  the  data  shown  in  Fig.  5  of  the  paper  are  extremely 
interesting.  The  author  reports  that  lim^estone  concrete  gave 
the  best  results  of  the  concretes.  Yet,  after  two  hotu^  of  fire, 
a  2i-in.  protection  of  limestone  concrete  transmitted  sufficient 
heat  to  establish  a  temperature  at  this  depth  of  approximately 
350°  C,  and  at  the  end  of  three  hours  of  approximately  600°  C, 
the  latter  temperature  being  considerably  on  the  dangerous  side 
of  the  critical  temperature  for  steel. 

The  fire  tests  made  on  full-size  fireproof  building  imits  for 
the  New  York  building  authorities  in  the  years  1896  to  1915 
« outrank  the  tests  made  anywhere  else  both  in  number  and 
importance.  Of  these  tests  some  50  to  100  were  conducted  on 
anthracite-cinder-concrete  floor  constructions  and  indicate  that 
this  material  was  superior  to  all  others  for  the  protection  of 
structural  members.    It  shows  a  higher  conductivity,  in  common 
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Mr,  straluuL  with  all  concretes,  than  some  of  the  other  materials,  but  is 
superior  in  lasting  qualities,  is  more  porous  and  possibly  possesses 
a  lower  expansion  rate  than  any  other  concrete. 

It  is  regrettable  that  the  author  did  not  include  concrete 
made  of  anthracite  cinders  in  his  investigation.  The  results 
of  the  New  York  tests  can  be  foimd  in  the  1912  Proceedings  of 
the  International  Association  for  Testing  Materials. 

The  author  finds  that  limestone  gave  better  results  than 
other  concretes.  In  the  tests  above  noted,  a  limestone  concrete 
slab  tested  July  13,  1905,  failed  due  to  the  deep  pitting  of  the 
concrete  and  the  exposure  of  the  reinforcement.  The  value  of 
such  concrete  as  an  insulator  and  protector  is  questionable. 
It  is  not  merely  a  question  of  heating  a  mass  of  concrete,  but  of 
protecting  embedded  steel  which  lies  within  one  or  two  inches 
of  the  surface  in  the  usual  concrete  construction. 

The  whole  matter  of  concrete  construction  is  imder  fire  in 
view  of  recent  failures,  and  there  is  a  crying  necessity  for  accurate 
and  scientific  study  of  materials  for  this  purpose.  It  may 
develop,  as  the  author  indicates,  that  expansion  is  the  deter- 
mining factor  in  fixing  relative  values  of  fire-resisting  materials. 
Mr.  Boeck.  Mr.  Pi  A.  BoECK  (Jby  letter), — ^There  are  certain  points  in 

connection  with  the  development  of  the  insulation  of  high- 
temperature  fiunaces  and  other  high-temperature  equipment 
which  might  possibly  throw  some  light  on  the  subject  under 
discussion. 

The  relation  of  thermal  conductivity  to  fire-resistive  con- 
struction is  one  which  I  believe  is  not  suflSciently  recognized 
generally  by  engineers  and  it  is  a  matter  which  has  been  given 
comparatively  little  investigation.  It  is  not  sufficient  to  have 
a  material  refractory  enough  to  withstand  the  temperatures 
encountered  as  a  fireproofing  material,  on  account  of  the  fact 
that  the  heat  which  may  be  transmitted  through  the  fireproof- 
ing may  possibly  do  as  much  damage  to  the  load-bearing  member 
as  if  no  refractory  were  present;  in  other  words,  fireproofing 
should  carry  with  it  the  idea  of  a  heat-resisting  material  and  not 
simply  incombustibility. 

This  point  has  been  brought  out  strongly  in  many  of  the 
disastrous  fires  which  have  occurred  in  concrete  and  steel  struc- 
tures where  the  load-bearing  members  were  not  sufficiently  pro- 
tected from  sudden  flash  or  rapid  momentary  rise  in  temperature. 
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Let  us  consider  for  a  moment  the  physical  properties  of  a  Mr. 
material  which  would  have  ideal  physical  and  mechanical  prop-  ^ 
erties  for  use  as  a  filla*  for  binding  materials,  such  as  cement, 
plaster,  lime,  clay  or  similar  materials.     The  primary  idea  in 
this  class  of  material  is  to  introduce  voids  or  air  cells  by  means 
of  which  insulation  and  light  weight  are  obtained. 

The  size  of  these  voids  should  of  course  be  as  small  as 
possible  to  diminish  losses  by  radiation  across  the  voids  and  to 
prevent  convection  currents  being  set  up  by  the  circulation 
inside  of  the  voids,  both  of  which  have  a  tendency  to  increase 
the  thermal  conductivity  of  the  aggregate. 

With  these  facts  in  mind  the  filler  should  have  the  following 
properties: 

1.  It  should  include  the  greatest  practical  number  of  the 
smallest  possible  voids.  . 

2.  The  material  itself  should  have  the  lowest  possible 
thermal  conductivity. 

3.  The  filler  should  be  suflGidently  refractory  so  that  high 
temperatures  will  not  cause  shrinkage  or  other  physical  change. 

4.  It  should  be  sufficiently  strong  mechanically  so  that  the 
filler  when  properly  bonded  or  cemented  together  may  be  used 
for  heavy  construction  work. 

5.  The  coefficient  of  expansion  should  be  as  nearly  as  pos- 
sible that  of  the  binding  material  to  prevent  cracking  and 
rupture  with  rapid  temperatxure  change. 

6.  It  should  be  as  light  in  weight  as  possible  consistent  with 
the  strength  required. 

7.  The  aggregate  should  be  sufficiently  open  and  elastic  to 
resist  temperature  changes  effectively^  that  is,  sudden  or  violent 
changes  in  temperature  should  not  cause  it  to  crack,  check, 
spall  or  become  weakened. 

In  work  with  high-temperatxu:e  furnaces  used  in  metal- 
lurgical lines  a  mixture  has  been  developed  which  answers  most 
of  these  requirements  fully.  This  mixture  has  been  in  use 
for  a  considerable  period  in  doors,  bases  and  side  walls  of  fur- 
naces and  has  withstood  continual  use  under  hard  working  con- 
ditions without  failiu:e  in  any  case,  to  my  knowledge. 

For  door  construction  a  mixture  of  coarsely  groimd  calcined 
ceUte  (a  trade  name  for  highly  siKceous  diatomaceous  material) 
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Mr.  Boeek.  from  which  all  the  shrinkage  has  been  eliminated,  is  mixed  with 
a  bonding  material  such  as  Portland  cement  or  fireclay,  depend- 
ing upon  the  character  of  the  equipment  in  which  it  is  to  be 
used,  and  the  strength  which  is  desired. 

The  material  which  has  given  the  most  satisfactory  results 
for  furnace-door  construction  consists  of  ceUte  screened  through 
a  two-mesh  screen  and  bonded  by  10  to  12  per  cent  (by  volume) 
of  Portland  cement.  These  are  thoroughly  mixed  dry  and  suflS- 
dent  water  is  added  to  give  the  necessary  plasticity;  the  mixture 
is  then  rammed  into  the  furnace  doors  or  bases  to  give  the 
required  strength.  This  is  allowed  to  remain  moist  for  about 
48  hours,  then  heated  up  slowly  during  the  initial  heat  until  the 
operating  temperature  is  obtained. 

This  mixture  gives  a  light-weight  insulating  lining  which 
is  not  subject  to  spaUing  or  cracking  at  temperatures  of  2200 
to  2500"^  F. 

In  one  case,  to  the  writer's  knowledge,  the  interior  tempera- 
ture of  a  furnace  to  which  a  door  insulated  in  this  manner  was 
attached,  was  maintained  at  about  2100°  F.  for  a  period  of  48 
hours,  and  the  outside  of  the  door,  which  was  lined  in  this  case 
with  4  in.  of  the  celite  mixture  mentioned,  was  so  cool  that  the 
hand  could  be  borne  on  the  surface  with  entire  comfort. 

It  is  possible  that  some  mixture  of  this  nature  could  be  of 
service  to  Mr.  Hull  in  the  consideration  of  the  heat-resisting 
properties  of  construction  material.  It  would  be  of  great 
interest  to  determine  the  actual  thermal  conductivity  of  these 
mixtures  at  various  temperatures,  in  order  that  some  quantita- 
tive results  might  be  had. 
Mr.  WooiMo.  Mr.  Ira  H.  Woolson  (by  letter). — The  conclusions  deduced 
by  Mr.  Hull  from  the  results  of  his  experiments,  merit  thought- 
ful consideration  by  all  who  have  to  do  with  construction  involv- 
ing the  use  of  heat-insulating  materials  for  fire-resistive  purposes. 
There  are  on  record  a  large  number  of  fire  tests  upon  the  common 
materials  thus  employed,  but  considering  the  fact  that  these 
investigations  have  been  in  progress  for  twenty  years,  there  is 
a  remarkable  paucity  of  information  regarding  the  relative 
heat-insulating  properties  of  these  materials  when  tested  under 
identical  conditions.  The  investigations  covered  by  this  paper 
furnish  a  valuable  addition  to  that  particular  subject. 
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The  author  frankly  states  that  it  would  be  unwise  to  draw  Mr.  Wooison. 
definite  conclusions  from  the  limited  data  presented.     Never- 
theless, the  results  are  sufficiently  significant  to  be  indicative 
of  what  it  might  be  reasonable  to  expect,  in  a  general  way, 
from  more  extended  study. 

The  relative  heat-insulating  values  of  dense  and  porous 
terra  cotta  as  derived  from  this  investigation  are  in  accord  with 
recommended  practice  based  upon  previous  experiments.  The 
merits  of  other  materials  are  generally  confinnatory  of  other 
investigations,  though  these  tests  were  imdoubtedly  made  more 
accurately  than  former  ones. 

The  temperature  curves  for  the  bitimiinous  cinder  concrete 
are  not  given,  but  from  the  description  of  the  tests  it  would 
appear  that  the  material  did  not  give  as  satisfactory  results  as 
have  previously  been  obtained  from  anthracite  cinder  concrete. 

Assuming  the  "danger  point  for  steel"  to  be  at  600°  C, 
as  stated  in  the  paper,  and  with  the  furnace  temperatures 
employed,  which  were  by  no  means  excessive,  the  tests  indicate 
that  a  protection  of  1|  in.  of  terra  cotta  or  concrete  would  shield 
embedded  steel  from  dangerous  heat  for  two  hours  only.  Sudi 
an  interpretation  may  be  misleading,  however,  for  in  practice 
the  material  would  ordinarily  be  heated  on  one  side  only,  and 
the  heat  would  therefore  be  more  or  less  diffused  through  the 
mass,  thus  lengthening  the  time  necessary  to  raise  the  tempera- 
ture of  the  steel  to  the  "danger  point." 

The  heat  penetrations  obtained  are  considerably  more 
severe  than  the  results  of  similar  tests  on  concrete  conducted 
by  the  writer  in  1907,  and  reported  in  the  Proceedings  of  this 
Society  for  that  year^  However,  the  furnace  temperature  of 
those  tests  was  an  average  of  1500°  F.,  or  200°  F.  lower  than  that 
employed  by  Mr.  Hull.  Furthermore,  the  specimens  were  not 
heated  equally  on  all  sides  as  was  the  case  in  this  investigation. 
These  two  variations  in  conditions  might  readily  accotmt  for 
the  difference  in  heat  transmission. 

My  own  investigations  upon  the  loss  of  strength  in  steel 
due  to  heat  would  indicate  that  the  "danger  point"  in  ten- 
sion (that  is,  loss  of  50  per  cent  of  strength)  would  be  reached 

>  *'  Inwtigation  of  the  Thermal  Conductivity  of  Different  Concrete  Mixture^  end  the 
BSect  of  Heet  «pon  their  Strength  end  Bleetk  Propertiee.*'  Proe§tdimgi,  Am.  Soe.  TM. 
Mali.,  VoL  VZI.  pw  404  (1907). 
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icr.  Wooisoa.  at  a  temperature  in  the  vicinity  of  540^  C,  or  60°  C.  lower  than 
assumed  by  the  author.  A  lowering  of  this  ''danger  point" 
would  naturally  call  for  a  corresponding  increase  in  tTiir1fn^<g 
of  protecting  material  to  resist  specified  heat  for  a  definite 
period  of  time. 

I  am  much  interested  in  the  author's  criticisms  upon  gravel 
concrete,  particularly  ^ce  he  used  a  sandstone  gravel.  I 
have  long  been  on  record  as  opposing  quartz  gravel  as  a  concrete 
aggregate  for  fire  protection  work,  but  am  surprised  to  learn 
that  sandstone  gravel  has  also  given  unsatisfactory  tiests.  The 
tests  of  quartz  gravel  concrete,  upon  which  I  based  my  criti- 
dams,  are  described-  in  the  1907  rq)ort  previously  mentioned. 
The  report  also  contains  a  theory  for  the  disintegration  of  the 
gcBxel  concrete  based  upon  the  excessive  relative  expansion  of 
quartz  as  compared  with  feldspar  (the  principle  constituent 
of  trap  rock),  also  upon  the  imequal  expansion  of  quartz  along 
its  different  crystallin  axes.  The  Sosman  curve  of  expansion 
for  quartz,  as  shown  by  the  authco:  (Fig.  15  of  his  paper),  is  new 
to  me  and  extremely  interesting.  It  may  contain  the  full  expla- 
Bfttion  of  the  phenommon  of  disintegration  of  quartz  gravel  con* 
cietd  when  subjected  to  high  temperatures.  The  behavior  of 
quartz  gravel  concrete  in  the  Far  Rockaway  fire  seemed  to  justify 
my  previous  criticism  of  tlu^t  material,  and  this  feature  was  dis^ 
cussed  at  some  length  in  my  report  upon  that  fire. 

The  heat-resisting  properties  of  the  gypsum  ^edmens  are 
shown  to  be  very  high,  but  are  in  accord  with  a  similar  elaborate 
investigation  conducted  by  the  Underwriters'  Laboratories  in 
Chicago  in  1912. 

It  is  exceedingly  fortunate  that  the  Bureau  of  Standards 
recognizes  the  need  for  such  investigations,  and  that  the  work 
has  been  placed  in  such  competent  hands.  It  is  earnestly 
hoped  that  facilities  for  future  work  may  be  provided  in  orda: 
that  the  investigations  may  be  made  so  complete  as  to  elimi- 
nate, as  far  as  possible,  all  questions  of  imcertainty.  A  compre- 
hensive investigation  conducted  under  such  auspices  would  be 
of  inestimable  value  to  the  building  public. 
Mr.  Hou.  Mr.  Hull  {Author^ s  closure  by  kUer). — ^In  connection  with 

Mr.  Strehan's  statements  regarding  the  performance  of  antfara- 
dte  cinder  concrete  in  fire  tests  of  full-size  hiu'lding  units,  record 
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should  be  made  of  the  fact  that  the  bituminous  dnder  con-  Mr.  HuIL 
Crete  specimens  included  in  this  investigation  of  heat-insulat- 
ing properties  showed  a  toughness,  after  test,  that  was  not 
found  in  specimens  of  any  of  the  other  concretes.  Since  it  goes 
without  saying  that  the  effectiveness  of  any  protective  covering 
depends  on  its  ability  to  stay  in  place  when  exposed  to  fire,  this 
toughness  may  be  an  important  indication.  The  fact  should 
not  be  overlooked,  however,  that  there  is  great  variation  in  the 
character  of  bituminous  cinders.  It  would  not  be  safe  to  assiune 
that  a  given  concrete  mixture,  with  bituminous  cinders  as  the 
coarse  aggregate,  would  be  a  satisfactory  fire-protective  con- 
crete. If  the  specifications  of  the  Joint  Committee  on  Concrete 
and  Reinforced  Concrete  were  followed  in  the  use  of  bituminous 
cinders,  most  of  the  variables  would  be  eliminated,  but  the  cost 
of  cinders  meeting  these  requirements  would  probably  be 
excessive  in  most  localities. 

In  connection  with  Mr.  Boeck's  discussion,  it  may  be  said 
that  the  ability  of  various  protective  coverings  to  protect  load- 
bearing  structural  members  from  heat  is  being  investigated  to 
a  considerable  extent  at  the  present  time,  but  such  investiga- 
tions will  probably  be  confined  mainly  to  those  forms  of  pro- 
tection which  are  in  actual  use  in  building  construction.  The 
production  of  new  building  materials  is  perhaps  not  wholly  with- 
out the  proper  scope  of  such  investigations,  but  it  is  realized  that 
among  the  other  qualifications  for  a  building  material  must  be 
included  that  of  moderate  cost  and  it  is  perhaps  for  that  reason 
that  the  use  of  kieselguhr  in  structural  work  has  not  been  given 
more  consideration. 

The  writer  does  not  fully  agree  with  Mr.  Boeck  in  regard  to 
his  statement  that  many  disastrous  fires  have  resulted  from 
insufficient  protection  of  load-bearing  members.  There  have 
been  such  fires,  but  some  of  them  at  least  have  been  in  buildings 
of  obsolete  types  in  which  load-bearing  members  either  were  not 
protected  at  all  or  other  conditions  were  such  as  to  pennit  fires 
of  great  severity.  It  is  perhaps  not  going  too  far  to  say  that  we 
have  very  few  disastrous  fires  in  buildings  in  which  modern  fire- 
resistive  construction  has  been  consistently  carried  out. 

With  reference  to  the  fact  that,  as  Mr.  Woolson  points  out, 
the  penetrations  shown  by  the  results  in  my  paper  are  high  as 
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Mr.  Han.  compared  with  those  obtained  by  him  with  furnace  temperatures 
somewhat  lower  than  those  followed  in  this  work,  the  size  and 
shape  factors  imdoubtedly  tend  to  give  rapid  penetrations  in 
cylindrical  specimens,  particularly  those  as  small  as  8  in.  in 
diameter.  This  may  compensate,  approximately,  for  the  lower 
danger  point  for  steel  which  is  indicated  by  his  investigations. 
It  should  also  be  taken  into  consideration  that  the  rate  of  tem- 
perature rise  in  these  tests  was  slow  as  compared  with  the  present 
tentative  standard  for  fire  tests  and  it  seems  quite  likely  that 
further  investigation  may  show  a  covering  of  Ij  in.  of  concrete 
to  be  entirely  inadequate  for  the  protection  of  small  steel  rein- 
forcement, especially  column  hooping,  in  fires  of  long  diuution. 
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FAILURE  OF  A  30-in.  TILE  DRAIN  AT  ALBERT  LEA, 

MINNESOTA. 

By  R.  W.  Crum. 


SUNIMARY. 


A  study  of  the  adequacy  of  the  Standard  Specifications 
for  Drain  Tile*  of  the  American  Society  for  Testing  Materials, 
and  of  the  inadequacy  of  the  types  of  specifications  for  drain 
tile  in  use  prior  to  1913,  is  presented  by  means  of  an  analysis 
of  the  failure  of  tile  in  a  large  drain  at  Albert  Lea,  Minn. 

The  conclusions  drawn  are  as  follows: 

1.  Exact  requirements  for  physical  properties  of  large- 
size  drain  tile  and  sewer  pipe,  and  proyision  on  the  job  for 
testing  the  shipments,  are  always  necessary. 

2.  The  width  of  the  trench  in  which  a  pipe  is  laid  is  an 
important  factor  in  determining  the  necessary  supporting 
strength  of  the  pipe. 

3.  The  present  Standard  Specifications  for  Drain  Tile 
of  this  Society  would  have  been  adequate  in  this  case  to  secure 
pipe  of  sujficient  strength,  provided  Section  36  of  the  Speci- 
fications, requiring  the  use  of  tile  having  the  standard  ordinary 
supporting  strength  shown  by  Table  II  of  the  specifications, 
had  been  enforced. 


1 1916  Book  of  A.S.T.M.  Standards,  p.  452. 
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MINNESOTA. 

By  R.  W.  Crum. 

A  line  of  30-in.  outlet  drain  tile  laid  in  1913  and  1914, 
partly  in  the  dty  of  Albert  Lea,  Minn.,  presents  an  interesting 
study  of  the  inadequacy  of  the  drain  tile  specifications  which 
were  in  common  use  at  that  time  and  the  adequacy  of  the  speci- 
fications which  were  adopted  later  by  the  American  Society 
for  Testing  Materials,*  llie  original  tUe  failed  under  the  appli- 
cation of  the  back  fill,  and  it  was  foimd,  in  December,  1916, 
when  a  lawsuit  concerning  this  drain  came  to  trial,  that  the 
heavier  pipe  which  were  put  in  later  had  also  aacked  into 
four  segments  longitudinally,  in  the  typical  manner. 

A  brief  description  of  the  drainage  district  is  as  follows: 
The  ^stem  drains  a  marsh  area  of  about  800  acres  contiguous 
to  Albert  Lea,  Minn.  The  outlet  drain  consists  of  4400  ft. 
of  30-in.  tile.  This  30-in.  drain  crosses  a  niunber  of  railroad 
tracks,  passes  imder  a  sanitary  sewer,  and  a  number  of  water 
and  gas  mains.  The  gradient  is  0.03  per  cent.  The  maximum 
cuts  on  the  30-in.  Une  are  19  ft.  at  a  railroad  crossing,  and 
14  ft.  on  crossing  a  high  point  to  avoid  detour.  Both  of  these 
cuts  are  less  than  300  ft.  of  deep  cutting.  Iron  pipes  were 
used  imder  railroad  crossings.  The  normal  cuttings  were 
seldom  less  than  5  ft,  except  near  the  outlet  of  the  30-in.  main. 

The  Standard  Specifications  for  Drain  Tile  of  this  Society 
would  have  required  the  following  physical  properties  of  tile 
to  be  used  in  this  location: 

Minimum  average  ordinary  supporting  strength,  lb.  per 
lin.ft 3000 

Ordinary  supporting  strength  for  tile  in  cuts  deeper  than 
6  ft.,  as  shown  in  Table  II  of  the  Standard  Specifications 
for  Drain  Tile:  Minimum  required  for  12-ft.  fill  (assum- 
ing breadth  of  ditcha41  in.)*  lb.  per  lin.  ft 4850 

Maximum  absorption,  per  cent 7 

Freezings  and  thawings  to  be  endured 16 

>  Standard  Spedficatiooa  for  Drain  TQe  (S«rial  Designation:    04-16),  1916  Book  of 
A.8.T.M.  Standards.  i».  452. 
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In  contrast  to  these  defi^te  requirements  the  specifications 
used  read  as  follows: 

''Fully  vitrified,  salt-glazed  drain  tile,  free  from  defecis, 
material  to  be  in  all  respects  the  same  as  compose  standard, 
salt-glazed  vitrified  sewer  pipe  of  fitrst-class  quality  in  every 
respect,  except  without  bells  or  sockets." 

A  brief  history  of  the  drain  is  as  follows:  Contract  was 
let  and  work  started  in  July,  1913,  using  a  clay  drain  tile  con- 
cerning which  the  engineer  in  charge  of  the  work  testified  in 
substance  as  follows: 

Many  of  the  tiles  appeared,  by  reason  of  their  muddy 
condition,  to  be  culls  and  rejects  from  other  work.  They 
were  crooked,  blistered  and  ill-shaped.  Many  were  broken, 
and  others  showed  spider  cracks  and  laminations.  The  tile 
were  salt-glazed  but  not  vitrified,  since  the  material  could  be 
cut  with  a  knife.  When  loaded  with  from  4  to  6  ft.  on  top  of 
pipes  with  a  muck  and  clay  soil,  the  tiles  spUt  into  four  segments 
longitudinally. 

It  was  stated  by  the  engineer  in  charge  that  practically 
all  of  the  tile  in  cuts  deeper  than  5  ft  failed  as  soon  as  the  badL 
fill  was  placed.  The  failure  was  typical  of  failure  under  bearing 
load,  cracks  occurring  on  the  top,  bottom  and  ^des  of  the  tile. 
Tbt  cracking  of  many  of  the  tile  was  accompanied  by  reports 
about  as  loud  as  pistol  shots. 

Tbe  work  was  finally  stepped  by  the  resident  engineer 
and  the  contractor  ordered  to  remove  the  defective  tile.  Upon 
recdving  this  order  the  contractor  ceased  ProA  and  refused 
to  go  on  with  his  contract,  making  the  claim  that  he  had  fur- 
nished tile  to  comply  with  the  specification.  A  new  contract 
was  let  to  another  contractor,  who  proceeded  to  remove  the 
defective  tile,  and  to  replace  them  and  continue  with  30-in. 
double-strength  second-grade  sewer  pipe.  The  rest  of  the 
system  was  then  completed. 

After  the  completion  of  the  system  the  county,  acting  in 
behalf  of  the  property  owners,  brought  suit  against  the  first 
contractor  for  the  diflference  in  the  contract  price  between  the 
two  contracts,  and  for  the  penalty  provided  in  the  contract 
for  failure  to  complete  the  work  within  the  specified  time. 
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The  counter  claim  of  the  contractor  stated,  first,  that  the  tile 
furnished  were  in  accordance  with  the  engineer's  specification; 
and,  second,  that  the  said  specification  would  not  provide  a 
tile  strong  enough  to  withstand  the  load  due  to  the  back  fill. 
This  case  came  to  trial  in  December,  1916.  The  defendant's 
case  rested  almost  entirely  upon  the  claim  that  the  engineer's 
specification  was  not  adequate. 

It  is  evident  that  the  engineer  had  it  in  mind  to  secure 
the  best  drain  tile  *to  be  had  in  the  market  of  the  size  specified 
and  of  the  thickness  of  wall  commonly  used  in  that  district. 
At  that  time,  owing  to  the  lack  of  standard  specifications  for 
drain  tile  of  accepted  authority  and  lack  of  common  knowledge 
concerning  the  necessary  "ordinary  supporting  strength," 
there  was  no  imiformity  as  to  weight  and  shell  thickness  for 
drain  tile  among  the  different  manufacturers  in  that  district. 
Manufacturing  practice  was  based  upon  experience  with  small- 
size  tile.  Some  manufacturers  did  at  that  time  Ust  so-called 
"double-strength"  drain  tile.  The  defendant's  attorneys 
claimed  that  the  specification  did  not  require  the  use  of  the 
so-called  "double-strength"  tile.  The  evidence  does  not  show 
that  the  engineer  actually  contemplated  the  use  of  double- 
strength  tile,  but  it  was  claimed  for  the  prosecution  that  it 
seems  reasonable  to  expect  that  it  would  be  necessary  to  furnish 
the  very  best  drain  tile  to  be  had,  irrespective  of  shell  thick- 
ness, for  the  drain  tile  to  be  "fully  vitrified,  salt-glazed  drain 
tile,  free  from  defects,  material  in  all  respects  the  same  as  com- 
pose standard  salt-glazed  vitrified  sewer  pipe  of  first-class 
quality  in  every  respect,"  especially  in  view  of  the  fact  that 
the  shell  thickness  of  the  ordinary  drain  tile  was  considerably 
less  than  that  of  "standard"  sewer  pipe. 

Although  it  might  readily  be  possible  thus  to  convince 
an  engineer  that  this  specification  would  require  the  use  of  the 
best  material  on  the  market,  it  is  not  so  easy  to  convince  the 
ordinary  juror,  who  properly  is  more  apt  to  base  his  verdict 
upon  the  letter  rather  than  upon  the  intent  of  the  specification. 

The  point  of  the  whole  matter  of  interest  to  members  of 
this  Society  is  this:  Under  the  engineer's  specification,  a  costly 
lawsuit  was  possible,  no  matter  what  the  intent  of  the  writer. 
This  was  a  common  specification  at  that  time.     If  the  present 
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specifications  of  this  Society  had  been  available  and  properly 
used  at  that  time,  there  would  have  been  absolutely  no  chance 
for  argument  concerning  the  adequacy  of  its  provisions. 

The  maximimi  cut  on  this  drain  was  14  ft.  or  about  12  ft. 
above  the  upper  one-fourth  of  the  tile.  The  soil  was  a  heavy 
wet  clay  weighing  about  129  lb.  per  cu.  ft.,  as  obtained  by 
determination  at  the  site.  The  necessary  width  of  trench  was 
41  in.  "  Ordinary  "  methods  of  pipe  laying  would  be  anticipated. 
To  provide  a  reasonable  factor  of  safety,  tile  should  have  been 
furnished  for  this  location  having  an  ''ordinary  supporting 
strength"  for  use  in  wet  clay  and  imder  ordinary  conditions 
of  pipe  laying,  of  4850  lb.  per  lin.  ft.,  as  specified  in  Table  11 
of  the  A.  S.  T.  M.  Standard  Specifications  for  Drain  Tile. 

The  probable  actual  load  on  the  tile  under  the  12-ft.  fill 
can  be  computed  by  the  following  formula: 

in  which  Z,  =  the  load  in  pounds  per  linear  foot,  C= the  co- 
efficient of  loads  on  pipe  in  ditches  (C  is  a  function  of  the  height 
of  fill,  width  of  trench,  friction  of  material  against  sides  of 
ditch,  and  ratio  of  lateral  to  vertical  earth  pressure),  IT = the 
weight  in  poimds  per  cubic  foot  of  the  ditch-filling  material, 
and  5  =  the  width  of  the  ditch  in  feet  just  below  the  top  of  the 
pipe.*  •  •  *  - 

Solving  this  formula,  it  is  found  that  the  probable  maximum 
load  on  the  30-in.  pipe  imder  the  maximmn  fill  of  12  ft.  would 
be  3650  lb.  per  lin.  ft.  It  should  be  noted  in  this  connection 
that  the  "minimum  average  ordinary  supporting  strength" 
of  3000  lb.  per  lin.  ft.  for  extra-quality  drain  tile,  as  specified 
in  Table  I  of  the  A.  S.  T.  M.  specifications  would  not  provide 
a  tile  that  would  not  crack  under  the  conditions  imposed  by 
this  ditch.  It  seems,  therefore,  that  the  use  of  Table  II  of  the 
Standard  Specifications,  giving  standard  ordinary  supporting 
strengths  of  drain  tile  for  ordinary  sand  and  for  thoroughly 
wet  clay  ditch  filling  materials,  is  a  vital  necessity  in  the 
Standard  Specifications  for  Drain  Tile. 

*  This  formula  is  discussed  in  the  "Report  of  the  Investigations  on  Drain  Tile  of  Com- 
mittee C-6"  of  this  Sodetf,  published  as  Bulletin  No.  36  of  the  Iowa  Engineering  Experiment 
Station,  Ames,  Iowa. 


Digitized  by  VjOOQIC 


458 


Crum  on  Failuhe  of  a  The  D&ain. 


The  quality  of  the  tik  furniahed  for  use  by  the  fir^  con- 
tractor is  shown  in  Table  I,  which  gives  the  record  of  tests  on 
samples  submitted  to  the  Iowa  Engineering  Esperiment  Station 
for  test. 

The  average  ordinary  supporting  strength  of  the  tile  tested 
(excluding  B  4,  which  was  found  to  be  a  defective  spedmen) 
was  1056  lb.  per  Un.  ft.  According  to  Table  II  of  the  A.  S.  T.  M. 
specifications  such  tile  could  be  safdy  used  under  a  2-f t.  fill. 
Using  the  formula  L-CWB^  quoted  above,  and  solving  for  the 
height  of  fill  necessary  to  rupture  the  pipe,  we  find  that  the 
pipe  tested  would  be  expected  to  fail  under  a  back  fill  of  3.5  ft., 


Table  1 

[.—Tests  Showing  Quality  of  Tile  Furnished  by 
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1820 

1590 
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Icdhmk 
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after  sufficient  time  had  elapsed  to  bring  the  maxunum  load 
on  the  pipe.  The  evidence  showed  that  the  tile  actually  failed 
promptly  under  back  fills  of  from  4  to  6  ft. 

For  purposes  of  comparison  the  results  of  tests  from  the 
records  of  the  Iowa  Engineering  Experiment  Station  giv«n  in 
Table  II  will  serve  to  show  the  quality  of  similar  tile  to  be  had 
on  the  market  prior  to  the  time  in  question. 

The  results  of  some  tests  of  30-in.  sewer  pipe  made  prior 
to  the  time  in  question  are  given  in  Table  III. 

It  is  evident  that  the  tile  used  by  the  first  contractor,  as 
shown  by  the  test  quoted  above,  fell  far  short  of  what  might  have 
been  expected  from  tile  of  that  size  on  sale  in  that  district  at 
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Table  II.— Tests  of  Vitrifibd  Salt-Glazed  Tile. 
SS-nr.  Tna. 
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Table  III.— Tests  op  30-in.  Vitrified  Salt-Glazed  Sewer  Pipe. 
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that  time.  No  engineer  would  claim  that  these  tile  passed  the 
engineer's  specification.  But  since  there  was  no  definite  require- 
ment as  to  ordinary  supporting  strength  and  since  the  tile 
were  "salt-glazed  and  the  percentage  of  absorption  not  exces- 
sively high,  attorneys  could  very  easily  make  this  a  debatable 
point. 

When  the  broken  tile  were  removed,  the  whole  line  of  30-in. 
pipe  was  relaid  with  No.  2  double-strength  sewer  pipe.  It 
developed  at  the  trial  of  the  case  that  many  of  these  sewer 
pipe  had  cracked  under  fills  of  from  10  to  12  ft.  The  claim 
was  therefore  made  by  the  defendant  that  since  double-strength 
sewer  pipe  were  not  strong  enough  to  carry  the  load,  the 
engineer's  specification  (which  did  not  definitely  prescribe 
the  use  of  such  pipe)  was  not  adequate.  In  considering  this 
point,  it  should  be  remembered  that  on  account  of  the  bells 
of  the  sewer  pipe,  it  was  necessary  to  lay  this  pipe  in  *a  wider 
trench  than  that  for  drain  tile,  and  that  the  pipe  would  there- 
fore have  to  support  a  heavier  load  than  the  tile. 

Using,  again,  the  formula 

L=CWB^, 

in  which  C  =1.96,  PF  =  129lb.,  5  =  3.86  ft,  height  of  fill  at  the 
location  of  the  failure  =  10  ft.,  we  find  that  the  load  on  the  sewer 
pipe  was  probably  3770  lb.  per  lin.  ft.,  while  the  load  on  the 
drain  tile  in  the  same  location  would  have  been  3230  lb.  per  lin. 
ft.  The  advantage  of  using  double-strength  sewer  pipe  was, 
therefore,  lost  in  a  large  measure,  due  to  the  fact  that  the  sewer 
pipe  must  carry  more  load. 

The  writer  has  taken  five  sewer  pipe  typical  of  the  so-called 
No.  2  double-strength  sewer  pipe  from  the  ditch  and  tested  them 
for  supporting  strength  and  percentage  of  absorption  in  accord- 
ance with  the  standard  A.S.T.M.  methods  for  testing  drain  tile, 
and  in  a  similar  manner  to  the  tests  reported  in  this  paper.  The 
results  are  shown  in  Table  IV. 

The  estimated  load  from  the  ditch  filling  material  in  this 
case  is  3770  lb.  per  Un.  ft.  The  average  strength  of  three  typical 
pipe  taken  from  the  ditch  was  3597  lb.  per  lin.  ft.  The  factor  of 
safety  is  therefore  0.95.     From  these  figures  we  would  expect 
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many  tile  to  be  broken  under  the  10-f  t.  fill  and  some  to  be  intact. 
Twenty-seven  of  the  sewer  pipe  out  of  41  inspected  were  cracked. 

The  results  of  these  tests  confirm  the  writer  in  his  conclusion 
that  it  is  possible  to  estimate  the  ditch  loads  on  tile  and  pipe 
with  accuracy,  and  that  therefore  specifications  should  be  used 
requiring  pipe  which  will  sustain  a  load  equal  to  the  estimated 
load  times  a  reasonable  factor  of  safety. 

Two  supplementary  reasons  for  the  cracking  of  these  tile 
have  been  advanced: 

1.  The  center  line  of  the  tile  line  in  question  is  only  about 
15   ft.   from  the  center  line  of   the  Chicago,   Milwaukee  & 


Table  IV.— Tests 

OP  30-IN. 

Clay  Sewer  Pipe. 
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Non.-^)nl7  Noe.  3, 4  and  5  entor  into  the  averagee.  Nob.  1  and  2  l>eSng  exolnded  for  thefollowing reseons: 
No.  l.^After  lyreanng,  it  was  found  that  fracture  ooouired  at  an  old  crack  about  9  in.  long  at  epigoi 
end.   Also  about  2  ft.  of  the  edge  of  the  bell  had  been  broken  off  at  some  prenous  time. 
No.  2.— About  2  ft.  of  the  entire  bell  was  broken  off  in  handfing. 

St.  Paul  Railway.  Engineers  for  the  defendant  advanced  the 
theory  that  the  vibration  in  the  soil  set  up  by  the  moving  trains 
while  the  back  fill  was  still  fresh  was  sufficient  to  overcome  the 
friction  of  the  ditch-filling  material  against  the  sides  of  the 
trench  and  thus  cause  the  tile  to  support  the  whole  weight  of 
that  material.  This  would 'amount  to  a  load  of  5420  lb.  per 
lin.ft. 

2.  It  seems  more  reasonable  to  the  writer  to  take  into 
account  the  fact  that,  when  the  original  tile  were  replaced  with 
the  No.  2  double-strength  sewer  pipe,  there  were  numerous 
cave-ins  of  the  trench  walls,  which  undoubtedly  resulted  in 
increasing  materially  the  width  of  the  ditch  at  the  levels  of  the 
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top  of  the  pipe  at  the  pomts  where  the  cave-ins  occurred,  and 
which  hence  undoubtedly  greatly  increased  the  load  on  the 
tile  at  the  places  where  they  occurred,  since  the  loads  increase 
with  the  square  of  the  increase  in  width  of  trench.  Ihis  eacplana- 
tion  is  supported  by  the  fact  that  the  failiure  occurred  in  con- 
nected series  of  tiles,  and  not  in  single  specimens.  Starting  at 
the  manhole  from  which  the  inspection  was  made,  pipe  Nos. 
1  to  5  were  not  cracked,  6  to  9  were  cracked,  10  to  16  were  not 
cracked,  17  to  28  were  cracked,  29  and  30  were  not  cracked 
and  31  to  41  were  cracked.  The  report  of  the  engineer  who 
made  this  inspection  states  that:  The  tile  were  cracked  on 
top,  and  some  side  cracks  were  noted.  The  cracks  in  these 
tile  were  very  irregular,  while  the  cracks  in  the  tile  first  used 
were  nearly  straight.  The  cracks  were  reasonably  near  the 
center  line,  the  maximum  distance  from  the  center  line  being 
about  7  in. 

It  is  hoped  that  we  will  be  able  to  make  a  further  investi- 
gation of  the  exact  efifect  of  the  vibration  due  to  timint  and  of 
the  actual  load  on  the  tile. 

The  general  oonclusions  the  writer  has  drawn  fiom  the 
study  of  this  failure  are  as  follows: 

1.  That  exact  requirements  for  physical  picipaties  of  large 
drain  tile  and  sewer  pipe,  with  provision  on  the  job  for  testmg 
the  shipmeats,  are  always  necessary. 

2.  That  we  have  here  a  striking  illustration  of  the  fact, 
aheady  demonstrated  theoretically  and  experimentally,   that 
the  width  of  the  ditch  in  which  a  pipe  is  laid  is  a  very  important 
factor  in  determining  the  necessary  supporting  strength  of  the. 
pipe. 

3.  That  the  present  Standard  Specifications  for  Drain  Tile 
of  this  Society  would  have  proved  adequate  in  this  case,  if  the 
manufacturer  or  contractor  had  been  held  to  deliver  pipe  having 
the  standard  ordinary  supporting  strength  specified  in  Table  11 
of  the  specifications,  as  required  in  Section  36  of  the  specifica- 
tions, as  follows: 

"The  manxxfacturer  or  other  seller  shall  not  be  hdd  responsible  for 
cracking  of  drain  tile  in  ditches  unless  by  special  agreement  in  advance, 
and  in  any  event  his  obligation  shall  be  held  to  be  discharged  by  the  delivery 
of  drain  tile  having  the  minimum  ordinary  supporting  strexigths  specified 
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in  Table  II;  and»  if  it  is  not  otherwise  specified  in  advance  by  the  purchaser, 
tile  shall  be  supplied  of  the  strengths  specified  for  day  ditch  fiUing,  for 
"ordinary"  pipe  laying  and  for  widths  of  ditch  at  the  level  of  the  top  of  the 
tile  to  0.5  ft.  greater  than  the  outside  diameter  of  the  tile.  The  purchaser 
shall  furnish  to  the  manufacturer  or  other  seller  complete  information,  in 
advance  of  receiving  bids,  as  to  the  number  of  linear  feet  of  drain  tile  of  each 
dkmeter  required  fbr  each  different  depth  of  ditch,  measured  to  the  neaieit 
foot  from  the  surface  of  the  ground  to  the  top  of  the  tile." 

I  might  add  that  the  jury  disagreed  in  the  trial  of  the 
case,  and  no  verdict  was  rendered. 
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The  Chalnmuu  The   CHAIRMAN   (PasT-PrESIDENT  A.  N.   TalBOt). — It  is 

not  often  that  the  sufficiency  of  a  specification  receives  such 
prompt  confinnation  as  in  this  case.  I  believe  it  is  of  value  to 
have  experiences  of  this  kind  put  on  record  so  that  we  can 
check  up  on  the  work  which  is  being  done  by  the  Society.  The 
paper  is  open  for  discussion. 
Mr.Brooki.  Mr.  Benjamin  Brooks. — ^The  term  "defective  pipe"  is 

used  in  this  paper.    In  one  place  the  author  states  that  a  defec- 
tive pipe  was  removed  from  the  ditch  and  other  pipe  was  put  in. 

If  I  read  the  paper  correctly,  the  purport  is  that  the  pipe 
itself  was  not  defective  but  that  the  specifications  were  at  fault, 
and  that  a  pipe  that  is  admirably  fitted  for  one  location  may 
not  be  serviceable  in  another.  I  am  particular  about  this 
point  because  the  specifications  of  the  Society  for  Drain  Tile  are 
new  and  I  should  like  the  manufacturers  to  feel  that  the  specifica- 
tions are  not  intended  simply  to  rule  out  some  of  their  pipe,  but 
that  they  may  with  equal  likelihood  operate  to  their  advantage. 

I  have  in  mind  a  case  where  a  contractor  in  Texas  used 
some  12-in.  pipe  in  a  ditch  about  25  ft.  deep,  in  quicksand,  and 
after  a  number  of  cavings  and  widenings  of  the  ditch,  the  pipe 
broke.  The  people  who  supplied  the  pipe  and  the  contractor 
who  placed  it  sent  me  the  data  to  see  if  I  could  help  them. 
By  applying  the  formula  which  Mr.  Cram  has  used  to  the  widened 
and  caved-in  ditch,  it  was  easy  to  show  that  the  pressure  on  the 
pipe  was  about  twice  what  it  would  have  been  if  the  job  had 
been  conducted  correctly.  In  addition  to  that,  on  account  of 
the  quicksand  foundation  imder  the  pipe,  the  contractor  sup- 
ported the  pipe  at  one  place  underneath  by  planks  instead  of 
on  a  suitable  bed  including  at  least  a  quarter  of  the  pipe. 
Accordingly,  by  applying  the  factor  for  a  knife-edge  load  instead 
of  a  sand-bearing  load  on  the  pipe,  the  actual  pressure  on  the 
pipe  was  found  to  be  considerably  over  200  per  cent  of  what  it 
would  have  been  had  the  specifications  of  this  Society  for  that 
kind  of  work  been  followed.     To  make  the  matter  conclusive, 
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I  then  obtained  a  dozen  representative  pipes  from  the  factory  Mr.  Brooks, 
and  tested  them  according  to  the  A.S.T.M*.  specifications,  and 
found  that  they  were  well  over  the  prescribed  breaking  load. 
The  presentation  of  these  facts  to  the  pipe  manufacturer  and 
contractor  was  sufficient  to  place  the  responsibility  where  it 
belonged, — on  the  contractor  who  attempted  to  use  an  unsup- 
ported 12-in.  pipe  in  a  ditch  excessively  widened  by  cave-ins, 
and  23  ft.  deep.  That  was  a  case  where  the  specifications 
worked  to  the  advantage  of  the  material  men. 

Mr.  R.  W.  Crum. — ^Perhaps  the  tile  first  used  in  this  ditch  Mr.  Cmm. 
described  in  the  paper  were  of  first-class  quality,  but  I  am 
inclined  to  think  that  they  were  defective  for  the  reason  that 
the  tests  show  these  tile  to  be  much  inferior  in  strength  to 
other  tile  of  the  same  size  and  class  on  sale  in  this  district  at 
that  time.  However,  the  data  upon  which  this  opinion  is  based 
are  not  very  extensive.  The  comparative  tests  are  shown  in 
the  paper. 

Mr.  a.  Marston  (presented  in  .written  form  and  read  by  Mr.  Manton. 
the  author). — The  failure  described  by  Mr.  Crum  is  typical  of 
numerous  cases  which  come  to  the  attention  of  the  staff  of  the 
Iowa  Engineering  Experiment  Station,  at  Ames,  Iowa.  In  two 
other  recent  instances  especially  complete  data  were  secured, 
and  in  each  case  they  further  confirmed  the  reliability  of  the 
formula  L  =  CWB^  for  computing  maximum  loads  on  pipes  in 
ditches  due  to  filling  materials,  as  well  as  the  adequacy  and 
reasonableness  of  Table  II  of  the  Standard  Specifications  for 
Drain  Tile  (Serial  Designation:  C  4-16). 

Failure  by  Cracking  of  32-in.  Clay   Drain   Tile  in  Joint   Drainage 
District,  No.  33  Boone  Co.  and  No.  10  Greene  Co.,  Iowa,  1916. 

Diameter  of  Tile,  in 32 

"Ordinary  Supporting  Strength"  of  Tile,  by  Test,  lb.  per  lin.  ft 1455 

Supporting  Strength  of  Tile  as  Laid,  lb.  per  lin.  ft about  1200 

Width  of  Ditch  at  top  of  Tile,  in 46 

Height   of   Fresh,    Uncompacted    Filling    Over   Pipe  found   to  cause 

Cracking,  ft 6 

Unit  Weight  of  Fresh,  Uncompacted  Filling,  lb.  per  cu.  ft about  80 

Calculated  Weight  on  Tile,  by  Formula  L  =  CIVB\  lb.  per  lin.  ft 1325 

Safe  Strength  for  Pipe  Required  by  Table  II  of  Standard 
Specifications  for  Drain  Tile  to  carry  6  ft.  of  Compacted  Clay 
Filling,  lb.  per  lin.  ft 3400 
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ICr.  ICanton.  Failukb  by  Cracking  and  Collapse  of  24-in.   Clay  Sewer  Pipe  on 

Grand  Avenue,  Dbs  Moines,  Iowa,  1915. 

Diameter  of  Sewer  Kpe,  in 24 

Class  of  Sewer  Pipe Single  Strength 

"Ordinary  Supporting  Strength"  of  Pipe,  by  Test,  lb.  per  lin.  ft 2430 

Supporting  Strength  of  Pipe  under  the  Actual  Bedding  Conditions,  by 

Special  Test,  lb.  per  lin.  ft 3440 

Width  of  Ditch  at  top  of  Pipe,  in 46 

Weight  of  Compacted  Sand  Filling,  by  Test,  lb.  per  cu.  ft 123 

Height  of  Fill  above  Top  of  Pipe,  ft 12 

Calculated  Weight  on  Pipe,  by  Formula  L^CWB^,  lb.  per  lin.  ft 3700 

Safe  Strength  for  Pipe  Required  by  Table  II  of  Standard 
Specifications  for  Drain  Tile  to  carry  12  ft.  of  Compacted  Sand 
Filling,  lb.  per  lin.  ft 5670 
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SUGGESTED  IMPROVEMENTS  IN  THE  MANU- 
FACTURE OF  SILICA  BRICK. 

By  C.  E.  Nesbitt  and  M.  L.  Bell. 


SUMMARY. 


In  this  paper  the  authors  first  point  out  the  necessity  of  the 
cooperation  of  the  investigator,  the  maker,  and  the  consumer 
before  much  can  be  accomplished  in  the  way  of  improvement 
of  the  product. 

The  present  method  of  making  brick  is  next  outlined  in  a 
general  way,  followed  by  some  experimental  work  which  illus- 
trates the  importance  of  the  degree  of  fineness  to  which  the  raw 
material  is  ground  and  the  benefits  which  may  be  derived  from 
power  pressing. 

The  paper  is  then  brought  to  a  conclusion  by  pointing  out 
the  defects  that  increase  the  failures  in  actual  service  and  how 
to  keep  them  reduced  to  a  minimum. 


(467) 
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SUGGESTED  IMPROVEMENTS  IN  THE  MANU- 
FACTURE OF  SILICA  BRICK. 

By  C.  E.  Nesbitt  and  M.  L.  Bell. 

The  study  of  silica  refractories  is  receiving  more  and  more 
attention  as  shown  by  the  increased  number  of  articles  appear- 
ing in  the  technical  magazines.  The  published  literature  so  far 
has  dealt  mainly  with  the  theoretical  study  of  the  raw  materials, 
while  the  practical  side  has  received  very  little  attention. 
Theoretical  information  is  of  extreme  importance,  but  its 
importance  is  negative  until  put  to  practical  use.  The  brick 
manufacturer  is  not  as  a  rule  a  man  of  theoretical  training, 
hence  theoretical  investigations  to  be  of  use  to  him  must  be 
expressed  in  simple  and  explicit  terms,  easily  understood.    This 


Fig.  1.- 


A  -  Air  Ports.  B  -  6as  Ports, 

-Vertical  Lines  of  Erosion  on  an  Open-hearth  Furnace. 


does  not  however  excuse  the  maker,  who  in  most  cases  has  been 
negligent  in  regard  to  investigations  of  the  properties  and 
improvement  of  his  own  product.  The  consumer  has  also  been 
at  fault  in  that  he  has  not  freely  cooperated  with  the  maker  and 
informed  him  wherein  the  bricks  failed.  To  obtain  the  best 
result  it  is  necessary  that  these  three — the  investigator,  the 
maker,  and  the  consumer — should  work  together  with  heartiest 
cooperation. 

In  the  manufacture  of  iron  and  steel,  silica  brick  find  their 
greatest  use  in  the  open-hearth  furnace.  The  demand  here  is 
for  a  brick  of  high  refractoriness  which  does  not  become  soft  or 
plastic  at  working  temperatures.  The  silica  brick  fulfills  these 
requirements  in  that  it  is  refractory  and  does  not  yield  to  com- 
pression unless  the  stress  is  sufl&dent  to  crush  it.  The  ability 
of  silica  brick  to  stand  when  only  a  small  portion  of  the  original 

(468) 


Digitized  by 


Google 


Nesbitt  and  Bell  on  Silica  Brick.  469 

wall  is  left  is  well  illustrated  in  the  bulkheads.  (Fig.  1.)  This 
wall  when  built  is  18  in.  thick,  but  wears  away  in  spots  to  less 
than  1  in.  in  thickness  and  still  the  brick  retains  its  place. 

In  the  by-product  coke  industry  the  development  of  the  use 
of  silica  brick  is  interesting.  Formerly  a  quartzite  brick  was  used 
which  was  made  of  a  mixture  of  clay  and  ganister.     The  object 


Fig.  2. — A  Few  Difl&cult  By-product  Coke-Oven  Shapes,  illustrating  Shrink- 
age Cracks  and  Cracks  due  to  Re-entrant  Angles.  Note  9-in.  Brick  in 
Center  for  Relative  Size. 

of  the  quartzite  brick  was  to  overcome  the  shrinkage  and  settling 
common  to  fire  brick.  Some  twelve  years  ago  silica  brick  were 
used  experimentally  in  both  bee-hive  and  by-product  ovens. 
The  experiment  proved  so  successful  that  their  use  increased 
rapidly;  not  only  did  their  expansion  on  heating  produce  close, 
well-fitting  joints  and  overcome  settling  diflSculties,  but  their 
better  conductivity  greatly  reduced  the  coking  time.     (Fig.  2.) 
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The  Manufacture  of  Silica  Brick. 
In  the  manufacture  of  silica  brick  in  this  country  the  raw 
material  used  is  quartzite  rock  commonly  known  as  ganister. 
The  important  deposits  are  found  in  Huntingdon  and  Blair 
Counties  of  Pennsylvania,  Devil's  Lake  region  of  Wisconsin,  and 
in  Alabama  and  Colorado.  It  is  essential  for  high-grade  silica 
brick  that  the  ganister  be  hard  and  dense.  The  rock  should 
analyze  about  98  per  cent  silica,  with  1  per  cent  each  of  iron  and 
alumina.  The  raw  material  is  broken  to  convenient  size,  dumped 
into  a  wet  pan,  and  ground  with  water  and  lime.  The  degree 
of  fineness  and  the  amount  of  water  is  left  to  the  judgment  of 
the  operator.     This  is  a  source  of  considerable  variation,  as  it 


Fig.  3. — ^An  Example  of  Bad  Molding,  Poor  Slicking,  and  Sponginess. 

will^be  shown  later  that  the  degree  of  fineness  has  considerable 
influence  on  the  strength  of  the  finished  brick. 

The  binder  commonly  used  is  lime.  Two  per  cent  has  been 
found  to  give  the  most  satisfactory  results.  Percentages  greater 
than  this  lower  the  refractoriness  and  decrease  the  strength  of 
the  brick,  while  percentages  below  Ij  per  cent  do  not  give  a 
satisfactory  bond.  Binders  such  as  iron,  aliunina,  talc,  water 
glass,  and  other  substances  have  been  tried  with  more  or  less 
success. 

The  amount  of  water  necessary  to  produce  a  satisfactory 
working  mud  varies  somewhat  with  the  kind  of  rock  used, 
amoimt  of  calcined  material  present  and  the  method  of  manu- 
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facture.  The  percentage  of  moisture  present  is  important. 
About  10  per  cent  of  available  moisture  is  the  proper  amount  for 
hand-made  brick.  Too  wet  a  mud  will  produce  bricks  and 
shapes  which  distort  after  being  taken  from  the  mold,  while 
too  dry  a  mud  is  responsible  for  a  number  of  very  serious  defects, 
such  as  unfilled  comers,  sponginess,  improper  dirking,  and  lack 
of  cohesion,  all  of  which  tend  to  give  a  finished  product  of 
low  mechanical  strength,  very  susceptible  to  spall,  and  slag 
penetration.     (Figs.  3  and  4.) 

The  molding  is  a  very  critical  point  in  the  manufacture  of 
silica  brick.  Improper  filling  of  the  molds,  too  wet  or  too  diy 
a  mud,  improper  slicking,  dirty  palette  boards,  or  careless 


Fig.  4. — An  Example  of  Bad  Molding  and  Fire  Cracking. 

handling,  all  contribute  their  share  to  the  making  of  a  defective 
product.  The  defects  can  largely  be  eliminated  by  close  inspec- 
tion and  rejection  of  all  but  good  bricks.  As  an  illustration, 
bricks  were  received  from  a  certain  company  which  were  poor 
in  quality.  The  spalling  loss  was  very  high,  running  from 
50  to  60  per  cent.  An  investigation  was  made  of  the  methods  at 
the  plant  and  irregularities  of  mixing,  molding,  and  burning 
were  found.  Careful  inspection  was  applied  at  certain  points 
in  the  brick  manufacture  and  to-day  this  same  plant,  with  no 
radical  change  in  its  general  method,  is  producing  bricks  much 
more  imiform  in  shape,  strength,  and  appearance,  and  with  a 
spalling  loss  of  only  25  per  cent. 
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Drying  of  the  brick  after  molding  is  accomplished  either  on 
a  hot  floor,  heated  by  steam,  or  in  tunnels  heated  by  hot  air 
from  the  kilns.  Drying  on  the  floor  is  naturally  the  slower  of 
the  two  methods,  4  to  6  days  being  required  for  9-in.  brick  and 
proportionally  longer  for  larger  shapes,  while  drying  in  tunnels 
may  be  accomplished  in  18  to  24  hours.  It  is  important  that 
drying  shall  be  done  carefully  and  thoroughly,  for  unless  the 
material  is  bone  dry  when  placed  in  the  kilns,  fire  cracks  are  apt 
to  result.     (Fig.  5.) 

The  dried  brick  are  set  in  kilns,  which  are  usually  of  the 
down-draft  type  ranging  in  capacity  from  50,000  to  150,000 
bricks.  It  is  important  in  setting  that  the  bricks  shall  be  true 
to  shape  in  order  that  they  have  a  proper  bearing  and  stack 


Fig.  5. — Characteristic  Fire  Cracks. 

well.  Green  bricks  wiU  not  sustain  a  load  of  much  more  than 
100  lb.  per  sq.  in.,  hence  care  should  be  taken  not  to  overload 
them.  Shapes  should  not  be  placed  near  fire  boxes  nor  bear 
much  weight.     They  are  frequently  boxed  in. 

Complete  burning  requires  from  10  to  15  days,  with  a 
gradual  increase  in  temperature  until  at  least  cone  16  is  attained 
(1450°  C).  The  final  temperature  must  be  held  a  sufficient 
length  of  time  to  thoroughly  and  uniformly  heat  the  entire 
kiln,  which  may  require  anywhere  from  1  to  3  days,  depending 
on  the  size  of  the  kiln. 

The  cooling  usually  requires  about  5  days  and  is  accom- 
plished by  gradually  opening  the  fire  holes  and  doors  until  the 
bricks  are  cool,  when  they  are  removed  and  placed  directly  on 
cars  or  in  the  stock  house. 
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Tests  of  Silica  Brick. 

With  a  view  to  studying  the  effect  of  degree  of  fineness  of 
material  and  pressure,  an  experimental  series  of  silica  brick  was 
made  with  these  two  factors  as  the  only  variables.  A  good 
quality  of  Pennsylvania  ganister  was  selected  and  ground  dry  in 
three  lots  to  pass  a  12,  8,  and  4-mesh  screen  respectively.  To 
the  ground  material  was  then  added  the  water  and  lime  so  as  to 
give  9  per  cent  of  moisture  and  2  per  cent  of  lime.  From  each 
of  the  above  meshes  standard  9-in.  bricks  were  made  on  a  small 
hydraulic  press  at  eight  different  pressures  varying  from  187  to 
2500  lb.  per  sq.  in.    The  bricks  were  dried,  burned,  and  cooled, 


Table  I. — ^Tests  of  Silica  Brick,  Arranged  According  to 
Pressures. 


Bricks  were  made. 
Ibb  per  sq.  in. 

Gravity. 

Impact 

ID. 

Percentage 
Spalled. 

SlagPenetratbn. 
aq.  m. 

Expanoon. 

Open- 
hearth 
Slag. 

Heating- 

Furnaee 

Slag. 

tin.  in.  per  ri 

187 

1.50 
1  58 

47 

4ft 

45.5 
48.8 
58.2 
51.4 
47.9 
48.6 
44.8 
42.0 

8.48 
8.68 
3.63 
8.70 
8.66 
8.82 
8.64 
8.72 

2.28 
2.42 
2.41 
2.42 
2.50 
2.50 
2.45 
2.50 

0  155 

500 

0.155 

750 

].5fl                00 
1.03                65 
1.06                68 
1.66                A<> 

0  158 

1000 

0  160 

1250 

0  155 

1500 

0  160 

8000 

2500 

1.67 
1.68 

67 
71 

0.150 
0.160 

following  regular  silica-brick  practice,  and  were  then  subjected 
to  certain  physical  tests  to  determine  density,  resistance  to 
impact,  resistance  to  spall,  resistance  to  corrosive  action  of  slag, 
and  expansion  due  to  heating.  The  methods  used  are  described 
in  detail  in  the  Appendix.  A  siunmary  of  the  results  is  given  in 
Table  I,  in  which  the  results  of  the  three  meshes  are  averaged 
according  to  pressure. 

Table  II  shows  the  results  of  the  various  pressures  averaged 
according  to  mesh. 

Table  I  indicates  that  little  is  gained  by  increasing  the 
pressure.     Table  II,  however,  shows  the  importance  of  the 
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selection  of  mesh.  It  will  be  observed  that  the  strength  as 
indicated  by  the  impact  test  is  greatest  with  the  fine-ground 
material,  while  the  percentage  loss  by  spalling  increases  with 
fineness  of  mesh.  Two  very  important  properties  in  first-class 
silica  brick  are  the  mechanical  strength  and  resistance  to  spall- 
ing; hence  from  the  data  we  must  select  a  mesh  at  the  eacpense 
of  one  of  these  properties.    More  is  gained  by  the  coarse  mesh^ 

Table  II. — ^Tests  of  Silica  Brice»  Arranged  According  to  Mesh. 


M«dL 

GnvHy. 

Jn^ 

''ssJr 

■q.iiL 

Slag. 

4 

1.06 
1.62 
1.58 

67 
68 
64 

80.4 
47.6 
68.2 

8.02 
3.67 
8.44 

8.6S 
2.89 
2.28 

0.156 

8 

0.160 

12 

0.160 

hence  we  advocate  for  silica  brick  a  coarse-ground  material. 
(Fig.  6.) 

Table  III  gives  the  individual  losses  by  spalling  for  each 
pressure  and  mesh. 

The  average  spalling  loss  for  hand-made  silica  brick  is  about 

Table  III. — Losses  by  Spalling,  Expressed  as  Percentage. 


PlrcflBure  nnder  vdiich  Brioki  were  made,  lb.  per  sq.  in. 

MedL 

187 

600 

750 

1000 

1250 

1500 

2000 

2600 

4 

8 

12 

21.0 
51.6 
62.0 

84.0 
45.0 
64.0 

37.0 
62.6 
50.2 

88.7 
51.0 
64.4 

81.4 
48.3 
60.1 

80.4 
84.8 
65.8 

10.1 
88.8 
67.0 

20.1 
4S.S 

68.6 

30  per  cent.  From  Table  III  it  will  be  noted  that  power-pressed 
silica  brick  were  made  with  the  same  spalling  loss  from  4-mesh 
material  pressed  at  1500  lb.  per  sq.  in.  These  bricks  were  true 
to  shape,  sharp-cornered,  dense  and  had  smooth,  marble-like 
surfaces.  Molding  defects  such  as  soft  comers,  sponginess, 
improper  slicking,  and  lack  of  cohesion  were  all  eliminated.  The 
prospect  of  the  adoption  of  power  pressing  as  a  step  towards 
better  and  more  uniform  silica  brick  was  clearly  brought  out 
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by  this  series  of  tests.  The  idea'of  power  pressing  is  not  entirely 
new,  yet  little  has-been  done  in  a  commercial  way.  One  of  the 
large  concerns  is  now  manufacturing  brick  this  way  on  a  com- 


FiG.  6. — Spoiling  Test  on  Experimental  Series.  Note  Bricks  in 
Illiastration  are  Averaged  with  Pressure  Increasing  from  Left  to 
Right  and  Mesh  Increasing  from  Front  to  Back.  (Tables  I  and 
II  are  arranged  in  corresponding  order.) 

mercial  basis.     The  average  spalling  loss  of  these  bricks  is  25 
per  cent.    (Fig.  7.) 

In  actual  service,  although  well  guarded  as  far  as  practice 
and  construction  will  permit,  silica  brick  fail  from  three  primary 


Fig.  7. — Comparison  of  Hand-Made  and  Commercial 
Power-Made  Bricks.     Note  Joints. 

causes:  spalling,  crushing,  and  slagging.  These  cannot  be 
entirely  eliminated,  but  by  a  deeper  study  of  the  manufacturing 
of  bridL  they  can  be  reduced  to  a  Tnim'mnm      An  ideal  brick 
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must  be  well  molded,  true  to  shape,  thoroughly  bonded,  and  of 
good  mechanical  strength.     (Fig.  8.) 

A  visual  inspection  of  almost  any  shipment  will  show  at 
least  20  per  cent  of  defective  brick.  Six  shipments  of  brick  of 
diflferent  brands  brought  out  the  fact  that  60  per  cent  of  the 
defects  were  due  to  molding,  30  per  cent  to  fire  cracks,  and  10  per 
cent  to  improper  setting  and  irregular  shapes.  These  defects 
can  be  largely  overcome  in  the  present  method  of  manufacture 


Fig.  8. — Characteristic  Crushing  Tests. 

by  careful  inspection  and  rejection  of  the  improperly  made 
bricks  at  certain  points  in  the  manufacture. 

The  ganister  must  be  carefully  selected,  and  sorted;  all 
rock  that  is  soft  or  which  carries  considerable  iron,  clay,  sand- 
stone, or  other  foreign  matter  should  be  rejected.  (Fig.  9.) 
The  ganister  selected  should  be  ground  to  just  pass  a  4-mesh 
screen,  care  being  taken  to  avoid  an  excessive  amount  of  finely 
ground  material.  To  insure  uniformity,  frequent  sieve  tests  of 
the  mud  should  be  made.  To  secure  a  sufficient  bond,  1.75  to 
2  per  cent  of  Ume  should  be  used.  In  order  to  avoid  irregular 
shapes  and  molding  defects,  9  to  1 1  per  cent  of  water  should  be 


Digitized  by  VjOOQIC 


Nesbitt  and  Bell  on  Silica  Brick.  477 

used  for  hand-made  bricks  and  the  material  should  be  pounded 
into  the  mold.  The  bricks  should  be  thoroughly  dried  so  as  to 
avoid  fire  cracks  when  placed  in  the  kiln.  Great  care  should  be 
used  when  heating,  especially  during  the  first  part  of  the  burn, 
to  prevent  fire  cracking;   this  applies  also  to  die  cooling.    The 


Fig.  9. — Defects  Due  to  Iron  in  Raw  Materials. 

bricks  as  they  are  removed  from  the  kiln  should  be  carefully 
inspected  and  all  bricks  showing  molding  defects,  fire  cracks,  and 
irregular  shapes  should  be  rejected. 

The  consumer  should  be  allowed  to  inspect  the  bricks  before 
they  are  loaded  on  the  car  and  a  place  provided  for  storage  of 
such  brick  as  he  may  desire  to  test. 
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Impact  Test.  • 

Construction  ofAppiratus. — ^The  machine  for  determining  the 
resistance  to  impact  consists  of  two  vertical  uprights  15  ft.  high, 
supporting  two  vertical  and  parallel  ij-in.  angle  irons.  The 
angle  irons  are  placed  so  that  their  enclosed  angles  face  each 
other  and  are  braced  3f  in.  apart  measured  from  the  inside  of 
the  angles,  so  as  to  allow  a  ball  2J  in.  in  diameter  to  fall  freely 
between  them,  the  sidewise  movement  of  the  ball  not  to  exceed 
}  in.  These  angle  irons  are  adjusted  so  that  bricks  of  different 
heights  may  be  placed  under  them  and  are  marked,  beginning 
at  the  lower  ends,  so  as  to  clearly  designate  successive  heights 
of  2  in.  The  test  specimen  is  placed  directly  below  the  angle 
irons  on  a  steel  block  of  sufficient  size  to  give  a  solid  foundation. 
The  upper  face  of  the  block  is  perfectly  smooth  and  at  right 
angles  to  the  angle  irons.  The  block  is  approximately  6i  by 
15  by  12  in.  and  weighs  332  lb.  The  falling  weight  is  a  steel 
ball  2i  in.  in  diameter,  weighing  2.34  lb. 

Operation  of  Test. — The  brick  to  be  tested  is  first  carefully 
inspected  and,  if  necessary,  ground  on  a  carborundum  wheel  so 
that  it  sets  firmly  on  one  of  its  ends.  On  the  other  end  of  the 
brick  the  diagonals  are  then  drawn  to  locate  the  center.  The 
brick  is  placed  in  a  cold  furnace  and  heated  at  a  uniform  rate 
from  atmospheric  temperature  to  1350°  C.  (The  heating  as  a 
convenience  is  done  over  night,  at  a  uniform  rate  not  to  exceed 
260°  C.  per  hour.  The  total  time  of  heating  should  in  no  case 
be  less  than  6  hours.)  The  final  temperature  of  1350°  C.  is 
maintained  for  not  less  than  2  hours. 

The  brick  is  then  ready  for  the  test  and  is  placed  on  the 
steel  block,  so  that  the  ball  between  the  angle  irons  touches  the 
brick  at  its  marked  center.  Iron  blocks  are  placed  around  the 
brick  until  they  are  nearly  level  with  the  top  of  it,  to  prevent 
sidewise  movement,  but  the  brick  is  not  wedged.  The  ball  is 
then  dropped  from  a  pair  of  tongs  on  the  end  of  the  brick  at 
successively  increasing  heights  of  2  in.  until  the  brick  fractures. 
Any  fracture  radiating  1  in.  or  more  from  the  point  of  contact 
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of  the  ball  is  considered  a  fracture,  and  the  distance  in  inches 
of  the  last  drop  is  the  result  of  the  test. 

Crushing  Test. 

The  apparatus  may  be  any  of  the  standard  testing  machines 
such  as  the  Olsen,  Reihl6,  or  others. 

Operation  of  Test, — ^The  brick  to  be  tested  is  first  carefully 
inspected  and,  if  necessary,  ground  on  a  carborundimi  wheel 
so  that  both  ends  are  parallel.  The  brick  is  then  measured, 
placed  in  a  cold  furnace  and  heated  at  a  uniform  rate  from 
atmospheric  temperature  to  1350°  C.  (The  heating  as  a  con- 
venience is  done  over  night  at  a  uniform  rate,  not  exceeding 
260°  C.  per  hour.  The  total  time  of  heating  should  in  no  case 
be  less  than  6  hours.)  The  final  temperature  of  1350°  C.  is 
maintained  for  not  less  than  2  hours.  The  brick  is  then  quickly 
removed  from  the  furnace  and  placed  on  end  in  position  on  the 
testing  machine.  To  insure  good  bearing  a  thin  piece  of 
asbestos  board  is  placed  above  and  below  the  brick.  The 
machine  is  started  and  operated  until  the  brick  is  crushed* 
The  crushing  strength  is  recorded  in  pounds  per  square  inch, 

Spalling  Test. 
Operation  of  Test. — ^Preparatory  to  the  test  the  furnace  is 
heated  to  540°  C.  and  held  at  this  temperature  for  about  one 
hour.  The  bricks  to  be  tested  are  dried  at  100°  C,  weighed,  and 
then  placed  in  the  doorway  of  the  furnace,  their  ends  flush  with 
the  inside  of  the  wall.  In  case  a  sufficient  number  of  bricks  are 
not  being  tested  to  entirely  fill  the  doorway,  the  remainder  of 
the  space  is  filled  in  with  other  bricks  to  insure  heating  the  ends 
only.  The  bricks  are  then  heated  for  one  hour  and  plunged 
sqparately  into  2  gallons  of  water  at  20°  C.  to  a  depth  of  4  in. 
and  held  there  for  10  seconds.  They  are  then  removed  and 
allowed  to  dry  for  3  minutes  in  air.  The  bricks  are  then  placed 
in  the  doorway  of  the  furnace  as  before  and  the  operation 
repeated  for  a  total  number  of  ten  times.  They  are  then  dried 
at  100°  C.  for  at  least  5  hoiU3  and  all  particles  which  can  be 
easily  broken  off  with  the  fingers  are  removed.  The  bricks  are 
then  weighed  and  the  percentage  of  loss  calculated  to  the 
original  weight 
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Slagging  Test. 

Operation  of  Test. — In  preparing  the  sample  for  the  slagging 
test,  the  9  by  4j-in.  unbranded  side  of  the  brick  is  bisected  by  a 
line  across  the  narrow  dimension  and  diagonals  drawn  on  each 
half.  At  each  intersection  of  the  diagonals  a  circular  cavity  is 
drilled  2^  in.  in  diameter  and  }  in.  deep  at  the  sides.  The 
drills  are  ^  in.  thick  and  2^  in.  wide,  measured  diagonally 
across  opposite  corners,  while  the  point  of  the  drill  includes  an 
angle  of  150  deg.  A  template  is  made  of  A-in.  sheet  steel  to 
insure  having  all  drills  properly  ground.  To  insure  a  standard 
depth  of  cavity,  two  inverted  U-shaped  pieces  of  metal  are 
clamped  to  each  drill  when  in  use  and  adjusted  so  that  the  drill 
cannot  enter  the  hole  more  than  i  in.,  measured  on  the  side  of 
the  drill.  The  cross-section  of  the  cavity  passing  through  the 
deepest  point  has  an  area  of  1.7  sq.  in.,  and  is  checked  up  for 
size  and  depth  by  a  template.  The  pressiure  used  in  drilling 
must  not  be  so  severe  as  to  partially  crack  the  brick. 

After  the  cavities  have  been  drilled  and  cleaned  of  loose 
material  the  bricks  are  placed  level  in  a  cold  furnace  and  heated 
as  in  the  impact  test.  When  1350°  C.  is  reached  35  g.  of  stand- 
ard open-hearth  slag  are  placed,  by  means  of  a  long  rod  with  a 
spoon-shaped  end,  in  one  cavity,  and  35  g.  of  standard  heating- 
furnace  slag  in  the  other  cavity.  The  slags  used  shall  have 
approximately  the  following  analysis; 

Bllq,  Bulq. 

Silica  (SiOi),  per  cent 18.4  35.0 

Iron  (Fe),  per  cent 14.5  44.0 

Manganese  (Mn),  per  cent 5.1  0.5 

Alumina  (A1|0i),  per  cent 3.8  6.0 

Lime  (CaO),  per  cent 44. 1  1.5 

Magnesia  (MgO),  per  cent 6.3  0.5 

Sulfur  (S),  per  cent 0.4              

The  fineness  of  the  slag  is  such  as  to  pass  a  40-mesh  sieve. 
The  bricks  are  kept  at  a  temperature  of  1350*^  C.  for  2  hours 
after  the  slag  is  added,  at  the  end  of  which  time  the  furnace  is 
allowed  to  cool,  the  bricks  being  left  in  the  furnace.  The  bricks 
when  cold  are  sawed  lengthwise  at  a  right  angle  to  the  unbranded 
side,  so  that  one  side  of  the  cutting  wheel  passes  through  the 
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center  of  the  drilled  cavity,  and  this  area  of  slag  penetration^ 
together  with  the  cavity  is  measured  with  a  planimeter.  The 
area  of  the  original  cavity  is  subtracted,  giving  the  result  in 
square  inches  of  slag  penetration.  The  wheel  used  for  sawing 
the  brick  is  a  carborundum  wheel  12  in.  in  diameter,  J  in.  thick, 
Ij-in.  center  hole,  grit  16,  bond  NCH. 


Fig.  10. — ^Axes  along  which  Measurements  are  Made  in  Detennining  the 
Size  of  a  Brick. 


Expansion. 

Construction  of  Apparatus. — ^The  machine  used  for  the  meas- 
urement of  expansion  consists  of  a  micrometer  mounted  on  a 
steel  post,  which  in  turn  is  mounted  on  a  steel  plate  24  by  6 
by  i  in.  To  the  stem  of  the  micrometer  is  fastened  a  steel 
disk  1  in.  in  diameter  and  J  in.  thick.  In  line  with  the  micrometer 
is  a  second  steel  post  on  which  is  mounted  a  i-in.  sliding  steel 
rod  with  a  similar  circular  disk,  as  with  the  micrometer.  The 
rod  can  be  adjusted  so  as  to  determine  measurements  up  to 
14  in.  To  insure  the  proper  setting  of  this  rod,  standard  bars 
3,  5,  9,  11,  and  13  in.  long  are  used. 
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OperaHan  of  Test. — ^In  preparing  the  brick  for  the  test  its 
ends  are  ground  so  as  to  be  parallel  to  each  other  at  right  angles 
to  the  sides.  The  length  is  then  measured  cold.  The  brick 
is  then  placed  as  in  the  impact  test,  removed  from  the  furnace 
and  measured  hot.  Removing  from  the  furnace  and  measuring 
usually  requires  about  30  seconds.  The  results  are  calculated 
to  inches  per  linear  foot. 

Size. 

OperaHan  af  Test. — The  size  is  determined  by  the  use  of  the 
micrometer  described  imder  expansion.  All  measurements  are 
made  while  the  brick  is  at  atmospheric  temperature.  Small 
particles  of  sand,  or  other  foreign  matter  adhering  to  the  brick 
are  removed  before  measuring.  The  locations  for  taking  the 
measurements  are  shown  in  Fig.  10. 
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DISCUSSION. 


Mr.  J.  S.  Unger  (presented  in  written  form  and  read  by  the  Mr.  Unger. 
author). — Any  information  regarding  bricks  is  of  interest  to 
both  the  producer  and  consumer  in  these  days  of  high-price 
bricks  and  a  brick  shortage.  As  the  paper  just  read  deals  with 
suggested  improvements  in  silica  bricks,  I  have  some  suggestions 
to  make  for  the  manufacturer  and  user  of  bricks.  Silica  bricks 
have  replaced  lire-tricks  in  irany  industries,  and  their  field  is 
constantly  growing.  Where  it  was  formerly  believed  to  be 
impossille  to  use  any  other  than  fire-bricks,  as  in  a  lime  kiln,  • 
or  coke  oven,  silica  bricks  have  partially  or  wholly  supplanted 
them  with  a  pronounced  improvement  in  service.  The  brick 
maker  has  made  very  little  study  of  the  use  and  effect  of  raw 
and  calcined  ganister.  In  most  cases,  he  does  not  know  how 
much  water  is  added  to  the  pug.  It  is  rarely  determined  and 
still  less  is  known  of  its  effect.  The  fineness  of  grind  is  deter- 
mined approximately  only.  Regular  sieve  tests  are  not  made. 
Proper  adjustment  of  the  coarse  and  fine  particles  is  not  studied. 
Comparative  tests  of  dry-pressed  and  hand-made  bricks  are 
rarely  made  nor  have  the  several  methods  been  carefully  com- 
pared to  show  their  influence  in  producing  bricks  true  to  shape, 
size  and  freer  from  warping,  bad  molding,  slicking  or  other 
defects. 

I  do  not  wish  to  do  any  one  an  injustice,  tut  there  is  a 
tendency  to  let  the  other  fellow  do  the  experimenting.  The 
consumer  does  not  make  comparative  tests  by  trying  out  a  new 
brand  of  bricks  with  one  with  which  he  is  familiar,  in  the  same 
furnace  and  at  the  same  time.  He  tries  out  different  bricks  in 
different  furnaces,  at  different  locations  and  times,  but  does  not 
obtain  information  of  value.  He  has  his  ideas  of  what  he  thinks 
constitutes  a  good  brick,  but  he  rarely  proves  them.  One  man 
wants  a  soft  brick,  another  for  the  same  purpose  a  medium  burn, 
and  a  third  a  hard  burn.  A  user  may  build  a  furnace  roof  of 
large  bricks  arched  in  one  direction,  at  another  time  a  dome- 
shaped  roof  of  smaller  bricks  for  the  same  furnace,  and  judge 
the  brick  quality  from  the  difference  in  the  life  obtained. 
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Mr.  Unger.  Silica  bricks,  in  fact  any  brick,  may  be  injured  by  heating 

up  a  new  furnace  too  quickly.  Mortars  and  cements  of  inferior 
quality  may  ruin  good  bricks.  Some  believe  a  mortar  should 
vitrify  or  partially  fuse  to  make  a  good  joint,  forgetting  that  its 
bonding  power  after  becoming  cold  is  not  a  criterion  of  what  it 
may  be  when  hot  or  in  actual  service.  If  it  softens  or  fuses  in 
service,  the  weight  of  the  superimposed  brick  work  will  squeeze 
it  out  of  the  joint  and  throw  strains  in  the  brick  work  which 
may  ruin  it.  I  have  seen  good  bricks  ruined  in  this  way.  The 
ideal  mortar  should  have  the  same  qualities  as  the  bricks  it 
binds  together. 

A  marked  improvement  in  brick  manufacture  can  be  made 
by  the  adoption  of  standard  shaped  brick.  The  Refractories 
Manufacturers'  Association  began  this  work  four  years  ago  and 
their  efforts  to  date  have  been  very  encouraging.  An  engineer 
may  design  a  brick  of  intricate  shape  without  consulting  the 
maker  whether  it  can  be  successfully  made.  Different  engineers 
will  design  different  shapes  for  one  and  the  same  purpose.  The 
common  feather  edge,  side  and  end  skews,  neck  brick  and  the 
split  are  old  ceramic  crimes.  Intricate  shapes  for  fireboxes, 
by-product  coke  ovens,  boiler  settings,  etc.,  with  knife  edges, 
tongues  and  grooves,  pockets,  holes  and  of  small  cross-section 
at  one  point  and  large  cross-section  at  another,  are  examples  of 
bad  design.  The  intricate  expensive  mold,  the  retarded  pro- 
duction, the  excessive  breakage  in  manufacture  and  the  slow 
delivery  mean  a  high  extra  cost  which  is  borne  by  the  consumer. 
In  many  cases  such  shapes  could  be  made  of  better  quality  and 
lower  cost  if  made  in  two  or  three  pieces.  There  is  a  belief 
that  it  is  cheaper  to  use  a  shape  than  cut  a  brick.  This  is  not 
always  true,  especially  if  but  few  bricks  are  needed.  This  is  a 
problem  for  the  chief  brickmason  and  the  maker  to  decide. 
Simplicity  in  design,  quality  of  production  and  cost  should 
decide  the  question  of  shape  brick. 

The  laboratory  testing  of  bricks  must  be  studied  from 
different  angles  to  be  of  value.  Any  test  proposed  must  have  a 
practical  value.  A  test  should  imitate  service  conditions  or 
show  a  relation  between  the  laboratory  and  the  practical  results. 
A  test  which  requires  considerable  time  to  complete  is  of  little 
value,  as  the  bricks  during  a  period  of  brick  shortage  will  be  in 
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actual  service  before  the  test  is  completed.  A  brick  must  Mr.  Unger. 
possess  other  than  heat-resisting  qualities.  No  general  tests 
can  be  prescribed,  as  the  tests  should  vary  as  the  requirements 
of  service  change.  Chemical  composition  is  not  as  important  as 
some  believe.  Two  bricks  may  be  alike  in  composition  but  quite 
different  in  physical  properties.  Some  tests  are  of  greater 
importance  than  others.  In  a  silica  brick,  for  instance,  the 
spalling  loss  and  crushing  strength  are  probably  of  the  greatest 
value  to  determine  the  quality.  These  two  tests  will  show  up 
the  bricks  with  defective  interiors  caused  by  internal  cracks, 
fissures  or  laminations.  Careful  visual  inspection  will  largely 
eliminate  defective  bricks.  A  good  cook  will  taste  the  food 
during  its  preparation.  Can  the  brick  maker  not  adopt  this  old 
rule  by  removing  a  brick  from  the  kiln,  from  time  to  time  during 
the  burning,  and  from  its  examination  determine  whether  the 
temperature  should  be  raised  or  lowered  or  the  time  lengthened 
or  shortened  to  produce  the  best  brick?  The  maker  can  do  a 
great  deal  without  special  equipment  by  making  tests  in  his 
kilns  imitating  the  service  conditions  of  the  bricks  to  determine 
what  is  the  principal  cause  of  their  failure.  The  consiuner  can 
aid  by  good  workmanship,  good  design,  better  operating  condi- 
tions, careful  comparative  tests  and  a  study  of  the  causes  for 
brick  failures  with  applied  remedies  for  their  prevention. 

Much  has  been  done  in  the  last  ten  years,  but  it  is  not 
enough.  Bricks  must  follow  the  same  general  law  of  other 
manufactured  products.  They  must  be  of  better  quality  than 
formerly;  they  must  be  used,  not  abused;  and  the  cost  must- 
come  down. 

Mr.  Thomas  Nolan. — I  should  like  to  ask  if  these  bricks  Mr.  Nolan, 
have  ever  been  used  for  outside  work  in  building  operations. 
The  objections  to  them  are  the  difficulties  encountered  in  obtain- 
ing various  surface  colors  and  textures,  and  their  lack  of  durabil- 
ity when  exposed  to  the  weather;  but  they  certainly  must  be 
quite  free  from  those  elements  which  are  liable  to  cause  what 
is  called  "efflorescence"  on  brick  surfaces.  My  understanding 
is  that  most  if  not  all  silica  bricks  are  entirely  free  from 
magnesia.    Am  I  right  in  this? 

Mr.  Unger. — Silica  brick  could  not  be  used  for  building  Mr.  Unger. 
purposes,  owing  to  the  fact  that  they  do  not  weather  very  well. 
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Mr.  Unger.  They  are  very  porous,  as  porous  almost  as  a  piece  of  lump 
sugar;  they  weather  quickly  and  shatter.  As  far  as  efflorescence 
is  concerned,  I  should  say  that  a  portion  of  the  efflorescence  might 
be  dissolved  by  the  rain  and  removed.  As  far  as  the  magnesia 
content  is  concerned,  there  is  practically  none  in  the  silica  brick. 

Mr.  stona.  Mr.  G.  C.  Stone. — I  have  listened  with  much  interest  to 

Messrs.  Nesbitt  and  BelPs  paper  and  Mr.  Unger's  discussion  of  it. 
The  paper  describes  some  very  interesting  experiments  and  is  a 
long  step  in  the  direction  of  the  production  of  better  refractories. 
I  was  particularly  interested  in  the  experiment  with  different 
sized  materials,  the  results  of  which  are  given  in  Tables  II  and  III. 
I  do  not  think  that  in  this  regard  the  test  went  as  far  as  is  desir- 
able. Our  own  experience  is  that  it  is  not  simply  the  maximum 
size  of  the  material  but  the  relative  amoimts  of  the  different 
sizes  that  count.  We  have  foimd  that  the  denser  brick  is  the 
better  for  our  purpose;  and  that  the  tensile  strength  is  a  fair 
measure  of  the  density.  In  testing  days  and  grog,  we  make 
briquettes  and  determine  their  strength  after  drying  and  burn- 
ing under  definite  conditions.  The  grog  rarely  contains  the 
best  proportions  of  the  different  sizes  to  give  the  maximum  den- 
sity, and  our  experiments  show  that  by  regrading  the  material 
the  tensile  strength  can  be  greatly  improved.  In  one  case  the 
screen  analyses  was: 

As  Rbcbivbo.  Rbctifibd, 

Sum  Mbsh.  pbr  cent.  pbr  csmt. 

10-16 33.5  24.2 

16-25 18.1  14.0 

25-40 :...  17.9  16.5 

40-60 10.8  10.2 

60-100. 8.4  10.3 

100 11.3  24.8 

The  column  "As  received"  gives  the  screen  analysis  of  the 
material  as  produced  by  crushing.  The  column  "Rectified" 
gives  the  proportion  of  each  size  that  should  be  present  to  give 
the  minimum  of  voids. 

Tensile  Strengths,  lb.  per  sq.  in. 

As  RacBTVKD.  Rbctifixo. 

Burnt  24  hours  at  1000°  C 270  233  341  301 

Burnt  24  hours  at  1200°  C 284  ...  376 

Clay:  Grog 7:9  6:9  7:9  6:9 
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The  increase  in  strength  varies  from  26  to  32  per  cent.  Me.  stona. 
Such  dose  sizing  is  not  practicable  or  necessary,  as  the 
following  experiment  indicates: 

Size  Mbsb.  As  Rscbivbd.      Rbctxfibd. 

10-16 42 24 

1^25 22l 2^ 

25-30 9  f 

30-50 12J 5^j 

50 15/ 

Nine  parts  of  these  grogs  mixed  with  7  of  day  and  burnt 
at  1100'' C: 

As  Rbcbxvbd.  RjEcrif  ibd. 

Tens.  Str.,        Shrinkage,  Tens.  Str..        Shrinkage, 

lb.  per  sq.  in.       per  cent.  lb.  per  sq.  in.       per  cent. 

243  4.84  371  5.44 

This  corresponds  to  52  per  cent  increase  in  tensile  strength. 
The  increase  in  shrinkage  is  probably  due  to  less  internal  fissures. 
In  Messrs.  Nesbitt  and  Bell's  experiments,  no  screen 
analyses  of  the  material  are  given,  but  we  know  that  the  coarser 
the  material  is  crushed  the  smaller  the  proportion  of  very  fine 
particles  there  are  in  the  resultant  product.  We  also  know  that 
there  is  usually  a  less  proportion  of  fines  than  is  requisite  for 
maximum  density.  When  the  maximum  size  is  smaller,  the 
ratios  of  the  different  sizes  would  therefore  probably  be  better. 
This  is  confirmed  by  the  results  of  their  impact  and  slag  penetra- 
tion tests,  in  both  of  which  respects,  the  finer  material  is  better. 
It  is  also  noticeable  that  the  coarser  material  shows  considerably 
less  spalling  when  made  under  higher  pressure,  while  the  fine 
shows  practically  no  diflference. 

Percentage  of  Spalling. 

PRXSSUSX  UMDBR       PkBSSURB  OVBR 
1000  LB.  1000  LB. 

4  Mesh 33.4  27.5 

8  Mesh 52.8  39.9 

12Mesh 62.6  63.9 

Higher  pressure  would  naturally  produce  a  greater  increase 
in  apparent  density  in  material  containing  a  maximum  of  voids 
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Mr.  stone,  than  in  material  containing  a  minimum.  Spalling  is  not  impor- 
tant in  the  application  of  refractories  with  which  I  am  familiar 
and  I  have  had  no  occasion  to  study  its  causes  and  prevention. 
I  should,  however,  expect  that  the  denser  and  stronger  the  mate- 
rial, the  less  the  spalling  would  be,  and  I  am  therefore  at  a  loss 
to  account  for  the  poor  results  shown  by  the  finer  material, 
which  might  be  expected  to  be  denser  and  stronger. 

The  whole  subject  of  refractories  is  in  a  very  unsatisfactory 
condition,  and  this  I  believe  is  as  much  the  fault  of  the  con- 
sumer as  of  the  producer.  Few  users  know  what  qualities  are 
requisite  and  still  fewer  make  regular  tests.  The  main  criterion 
is  price.  As  long  as  this  is  so,  and  as  long  as  refractories  are 
bought  without  specifications  or  tests,  the  producer  will  make 
what  he  can  make  most  cheaply.  More  than  this — ^if  a  manu- 
facturer ships  a  bad  lot  of  brick  that  is  rejected,  he  can  almost 
always  get  it  accepted  by  a  near  neighbor  of  the  customer  and 
loses  nothing  but  a  trifling  amount  of  freight  while  that  par- 
ticular customer  is  subjected  to  delay  in  deliveries  that  may  be 
wery  serious.  To  avoid  this,  he  often  accepts  material  that  he 
knows  is  unsuitable.  If  the  consumers  will  agree  to  test  all 
brick  and  accept  or  reject  it  on  quality,  so  that  bad  brick  causes 
a  loss  to  the  manufacturer,  we  will  soon  see  an  improvement. 

Our  experience  is  unique,  as  we  make  a  considerable  amount 
of  our  own  refractories  and  buy  much  ^lore.  Like  all  zinc 
smelters,  we  make  our  own  retorts  and  condensers;  but,  unlike 
most,  we  also  make  our  own  furnace  linings  and  have  succeeded 
in  increasing  their  life  200  to  400  per  cent.  Our  experience  is 
that  the  principal  errors  in  making  refractories  are: 

Improper  selection  of  raw  material; 

Improper  preparation  of  material; 

Carelessness  or  ignorance  in  the  preparation  of  the  mix, 
particularly  in  regard  to  the  amount  of  water  used; 

Insufl&cient  mixing  and  pugging; 

Poor  or  careless  molding; 

Too  rapid  or  incomplete  drying; 

Irregular,  often  too  low,  temperature  in  burning. 

I  believe  that  no  one  will  question  that  pressed  brick, 
especially  re-pressed  brick,  are,  in  the  long  run,  superior  to 
hand-made.     Nevertheless,  excellent  hand-made  brick  are  made 
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and  a  large  proportion  of  the  special  shapes  and  unusually  large  Mr.  stone, 
blocks  are,  and  will  be,  hand-made,  as  they  are  not  required  in 
sufficient  quantity  to  justify  the  expense  of  presses. 

I  must  disagree  with  Mr.  Unger  in  regard  to  the  use  of 
shapes.  We  find  that  shapes  give  us  longer  lived  furnaces  and 
can  be  laid  more  cheaply  than  standard  brick.  He  mentioned 
many  shapes  that  he  called  "ceramic  crimes."  The  shapes  are 
not  the  crimes,  but  rather  the  way  in  which  they  are  often  made. 
To  make  them  properly  costs  more,  but  the  saving  in  mason's 
labor  and  longer  life  of  the  furnace  much  more  than  compensates 
for  it. 

The  question  of  the  relative  economy  of  using  shapes  and 
cutting  depends  on  the  conditions  the  brick  has  to  stand  in 
service  and  on  the  possibility  of  getting  first-class  masons.  If 
good  masons  are  available  and  the  furnace  is  not  liable  to  be 
damaged  by  corrosive  slags  or  gases,  cutting  is  probably  cheaper; 
in  all  other  cases  I  have  found  shapes  best.  If  the  life  of  the 
furnace  can  be  materially  prolonged  by  better  brick-work,  it  is 
worth  considerable  extra  first  cost. 

I  believe  the  accompanying  illustrations  will  show  that 
many  of  the  shapes  we  regularly  make  are  difficult.  Several 
come  under  Mr.  Unger's  class  of  ceramic  crimes,  but  we  have 
made  all  in  considerable  quantities  for  many  years  and  find 
their  use  very  advantageous  and  are  able  to  build  structures 
with  them  that  could  not  be  built  with  standard  brick.  All  are 
hand-made  brick,  and  an  examination  of  our  stocks  will  show 
that  they  compare  well  in  accuracy  of  shape,  uniformity,  and 
soundness  with  any  brick  made.  I  agree  with  Mr.  Unger  that 
many  shapes  are  designed  that  are  objectionable.  The  nec- 
essary changes  are  not  always  in  the  direction  of  making  more  and 
simpler  pieces.  For  instance,  the  large  ring  brick  (No.  3)  shown 
in  the  sketch  is  an  example.  As  now  made  it  is  not  especially 
difficult.  If  made  in  several  pieces,  it  is  quite  as  troublesome 
and  much  less  satisfactory.  If  made  in  halves,  it  is  impossible. 
.  The  brick  with  four  holes  (No.  1)  is  probably  the  most 
troublesome  to  mold.     It  is  easily  dried  and  burnt. 

The  long  baker ^s  tile  (No.  10),  on  the  contrary,  is  easy  to 
mold  but  troublesome  to  dry  and  biun. 

The  heavy  block  (No.  5)  is  one  of  the  worst  of  the  lot,  as 
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Mr.  Stone,  several  months  are  required  to  dry  it  properly  so  that  the  sides 
will  be  straight  and  there  will  not  be  an  excessive  loss  in 
burning. 

The  flue  lining  (No.  7)  is  not  difficult  to  make  and  its  use 
reduces  the  cost  of  lining  flues  and  steel  pipes  very  materially. 

The  arch  block  (No.  4)  is  troublesome  to  make  and  we  coiild 
not  find  a  brickmaker  who  would  undertake  it,  so  made  it 
ourselves.  With  it  we  built  an  arch  of  4  ft.  6  in.  span  and 
3|  in.  rise  which  stood  well  in  a  furnace  for  some  years  until  the 
furnace  itself  became  obsolete.  When  it  was  torn  down*  the 
arch  was  in  better  condition  than  the  other  parts  of  the  furnace. 
It  would  have  been  impossible  to  build  this  arch  of  the  ordinary 
shapes. 

A  very  common  error  is  to  suppose  that  the  higher  the 
temperature  a  brick  will  stand,  the  better  it  is  for  all  purposes. 
In  every  case  with  which  I  have  come  in  contact,  a  brick  that  will 
stand  a  couple  of  hundred  degrees  higher  temperature  than  the 
maximum  it  will  be  subjected  to  in  service  has  proved  better 
for  the  purpose  than  a  more  refractory  one. 

I  agree  with  Mr.  Unger  that  there  is  a  strong  tendency  to 
let  the  other  fellow  do  the  experimenting  and  that  much  of  the 
experimenting  is  done  in  a  way  that  does  not  give  conclusive 
results.  Until  we  all  experiment  and  do  it  intelligently,  the 
situation  is  not  likely  to  improve.  The  great  variations  in  the 
conditions  under  which  brick  are  used  make  it  difficult  to  write 
general  specifications.  Each  user  should  develop  his  own  tests 
to  suit  his  own  requirements.  Tests  should  follow  furnace 
conditions  as  closely  as  possible  and  should  not  require  too 
much  tune. 

I  have  already  spoken  of  the  faults  of  the  brickmaker  and 
it  is  only  fair  to  mention  those  of  the  user,  which  are  often  as 
much  the  cause  of  failure  as  the  former: 

Improper  storage — ^brick  should  be  kept  dry  and  not 
allowed  to  get  damp  and  freeze; 

Unsuitable  mortar — it  should  be,  as  Mr.  Unger  says,  of  the 
same  character  as  the  brick; 

Poor  mason  work  is  one  of  the  commonest  causes  of  failure. 
My  old  mason  foreman  would  not  put  a  man  on  fire-brick  work 
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unless  he  could  cut  stone,  saying  "I  want  masons — the  others  Mr.  stone, 
are  only  brick  layers;" 

Poor  furnace  design.  This  is  generally  due  to  the  inexperi- 
ence of  actual  work  of  the  man  who  designed  details.  No  man 
should  design  any  part  of  a  furnace  until  he  has  sat  up  a  good 
many  nights  with  one.  Too  rapid  drying  and  heating  of  a 
furnace  also  frequently  cau^  trouble. 

Mr.  Unger. — I  am  glad  that  Mr.  Stone  has  brought  up  Mr.  Unger. 
the  question  of  the  sizing  of  the  material.  We  have  been  study- 
ing this  in  its  application  to  silica  brick,  and  believe  it  is  one  of 
the  most  important  questions  in  brick  manufacture  to-day. 
One  of  the  sub-committees  of  Committee  C-8  on  Refractories  is 
making  a  special  study  of  this  question. 

Mr.  Nolan. — It  has  just  been  said  that  silica  bricks  have  Mr.  NoUn. 
virtually  replaced  fire-bricks.    If  it  is  a  proper  question,  I  should 
like  to  ask  what  are  the  relative  costs  of  the  two  materials  at 
the  present  time. 

Mr.  Unger. — Just  about  the  same.  Mr.  Unger. 
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OPTICAL  PROPERTIES  AND    THEORY  OF   COLOR 
OF  PIGMENTS  AND  PAINTS. 

By  H.  E.  Merwin. 


SUMN4ARY. 


The  hue,  purity  and  brightness  of  Kght  diffused  by  a  pig- 
ment or  paint  depends  upon  the  refractive  index,  color  absorption, 
size,  shape  and  texture  of  the  pigment  grains,  and  upon  the 
refractive  index,  color,  and  continuity  of  the  vehicle;  and  also 
upon  the  distribution  of  the  grains  in  the  vehicle. 

A  black  pigment  to  be  most  effective  optically  should  have 
(l)  a  refractive  index  equal  to  that  of  the  surrounding  medium, 
and  (2)  grains  1  /^  (or  less)  in  diameter  which  should  be  (3)  just 
barely  opaque  to  all  colors.^  All  the  ordinary  black  pigments 
possess  the  third  characteristic  approximately,  some  of  them  the 
second,  but  only  one  of  them,  bone  black  in  its  various  forms, 
has  approximately  the  best  refractive  index. 

A  white  pigment  should  have  a  high  refractive  index,  should 
be  even  grained,  with  grains  about  0.5  to  1.0  /^  in  diameter. 
Finer  grains  diffuse  blue  light  more  than  red  light  under  certain 
conditions,  for  example,  when  mixed  in  oil  with  black  or  dark 
red  pigments.  Thus  blue  grays  and  purples  result.  Most  white 
pigments  contain  enough  very  fine  grains  to  give  bluish  grays. 
Control  of  size  of  grain  is  important.  It  is  probable  that  the 
refractive  index  of  certain  zinc  oxides  made  by  the  American 
process  can  be  controlled  advantageously. 

Coloring  efficiency  must  be  considered  as  much  from  the 
standpoint  of  the  hue  and  tone  desired  as  of  the  absolute 
"quantity  of  color"  obtained.  Thus,  although  extremely  fine 
division  may  favor  the  last  factor  mentioned,  when  the  pigment 

1  The  term  n  is  the  symbol  for  a  micron  (0.001 -mm.). 
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is  used  in  a  mixture  with  a  strongly  diffusing  pigment,  yet  imder 
other  conditions  size  and  shape  of  grain  and  refractive  index  are 
of  great  importance.  For  example,  Harrison  red  in  grains  of 
one  shape  has  about  10  per  cent  better  diffusing  power  than  in 
grains  of  another  shape.  The  shifting  of  hue,  especially  of 
orange  and  yellow  paints  toward  the  green,  due  to  admixed 
black  is  considered  in  detail.  The  optical  properties  which 
determine  whether  a  pigment  is  best  suited  for  producing  tints 
or  shades  are  discussed. 

Special  methods  of  studying  the  optical  properties  of  pig- 
ments have  been  used,  and  a  considerable  number  of  optical 
constants  determined.  These  properties  can  be  applied  in 
determinative  work  or  to  problems  in  chromatics. 

This  investigation  has  been  conducted  in  the  Geophysical 
Laboratory  of  the  Carnegie  Institution  of  Washington. 
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OPTICAL  PROPERTIES  AND  THEORY  OF  COLOR 
OF  PIGMENTS  AND  PAINTS.^ 

By  H.  E.  Merwin. 

I.    Introduction. 

Color  is  commonly  described  in  terms  of  hue,  purity  and 
brightness,  which  respectively  characterize  color  with  regard  to 
the  position  of  its  equivalent  or  complementary  in  the  spectrum; 
the  amoimt  of  admixed  white  light;  its  brilliancy  compared  with 
a  standard  white.  Another  term  to  designate  a  pure  hue  of 
maximum  brightness  is  desirable.  The  term  "full  color,"  which 
has  been  used  in  an  indefinite  way,  will  be  used  here  in  this 
definite  sense.*  The  brightness  of  a  paint  may  be  decreased  by 
admixture  of  a  black  pigment.  For  present  purposes  the  color 
of  a  pigment  or  paint  is  known  adequately  if  the  percentages  of 
full  color,  white,  and  black  are  given. 

Ridgway's'  color  standards  are  constructed  on  a  theoretical 
basis  similar  to  that  just  outlined.  The  standards  themselves 
are  not  of  theoretical  purity  or  fullness,  but  they  are  excellent 
for  comparative  tests,  and  have  proved  satisfactory  in  the 
experimental  work  later  described.  All  the  direct  comparisons 
of  color  herein  are  based  upon  them. 

II.    General  Optical  Relationships  of  Pigments. 

Under  standard  conditions  of  observation  the  optical 
properties  of  a  painted  surface  depend  upon  the  pigment,  the 
vehicle  and  the  surface  covered.  Here,  surfaces  will  be  con- 
sidered only  incidentally;  vehicles  will  be  considered  in  relation 

1  This  study  was  suggested  by  P.  H.  Walker*  chairman  of  Committee  D-1  of  the  Society, 
who  furnished  the  writer  with  many  of  the  pigments  examined. 

Sec  a  short  paper  by  Wilhelm  Ostwald,  KoUoid  Zeitsckr.,  Vol.  16,  pp.  1-4  (1915). 

•  A  pure  hue,  which  is  equivalent  to  a  single  wave  (+1)  length,  can  be  (produced  by  com- 
bining light  of  a  series  of  wave  ( —  1)  lengths  on  one  side  of  the  equivalent  wave  (—1)  length 
with  another  series  on  the  other  side.  A  full  color  results  when  a  maximum  amount  of  such 
light  is  combined.  Wave  ( +  1 )  lengths  beyond  the  range  of  these  two  series  act  as  comple- 
mentary to  some  of  those  present,  and  thus  introduce  white.  The  lightness  of  some  yellows — 
barium  yellow,  for  example — is  due  in  part  to  the  presence  of  the  complementaries  blue-green 
and  red. 

*  Robert  Ridgway.  "  Color  Standards  and  Color  Nomenclature."  Washington.  D.  C.  1912. 
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to   the  optical  phenomena   of  pigments.      Attention  will  be 
directed  chiefly  to  pigments. 

A  property  common  to  all  pigments  and  painted  surfaces, 
that  of  diffusing  light,  must  be  considered  in  almost  every 
problem  concerning  the  optical  properties  of  paints  and  pig- 
ments. This  property  is  a  complex  result  of  certain  fundamental 
relations  of  properties  of  pigment  grains  and  surrounding  vehicle, 
or  other  medium.  Grains  must  be  considered  with  respect  to 
refractive  index,  color  absorption,^  size,  shape,  and  texture;  dried 
vehicles  with  respect  to  refractive  index,  color  absorption  and 
quality  of  surface.  The  amount  of  light  reflected  from  a  unit 
area  of  surface  of  a  grain  or  of  a  paint  vehicle  increases  with  the 
refractive  index  and  absorbing  power.  The  effective  reflecting 
surface  of  a  given  volume  of  pigment  increases  with  the  fineness 
of  grain  until  the  grains  become  too  small  to  act  as  regular 
reflectors,  that  is,  when  their  diameter  is  about  the  length  of  a 
wave  of  light  in  the  medium  containing  the  pigment.  Smaller 
grains  scatter  light,  but  scattering  is  not  as  efficielit  as  reflection. 
(See  Section  X.) 

III.    Optical  Relations  of  Vehicle  to  Pigment. 

Dried  oil,  varnish  and  albimien  have  refractive  indices  of 
about  1.5,  and  smooth  surfaces  reflect  about  4  per  cent  of  the 
light  which  falls  perpendicularly  upon  them.  Minutely  rough, 
"flat"  surfaces  produced  by  drying  would  reflect  about  the 
same  amount,  even  if  the  effects  of  the  enclosed  pigment  and 
underlying  surface  were  eliminated.  Thus,  the  "blackness" 
of  a  black  paint  is  limited  by  the  reflecting  power  of  the  vehicle. 
Pigment  grains  surrounded  by  a  vehicle  reflect  less  than  in  air,^ 
because  the  ratio  of  refractive  index  of  grain  to  surrounding 
medium  is  less.  The  most  general  consequence  of  this  is  to 
cause  light  which  enters  the  surface  of  a  film  of  paint  to  traverse 
more  pigment  grains  before  it  returns  through  the  surface,  than 
it  would  traverse  if  the  pigment  grains  were  surrounded  by  air. 

*  The  purpose  of  the  following  sections  is  to  indicate  essentially  the  significance  of  certain 
other  factori  than  color  absorption  which  enter  into  the  problems  of  color  of  paints.  Rood 
("Modem  Chromatics")  devised  several  experiments  to  show  effects  of  some  of  these  factors, 
but  some  of  his  interpretations  need  revision.  Color  is  discussed  from  many  view-points, 
and  lists  of  reference  are  included  in  "Color  and  its  Applicalions,"  by  M.  Luckiesh.  1915. 

'  There  are  possible  exceptions  in  the  case  of  pigments  with  metallic  redectloOi 
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Thus,  more  light  may  be  absorbed  and  the  paint  appear  darker 
than  the  dry  pigment.  (See  Sections  IV  and  XV.)  The  wave- 
length of  a  given  color  of  light  is  less  in  paint  vehicles  than  in 
air.  Thus,  grains  of  a  given  size  scatter  light  differently  in 
these  different  media.  (See  Section  X.)  The  use  of  colored 
vehicles  and  glazing  colors  is  discussed  later. 

rV.    Reflection,  and  Primary  and  Secondary 
Diffusion  of  Light  by  Pigments. 

Light  striking  a  pigment  grain  is  partly  reflected  or  scattered 
without  traversing  the  grain,  is  partly  absorbed  and  partly 
transmitted  to  the  far  side  of  the  grain  where  some  emerges 
and  some  is  reflected  within  the  grain.  Several  grains  in  succes- 
sion may  take  part  in  turning  back  into  the  air  what  is  left  of 
light  which  had  penetrated  a  mass  of  paint  or  pigment.  Light 
which  has  been  returned  into  the  air  without  traversing  any 
pigment  grains  will  be  called  primarily  diffused  light;  light 
which  has  traversed  grains  before  being  returned  will  be  called 
secondarily  diffused  light.  From  pigments  with  metallic 
luster — opaque  pigments  such  as  aluminum,  gilt,  bronze  and 
graphite — flight  is  primarily  diffused;  from  ordinary  transparent 
pigments  light  is  diffused  in  both  ways,  but  in  greater  part 
secondarily. 

V.    Color  Absorption  and  Size  of  Grain. 

An  adequate  discussion  of  the  colors  of  pigments  must  be 
based  upon  knowledge  of  the  color  absorption  of  single  pigment 
grains.  Most  pigments,  except  lakes,  consist  of  minute  crystals. 
Variation  of  color  with  direction  in  crystals  is  common  (pleo- 
chroism).  Therefore,  the  shape  of  crystals  may  determine  their 
value  as  constituents  of  a  pigment.  For  example,  one  factor 
in  the  variation  in  color  of  red  leads  is  the  shape  of  the  crystals 
with  respect  to  their  color  axes.  Also,  "permanent"  violet 
would  have  much  more  coloring  power  if  its  crystals  were 
flattened  in  a  different  direction. 

The  boundary  in  the  spectrum  between  wave-lengths  (spec- 
tral hues)  that  are  strongly  absorbed,  and  those  that  are  freely 
transmitted  by  a  pigment  substance,  is  always  so  wide  that 
small  grains  transmit  considerable  light  that  would  be  absorbed 
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by  large  grains.^  A  pigment  consisting  of  ismall  grains  tends 
to  be  brighter  ajud  have  a  hue  represented  by  a  wave-length 
nearer  an  absorption  band,  than  a  pigment  consisting  of  large 
grains.*    (Fig.  7.) 

Two  extreme  types  of  light  transmission  deserve  considera- 
tion. In  one,  large  grains  are  highly  transparent  to  hues  which 
characterize  their  color;  in  the  other,  even  the  characteristic 
hues  are  lar^^ely  ah  sorted  by  small  [grains.  Examples  of  the 
first  are  chrome  yellows,  red  lead,  cobalt  blue  and  emerald  green; 
of  the  second,  ferric  oxide  and  chromic  oxide. 

Coloring  power  increases  as  size  of  grain  decreases,  but 
at  very  different  rates  for  different  substances.'  The  rate 
for  a  given  substance  depends  upon  the  method  of  diffusing 
the  color  and  upon  the  extent  of  dilution  of  the  color.  Diffusion 
may  be  brought  about  by  the  surface  over  which  the  paint  is 
spread  (glazing  colors),  or  by  admixed  grains  having  diffusing 
power,  or  by  the  pigment  grains  themselves.  Maximum  coloring 
power  cannot  be  expected  if  single  grains — or  two  superposed 
grains  in  case  of  intermediate  hues  of  mixtures — are  more  deeply 
colored  than  the  final  diffused  color  sought.  On  the  other  hand 
there  is  little  advantage  in  having  grains  much  finer  than  this 
unless  the  diffusing  power  improves  with  fineness.  From  this 
it  would  appear  that  two  samples  of  the  same  pigment  may 
have  different  coloring  power  when  mixed  with  a  large  excess 
of  white  or  when  used  as  glazing  color,  and  yet  not  be  appreciably 
different  when  used  in  making  nearly  full  colors  or  shades. 

If  the  grain  size  of  a  secondarily  diffusing  colored  pigment 
could  be  gradually  decreased  below  the  optimimi,  the  resulting 
paint  would  become  first  a  turbid  medium  and  then  it  would 
clear  until  it  appeared  like  a  colored  solution.    There  is  no  good 

^  In  cases  where  the  terms  large,  small,  etc.,  have  needed  more  definite  limitation  about 
the  fcUowirp  lirritv  have  Veen  in  rrird:  very  small,  lesi  than  C.8  /*.  En-all.  0.8  to  2  /«;  medium, 
7  to  s  H;  large.  5  to  10  /»:   very  larpe,  frcater  than  IC  K 

'  Most  colored  pigments  do  not  contain  significant  amounts  of  separate  grains  smaller 
than  0.5  m  or  larger  than  10  A  in  mean  diameter.  Prussian  blue  is  often  exceptionally  fine 
grained,  and  emerald  green,  verdigris,  true  cobalt  blue,  some  lakes  and  some  natural  pigments 
are  exceptionally  coarse  grained. 

■  For  a  ^nven  amount  of  piRm.ent  the  amount  of  surface  exposed  to  intercept  light  increases 
inversely  as  the  square  of  the  diameter  of  the  grains,  whereas  the  power  of  a  grain  to  modify 
transmitted  light  in  any  direction  increases  more  slowly  than  the  diameter.  A  crystal  of 
potassium  chromate  or  of  copper  sulfate  1  mm.  in  thickness  has  about  as  much  depth  of  color 
as  one  5  mm.  thick.  Pigments  ot  the  first  type  above  mentioned  are  less  affected  by  changes 
of  grain  than  the  second. 
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evidence  that  marked  changes  in  hue  in  a  particular  direction 
would  take  place  during  the  process.  In  the  latter  condition 
it  would  possess  the  maximum  coloring  power  if  used  as  a  glazing 
color. 

Somewhat  at  the  expense  of  coloring  eflSciency  the  hue  of  a 
paint  can  be  slightly  controlled  by  controlling  the  size  of  grain. 
Grains  of  an  even  size  are  better,  because  larger  grains  absorb 
excessively.  Basic  lead  chromate  in  medium-size  grains  is 
scarlet,  but  in  medium  to  small  grains  it  is  nearly  orange. 
(See  Section  XVII.) 

With  regard  to  the  adaptability  of  colored  pigments  to  the 
making  of  tints  and  shades,  four  classes  of  pigments  may  be 
considered.     (See  Sections  II,  XIII  and  XIV.) 

1.  Colored  grains  are  chiefly  of  such  size  that  if  closely 
packed  in  a  single  layer  they  would  transmit  (or  diffuse  and 
transmit)  a  clear  tint  (say  roughly  40  to  60  per  cent  white). 
From  5  to  20  such  layers  would  produce  a  full  color.  Either 
clear  tints  or  pure  shades  can  be  made  from  such  a  pigment. 
Examples:  chrome  orange,  chroine  yellow,  verdigris,  ultra- 
marine blue. 

2.  Grains  are  so  transparent  that  white  light  after  traversing 
many  layers  of  grains  still  contains  a  good  deal  (20  per  cent  or 
more)  of  white.  Such  a  pigment  can  be  used  in  making  clear 
tints,  but  not  pure  shades.  Examples:  barium  yellow,  basic 
copper  carbonate,  strontium  yellow. 

3.  A  single  layer  of  grains  absorbs  several  per  cent  of  the 
characteristic  hue,  and  other  hues  almost  completely.  Pure 
shades  and  dull  tints  can  be  made  from  such  a  pigment. 
Examples:  vermilion,  scarlet  chromate,  Harrison  red,  chrome 
green. 

4.  Single  grains  absorb  several  per  cent  of  the  characteristic 
hue,  and  even  several  layers  of  grains  do  not  absorb  other  hues 
completely.  When  darkened  by  a  black  pigment  dull  shades 
result,  and  when  lightened  by  a  white  pigment  dull  tints  are 
formed.  Examples:  Naples  yellow,  some  Dutch  pinks  and 
yeUow  ochres. 

In  the  last  two  classes  diffusing  power  determines  to  some 
extent,  and  absorbing  power  to  a  greater  extent,  what  range  of 
piure  shades  can  be  obtained. 
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A  distinction  between  tint  and  shade  when  both  black 
and  white  modify  a  hue  can  not  be  made  on  any  generally 
accepted  basis.  M.  Luckiesh^  favors  the  idea — ^which  appears 
most  acceptable — that  a  shade  results  from  diminishing  the 
brightness  of  the  standard  hue  by  means  of  either  gray  or  black. 
On  this  basis  a  tint  would  result  from  increasing  the  brightness 
by  means  of  white,  or  a  gray  which  is  brighter  than  the  standard 
hue.  Ridgway  selected  a  definite  gray,  and  considered  that 
lighter  grays  produce  tints  and  darker  grays  shades. 

VI.  Relation  of  Color  to  Refractive  Index. 

To  be  most  effective  as  a  pigment  when  used  alone,  a  sub- 
stance should  have  a  high  refractive  index  for  the  color  which  it 
most  freely  transmits.  In  general  there  are  large  variations  of 
refractive  index  near  and  through  a  region  of  color  absorption. 
Refractive  index  is  higher  on  the  long-wave  side  of  such  a  region 
than  on  the  short-wave  side.  For  this  reason  red,  orange,  and 
yellow  pigments  usually  have  much  higher  refractive  indices 
than  blue  and  violet  pigments.  The  refractive  index  of  lakes 
is  largely  determined  by  the  base,  and  is  always  comparatively 
low.  Some  pigments  so  nearly  match  vehicles  in  refractive 
index  that  they  diffuse  very  littie  light.  They  become  effective 
only  when  mixed  with  a  pigment  of  high  refractive  index  which 
will  diffuse  their  color,  or  when  painted  in  thin  films  over  a 
surface  covered  with  a  strongly  diffusing  paint.  For  example, 
Prussian  blue,  verdigris,  and  alizarine  lakes.  (See  Sections 
XII  and  XVII.) 

VII.  Birefringence  and  Optical  Orientation. 

The  refractive  index  of  anisotropic  crystals  varies  with 
direction — birefringence.  If  birefringence  is  strong  the  shape 
of  the  crystal  may  greatly  affect  its  efficiency  as  a  diffuser  of 
light  in  a  mass  of  pigment.  A  very  noteworthy  example  is 
Harrison  red.  (See  Section  XVII.)  With  the  refractive  index 
axes  of  prismatic  grains  in  the  most  effective  positions  the 
diffusing  power  is  about  10  per  cent  more  than  with  the  axes 
in  the  least  effective  positions. 

^"  Color  and  its  Applications,"  New  York,  1915,  p.  71. 
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Vni.    Hiding  Power. 

The  standards  of  the  Society  define  hidmg  power  as  the 
power  of  a  paint  or  paint  material  as  used  to  obscure  a  surface 
painted  with  it. 

The  foregoing  considerations  indicate  the  several  factors 
here  concerned.  Hiding  power  thus  defined  increases  with 
increase  of  the  following  properties  of  the  pigment:  refractive 
index,  fineness  (till  optimum  size  is  reached),  depth  of  color,  and 
in  certain  cases  with  the  roughness  and  complexity  of  the  pig- 
ment grains.  The  hiding  power  of  a  paint  increases  with  increase 
of  hiding  power  of  the  pigment,  with  decreasing  refractive  index 
of  the  vehicle,  and  with  increasing  depth  of  color  of  the  vehicle. 
Mention  should  be  made  of  slight  but  indefinable  variations  due 
to  irregularities  of  the  surface  of  the  paint  film,  and  to  the  dis- 
tribution of  the  pigment^  throughout  the  film.  It  seems  probable 
that  the  lack  of  agreement  among  observers  who  have  compared 
the  hiding  power  of  white  pigments  is  due  in  part  to  diflFerences 
unprovided  for  in  the  grain  of  the  pigments.* 

IX.    The  Black  Pigments. 

A  pigment  to  be  really  black  should  have  a  refractive  index 
the  same  as  the  dried  vehicle  in  which  it  is  used,  and  should 
have  such  absorptive  power  for  all  colors  as  would  cause  incident 
light  to  be  about  all  absorbed  by  particles  1  to  2  /^  in  diameter. 
Such  absorption  power  would  not  give  the  pigment  as  held  in  its 
vehicle  any  significant  reflecting  power.  In  the  dry  state  such 
a  pigment  would  reflect  a  little  light,  and  therefore  be  a  very 
dark  neutral  gray.  A  compact  film  of  paint  made  from  such  a 
pigment  would  not  be  absolutely  black,  for  the  surface  of  the 
vehicle  would  reflect  about  4  per  cent  of  light.  A  film  in  which 
the  pigment  is  held  loosely,  such  as  is  produced  by  using  a  little 
binding  material  with  a  large  amount  of  volatile  vehicle,  may 
give  a  diffuse  reflecting  power  as  low  as  about  0.5  per  cent. 

Ivory  black  is  very  nearly  a  perfect  black.  Its  refractive 
index  is  only  slightly  greater  than  oil  or  varnish,  and  its  absorptive 
power  is  such  that  all  except  a  small  percentage  of  its  grains 

1  The  pigment  grains  nearest  to  the  exposed  surface  of  the  film  are  most  effective 
Compare  the  effect  produced  by  the  ground  side  of  a  glass  against  a  surface,  with  the  effect 
when  the  glass  is  reversed. 

*  Tests  on  opacity  and  hiding  poyrtr  of  some  white  pigments  have  been  made  by  G.  W. 
Tbompion.  Journal  <tf  Industrial  and  Bnginetring  Cfumisiry,  VoL  5.  p.  120  (1913). 
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axe  nearly  opaque.  The  sight  color  transmitted  by  a  single 
grain  is  brownish,  so  that  when  these  grains  are  mixed  with 
a  coarse-grain  white  (see  Section  X)  a  gray  is  produced  that 
is  perceptibly  brownish.  When  used  alone,  the  brown  color 
transmitted  by  the  first  grains  traversed  is  absorbed  by  suc- 
ceeding grains  so  that  a  most  intense  black  results.  A  thick 
film  of  pure  Prussian  blue,  or  even  ultramarine,  in  oil  is  black. 
In  this  case  the  blue  is  more  freely  transmitted  than  the  brown 
of  ivory  black,  but  the  refractive  index  of  the  pigment  is  so 
near  that  of  the  oil  that  the  blue  light  is  not  diffused  outward. 

The  black  residue  left  after  extracting  the  caldum  salts 
from  ivory  (or  bone)  black  cannot  be  definitely  characterized, 
but  the  shrunken  and  disintegrated  grains  still  have  about  the 
same  refractive  index  and  absorptive  power  as  ivory  black,  but 
they  are  less  dense. 

Graphite  is  not  an  ideal  black  pigment  because  of  its  high 
reflecting  power.  The  color  of  its  reflected  light^  is  faintly 
brownish.  Its  absorption  is  so  strong  that  the  light  transmitted 
by  pigment  grains  is  entirely  negligible.  Repeated  reflections 
within  a  film  of  graphite  paint  cut  down  the  intensity  of  the 
diffused  light,  so  that  such  a  film  appears  very  dark  neutral  gray. 

Lampblack  and  similar  blacks  are  typically  composed  of 
practically  opaque  ovoidal  particles  about  1  /»  in  diameter 
adhering  loosely  in  strings  or  clusters.  The  reflecting  powers  of 
these  materials  are  probably  not  greatly  inferior  to  those  of 
graphite,  for  when  they  are  compressed  strongly  against  a  pol- 
ished steel  surface  they  reflect  well.  Their  fine  state  of  division 
gives  them  great  tinting  strength. 

The  sample  of  magnetic-oxide  black  which  was  examined 
consisted  of  spheroidal  particles,  mostly  between  0.8  and  1.5  /i  in 
diameter.  These  were  appreciably  transparent  in  dark  to  light 
browns.    The  refractive  index  is  probably  near  that  of  graphite. 

Some  of  the  optical  effects  produced  by  one  of  these  blacks 
may  not  be  produced  by  another.     (See  Section  XI.) 

X.    The  White  Pigments.* 
The  most  important  characteristics   contributing   to   the 
efficiency  of  a  white  pigment  are  non-absorbing  power,  high 

^  When  oompared  with  a  neutral  gray  in  a  reflecting  microaoope. 

'  For  details,  see  Section  XVII.    A  paper  by  H.  A.  Gardner  is  in  most  respects  in  accord 
with  this  study;  Journal  of  Industrial  and  Eugnuering  Chemistry,  VoL  8,  p.  794  (1916.) 


Digitized  by  VjOOQIC 


504        Merwin  on  Theory  of  Color  of  Pigments. 

refractive  index,  weak  optical  dispersion,  fineness  and  evenness  of 
grain.  If  optical  dispersion  is  strong,  the  reflecting  power  for 
blue  and  .violet  light  may  be  so  much  greater  than  for  red  as 
to  give  the  pigment  a  bluish  color  under  certain  conditions. 
There  is  a  critical  size  of  grain  for  each  homogeneous  white 
pigment,  depending  upon  the  optical  properties  of  the  grains 
and  vehicle  and  the  distribution  of  the  pigment  grains.  This 
size  is  from  about  0.5  to  1.0  /a.  Larger  grains  have  too  little 
reflecting  surface  per  volume  of  substance,  and  grains  much 
smaller  do  not  act  as  regular  reflectors  at  all  imless  very  close 
together,  but  they  scatter  light.  Grains  having  a  diameter  close 
to  a  wave-length  of  green  light  in  oil — 0.35  ju-^may  reflect 
violet  more  strongly  than  red.  Neither  scattering,  nor  the 
differential  reflection  just  referred  to,  have  significant  .effect  on 
the  tint  of  a  white  pigment,  provided  the  grains  are  close  together 
and  in  a  thick  film,  as  they  are  on  a  well-painted  surface.  For, 
although  the  red  penetrates  deeper,  it  is  finally  scattered  or 
reflected  to  practically  the  same  degree  as  the  blue.  But  if  the 
film  is  thin  or  the  particles  are  widely  spaced,  considerably  more 
red  than  blue  finds  its  way  through  the  film.  Suppose  such  a 
film  covers  a  black  surface,  then  the  excess  of  red  is  absorbed  by 
the  surface  and  the  film-covered  surface  has  a  blue-gray 
appearance.^  A  white  pigment  containing  no  grains  less  than 
2  fjL  in  diameter  under  the  same  conditions  produces  a  neutral 
gray.  In  certain  mixed  pigments  these  effects  of  size  of  grain 
are  very  pronounced.     (See  Sections  XI  and  XIV.) 

Samples  of  the  various  white  pigments  were  tested  over  a 
black  surface.  All  of  them  gave  more  or  less  bluish  grays, 
dependent  upon  the  amount  of  very  fine  grains  which  they  con- 
tained. Search  was  then  made  amongst  a  large  assortment  of 
chemicals — in  the  form  of  white  powders — to  find  one  which 
would  produce  over  black  a  true  neutral  gray,  and  which  would 
also  be  a  fairly  "strong"  white.  A  sample  of  lead  sulfate  was 
found  satisfactory.  Its  grains  ranged  between  2  and  5  fi. 
This  sample  may  be  called  a  *'true"  white. 

Zinc  oxide  has  a  high  refractive  index  and  absorbs  no  color 
except  in  the  extreme  violet.    It  can  be  produced  in  clear  grains 

>  A  blue  of  considerable  brilliancy  (blue  25  parts,  neutral  gray  75  parts)  can  be  produced 
by  pressing  a  film  of  very  fine-grain  sine  oxide  paste  very  thin,  under  a  cover  ^lass  on  a  glass 
slip  blackened  on  the  under  side. 
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of  various  sizes  by  the  dry  processes.  The  burning  vapor  of 
metallic  zinc  produces  an  exceedingly  fine-grain  oxide — grains 
much  less  than  1  /^  in  diameter.  Reheating  causes  growth  of 
some  particles  at  the  expense  of  others,  with  the  ultimate 
development  of  a  definitely  crystallin  powder. 

The  burning  of  zinc  blende  produces  a  powdery  oxide  less 
even-grained  than  that  from  metallic  zinc.  If  the  blende  con- 
tains a  few  per  cent  of  lead  the  pigment  after  reheating  may 
contain  a  large  proportion  of  particles  more  than  2  /^  in  diameter, 
lacking  definite  crystaUinity,  and  low  in  refraction. 

Most  of  the  zinc-oxide  pastes  contain  enough  material 
finer  than  I  /i  to  add  considerable  blue  color,  due  to  scattering 
somewhat,  to  paints  in  which  they  are  mixed,  and  to  reduce 
the  hiding  power  of  the  paints. 

White  lead  is  a  definitely  crystallin  material  even  less 
light-absorbing  than  zinc  oxide,  and  of  about  the  same  refrac- 
tive index.  That  made  by  the  Dutch  process  is  considerably 
coarser  than  zinc  oxide.  Greater  hiding  power  would  be  secured 
from  a  finer-grain  powder,  such  as  may  be  produced  by  precipi- 
tation. 

Basic-sulfate  white  lead  has  lower  refraction  than  white 
lead  or  zinc  oxide,  and  is  about  as  fine  as  zinc  oxide. 

Lithopone  contains  grains  of  various  refractive  indices  and 
sizes.  Reference  to  the  detailed  description  of  a  sample  is  nec- 
essary to  the  understanding  of  its  properties. 

XI.    Effects  of  Mixing  Black  and  White  Pigments. 

The  true  white  previously  described  (see  Section  X)  was 
mixed  with  several  black  pigments  to  produce  grays.  Graphite 
and  lampblack  produced  neutral  grays,  but  ivory  black  and 
magnetic-oxide  black  produced  slightly  brownish  (orange) 
grays.  The  finest-grain  French-process  zinc  oxides,  with 
graphite  and  lampblack,  produced  very  blue  grays;  some 
contained  as  much  as  10  per  cent  blue.  American-process  zinc 
oxides  and  other  commercial  white  pigments  gave  grays  con- 
taining 2  to  5  per  cent  blue.  Thus,  in  mixture  with  black,  these 
fine-grain  whites  give  blue  grays  which  are,  however,  less  blue 
than  may  be  produced  over  a  background  of  black.  (See 
Section  X.)  The  orange  tinge  of  grains  of  ivory  black  and 
magnetic-oxide  black  may  neutralize  the  blue  which  white  pig- 
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ments  produce  in  mixtures,  so  that  neutral  grays  can  be  made. 
A  test  was  made  to  determine  how  much  blue  would  be  required 
to  be  mixed  with  a  true  white,  to  give  with  ivory  black  a  blue- 
gray  like  that  produced  by  graphite  and  White-Seal  zinc  oxide. 
The  blue  pigments  used  were  ultramarine,  Prussian  blue,  and 
true  cobalt  blue.  It  was  foimd  that  a  bright  blue,  corresponding 
to  70  to  80  per  cent  blue,  was  required. 

XII.    Colored  Pigments  in  Mixtures. 

Only  in  the  form  of  pastes  are  mixtures  considered  in  this 
section.  The  colors  of  the  same  or  similar  pigments  mixed  dry 
are  discussed  in  Section  XV. 

Intermediate  Hues. — So  far  as  color  absorption  alone,  with- 
out regard  to  refractive  index  and  size  of  grain,  is  concerned,  the 
theory  of  the  production  of  intermediate  hues  is  well  known. 
In  these  cases  transmitted  light  only  has  been  considered.  For 
example,  a  thin  film  of  Prussian-blue  paint  is  blue  by  transmitted 
light;  likewise,  a  film  containing  powdered  sodium  chromate  is 
yellow.  Green  is  transmitted  by  the  two  films  superposed  or  a 
film  made  by  mixing.  But  a  film  of  the  mixture  over  a  black 
backgroimd  scarcely  reflects  any  light  at  all,  except  the  small 
amount  from  the  surface  of  the  vehicle.  If  lemon  chrome,  which 
in  dry  powder  is  nearly  the  same  yellow  as  sodium  chromate,  is 
substituted  for  the  sodium  chromate,  then  a  fairly  bright  green 
is  diffusely  reflected,  and  much  less  transmitted.  The  lemon 
chrome,  because  of  its  high  refractive  index,  reflects  diffusely  the 
green  light  transmitted  by  superposed  grains  of  the  two  pigments 
in  the  mixture.  Hydrous  sodium  chromate  and  Prussian  blue, 
on  the  other  hand,  have  nearly  the  refractive  index  of  the  vehicle. 
The  quality  of  the  green  produced  by  such  mixing  depends  upon 
all  the  fundamental  optical  properties  of  the  pigment  grains. 
In  the  usual  case,  the  intermediate  hue  is  considerably  absorbed 
by  both  substances,  thus  rendering  impossible  the  production  of 
a  very  bright  color,  and  making  fineness  of  grain  essential.  If 
the  grains  of  the  substance  having  highest  refraction  are  of 
optimum  size  for  diffusing  light,  then  the  other  substance  may 
profitably  be  much  finer,  for  example,  lemon  chrome  yellow  with 
very  fine  Prussian  blue.  Or  it  may  be  best  to  have  both  pig- 
ments very  fine  and  accomplish  the  diffusion  by  admixing  an 
effective  white  pigment.     In  some  cases  the  colored  substances 
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form  very  thin  films  upon  suitably  sized  grains  of  either 
"strong"  or  "weak"  white  pigments.^  In  other  cases  films 
of  one  pigment  are  precipitated  upon  the  other.*  This  last  is  a 
most  efficient  method  of  using  the  precipitated  substance,  but 
only  such  substances  as  are  very  strongly  colored  can  be 
thus  used. 

In  case  both  substances  are  highly  transparent  to  wave- 
lengths producing  the  intermediate  hue,  the  size  of  grain  is  of 
little  importance  in  the  production  of  a  full  hue,  but  it  is  of  the 
same  importance  as  usual  in  relation  to  diffusing  power.  For 
example,  a  green  of  great  intensity  can  be  obtained  from  lemon 
chrome  of  usual  grain  and  bluish  verdigris,  although  the  verdi- 
gris is  coarse  grained. 

In  any  case,  grains  near  the  exposed  surface  of  the  paint 
film  will  reflect  some  white  light  and  some  light  which  has 
traversed  grains  of  only  one  color.  The  result  is  a  hue  of  slightly 
decreased  purity. 

Purple  is  considered  an  intermediate  hue  between  red  and 
violet,  in  the  sense  that  if  pigment  grains  transmit  and  diffuse 
both  red  and  violet  or  red  and  blue,  the  resulting  color  is  purple 
in  proper  proportions.  Very  few  substances  suitable  for  pig- 
ments possess  such  transparency  except  in  a  slight  degree. 
Therefore,  only  dark  purples  are  produced  by  mixing  two 
pigments,  one  of  which  is  predominantly  red  and  the  other 
predominantly  violet  or  blue.  But  by  adding  a  strong  white 
to  such  a  mixture  the  hue  can  be  considerably  intensified. 
(See  Section  XIV.) 

Mention  has  already  been  made  of  the  scattered  blue  pro- 
duced by  mixing  a  very  fine-grain  white  with  black  or  other 
dark  pigment.  This  blue  can  be  made  available  in  the  pro- 
duction of  purple  when  certain  reds  are  used. 

XIII.    Hues  Modified  by  Admixture  of  Black. 

A  Simple  Wet  Pigment  Mixed  with  Black, — ^The  chief  effect 
of  mixing  black  with  a  pigment  having  one  constituent,  is  to 
decrease  the  brightness  by  decreasing  both  the  white  and  the 
colored  components  of  the  diffused  hght,  but  marked  changes 
in  hue  may  result.     Hue  changes  are  chiefly  the  result  of  three 

>  Some  of  the  moet  brilUant  chrome  greens. 
s  Para  red  upon  red  lead. 
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tendendes,  namely,  migration  of  the  hue  toward  (l)  the  violet 
end  of  the  spectrum,  (2)  the  absorption  band,  and  (3)  the  color 
most  refracted.  The  combined  effects  of  these  tendencies  are 
shown  in  Fig.  7. 

1.  All  pigments  reflect  diffusely  colors  representing  a  con- 
siderable range  of  wave-lengths.  Admixture  of  black  diminishes 
the  physical  intensity  of  the  whole  range  of  wave-lengths  to  the 
same  degree,  yet  the  apparent  (physiological)  intensity  of  longer 
wave-lengths  is  diminished  more  than  that  of  shorter  wave- 
lengths. Thus  the  resulting  color  differs  from  the  original  in 
hue  as  well  as  in  brightness.^  The  effect  is  most  noticeable  in 
the  part  of  the  spectrum,  yellow,  for  which  the  sensibility  of 
the  eye  to  differences  in  hue  .is  greatest.  A  yellow  pigment 
greatiy  darkened  tends  to  appear  dark  greenish  yellow,  and  a 
darkened  yellowish  green  tends  to  appear  bluish  green. 

2.  Black  grains  interposed  among  colored  grains  intercept 
light  which  would  otherwise  traverse  more  colored  grains, 
before  being  returned  through  the  surface  of  the  mass.  Thus 
the  emergent  light  is  less  completely  robbed  of  the  wave  lengths 
near  the  absorption  band,  than  if  the  black  grains  were  not 
present.  The  tendency  toward  change  of  hue  is  most  pro- 
nounced in  line-grain  pigments,  especially  if  absorption  increases 
gradually  toward  one  end  only  of  the  spectrum.*  For  example, 
chrome  yellow  absorbs  gradually  through  the  blue  and  violet, 
so  that  when  mixed  with  black  it  becomes  more  greenish  than 
the  Purtinje  effect  alone  would  account  for. 

3.  High  refraction  favors  diffuse  reflection;  therefore,  that 
component  of  color  for  which  pigment  grains  have  the  highest 
refractive  index  is  diffusely  reflected  out  of  the  mass  of  grains, 
after  traversing  a  shorter  average  path  than  that  component 
which  is  less  refracted.     Thus,  fewer  admixed  black  grains  will 

1  Besides  this  (the  Purtinje  effect)  there  is  probably  another  physiological  effect  even 
more  pronounced  which  has  led  to  such  color  names  as  olive-green,  calla  green,  etc  These 
are  really  only  dark  yellows  (Ridgway ,  Plates  IV,  V) . 

If  the  spectra  from  a  diffraction  grating  are  observed  through  a  Wratten  filter  No.  77 — 
or  77  and  58 — ^which  absorbs  a  narrow  band  in  the  middle  of  the  yellow,  the  brightest  spectra 
show  bright  yellow  near  the  absorption  band  grading  into  green.  But  in  the  fainter  spectra 
green  encroaches  upon  the  yellow  so  that  in  the  faintest  spectra  only  green  is  seen. 

Four  sets  of  yellow  screens  were  matched  with  spectral  colors  by  means  of  two  microscopes 
with  rotating  nicols  and  a  comparison  eye-piece.  After  darkening  about  95  per  cent  no  change 
of  hue  of  the  screens  of  more  than  2  fi/t  toward  the  green  was  observed.  Thus  the  Purtinje 
effect  in  Ridgway's  colors  seems  to  be  negligible. 

*  Two  absorption  bands  complicate  the  application  of  the  principle,  but  do  not  afiect  it 
otherwise. 


Digitized  by  VjOOQIC 


Merwin  on  Theory  of  Color  of  Pigments.        509 

be  encountered  by  the  former,  and  it  will  be  correspondingly  less 
diminished  in  intensity.  This  effect  is  small  compared  with 
the  two  just  described,  and  is  neghgible  in  most  cases. 

Mixed  Pigment  plus  Black. — In  addition  to  the  foregoing 
tendencies  another  of  importance  must  be  considered.  If  a 
paint  contains  two  pigments — in  separate  grains — ^which  differ 
markedly  in  hue,  then  adding  black  will  cause  the  brighter  hue 
to  tend  to  dominate.  For  example,  orange  made  from  yellow 
and  red  will  when  darkened  with  black  tend  to  become  like  a 
darkened  yellow.  This  tendency  may  be  about  balanced  by  the 
tendency  of  high  refraction  to  favor  diffuse  reflection,  as  when 
zinc  yellow  and  verdigris  are  mixed  with  black. 

XIV.    Color  Modlfied  by  Admixture  of  White 
Pigment. 

Adding  white  increases  the  brightness  of  a  paint,  but  there 
may  be  notable  changes  in  hue  also. 

The  chief  brightening  effects  (see  Fig.  3)  can  be  discussed 
best  if  the  original  paint  is  assumed  to  contain  but  one  pigment. 
If  the  paint  is  a  tint  or  nearly  full  color,  the  resulting  color  will 
be  a  tint  having  intermediate  brightness.  If  the  paint  is  a  dark 
or  intermediate  shade  then  the  diffusing  power  and  absorption 
(or  transmission)  characteristics  of  the  pigment  must  be 
considered. 

Weak  Diffusing  Power, — If  the  transmission  is  high,  the 
first  small  portions  of  white  added  diffuse  the  color  and  thus 
increase  the  percentage  of  color  to  a  high  maximum;  further 
additions  of  white  produce  tints  intermediate  between  the 
maximum  color  and  white.  Examples:  verdigris,  rose  madder 
and  ultramarine.  If  the  transmission  is  moderate  or  low  the 
effects  are  similar,  except  that  the  maximum  color  is  duller. 
Examples:  burnt  sienna,  Dutch  pink,  permanent  violet. 

Strong  Diffusing  Power. — If  transmission  is  high,  even  the 
first  portions  of  white  added  will  dilute  the  color.  If  trans- 
mission is  moderate  or  low,  the  first  white  added  will  tend  to 
increase  the  color  but  the  amount  of  such  increase  will  not  be 
large,  especially  if  the  pigment  does  not  contain  small  grains. 
Examples:  vermilion,  chromic  oxide,  Indian  red,  bright  red 
oxide,  Venetian  red.     (See  Fig.  3.) 

The  hue  changes  produced  by  adding  white  to  a  colored 
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one-pigment  paint  depend  upon  the  fineness  of  the  white,  as 
well  as  upon  the  properties  of  the  colored  pigment.  The  blue 
and  violet  hght  scattered  and  differentially  reflected  under  cer- 
tain conditions  by  fine-grain  white  pigments  produces  correspond- 
ing changes  in  hue  when  mixed  with  the  color  from  a  colored 
pigment.  Although  there  are  many  conditions  under  which 
this  blue  appears/  it  is  striking  in  case  of  colored  pigments  only 
when  the  oririnal  color  is  sorre  tore  of  red,  preferatly  a  dark  red 
shade  produced  ly  a  pigment  having  strong  primary  diffusing 
power.  In  this  case  the  I  lue,  which  is  a  considerable  fraction  of 
the  total  light  diffused,  combined  with  the  red  gives  purple. 
Indian  red  with  White-Seal  zinc  oxide  gives  a  decided  purple, 
while  with  a  coarse-grain  white  the  lightened  color  inclines 
toward  orange.  Even  light  tints  of  alizarin  lake,  vermilion 
and  rose  madder  are  quite  noticeably  different  when  made  with 
the  whites  just  mentioned.     (See  Fig.  7.) 

Strongly  diffusing  white  grains  among  colored  grains  cause 
a  decrease  in  the  distance  which  light  traverses  through  the 
colored  grains;  thus  there  is  a  tendency  for  the  hue  of  a  colored 
paint  to  mirrate  toward  the  absorption  band  of  the  pigment 
when  white  is  added.  (See  Fig.  7.)  The  amount  and  rate  of 
the  migration  compared  with  the  Irichtening  depend  chiefly 
upon  the  fineness  and  the  transmitting  properties  of  the  colored 
pigment.  In  general  the  tendency  is  slight  for  coarse  grain 
pigments.  A  very  fine-grain  pigment  having  moderate  trans- 
parency, such  as  Prussian  blue,  will  show  decided  migration. 
One  with  fine  grain,  high  transmission  and  a  very  indefinite 
absorption  boundary  will  show  a  large  migration;  for  example, 
crystallin  lemon  chrome  yellow.  Zinc  chromate  and  chrome 
yellow  when  not  crystallin  may  le  so  ccarse  grained  as  not  to 
show  appreciable  change  of  hue  when  tinted  out. 

Mixed  Pigment. — In  g^eneral  the  hue  of  a  mixed  pigment 
or  paint  cannot  be  so  greatly  intensified  (brightened)  by  the 
addition  of  white  as  the  hue  of  a  simple  pigment;  otherwise 
the  brightening  effects  of  added  white  are  essentially  the  same 
iQ  the  two  cases. 

The  migration  of  the  hue  of  a  mixed  paint  caused  by  add- 
ing a  true  white  depends  upon  the  position  of  the  absorption 
bands  of  the  colored  pigments.     If  the  absorption  bands  are 

>  See  Section  X  for  theory. 
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on  opposite  sides  of  the  hue,  as  in  green  and  purple,  the  ten- 
dencies to  migrate  toward  the  two  bands  will  be  more  or  less 
balanced.  If  the  bands  are  on  the  same  side  of  the  hue,  as 
when  orange  is  produced  by  mixing  red  and  yellow,  the  tendency 
to  migrate  toward  the .  absorption  band  will  be  greater  than 
for  either  pigment  alone.  Some  red  pigments  transmit  enough 
violet  to  affect  appreciably  the  migration  of  hue  of  a  mixed 
orange.  An  uneven-grain  pigment  with  a  very  gradual 
absorption  gradient  will  behave  like  the  mixed  red  and  yellow. 

XV.    Differences  in  Color  between  Wet  and  Dry 
Colored  Pigments. 

The  difference  in  refractive  index  between  air  and  paint 
vehicles  is  so  great  that  the  diffusing  power  of  a  pigment  is 
much  less  wet  than  dry.  On  account  of  high  primary  diffusing 
power  (see  Section  IV)  all  dry  colored  pigments  diffuse  notable 
amounts  of  white  light.  For  this  reason  among  others,  their 
colors  are  impure.  Wetting  greatly  decreases  both  primary 
and  secondary  diffusing  power,  and  thus  increases  the  purity 
of  color  and  decreases  its  brightness.  Pigments  having  about 
the  refractive  index  of  the  paint  vehicle  are  more  greatly  affected 
than  those  having  high  refractive  index.  Decrease  in  bright- 
ness may  be  accompanied  by  an  increase  or  decrease  in  the 
percentage  of  color  (hue),  and  also  by  displacement  of  the  hue. 
Size  and  constants  of  absorption  as  well  as  refractive  index  of 
the  component  grains  must  be  considered  in  a  further  discus- 
sion of  this  topic. 

One  CansHtuenL — ^In  the  case  of  a  simple  pigment,  wetting 
causes  the  hue  to  be  displaced  away  from  the  absorption  band 
because  the  lessened  diffusive  power  permits  deeper  penetration 
and  greater  absorption.    (See  Section  V.) 

Factors  which  favor  great  increase  in  the  percentage  of 
color  on  wetting  are  moderate  to  weak  absorption,  fine  grain, 
moderate  to  high  refractive  index.  Such  a  pigment  when  dry 
will  give  a  bright  tint,  when  wet  it  will  still  have  sufficient 
secondary  diffusing  power  to  prevent  much  absorption  of  the 
characteristic  hue.  Other  favorable  factors  remaining  the 
same,  it  is  evident  that  there  is  an  optimmn  refractive  index, 
which  is  probably  less  than  2.0  and  greater  than  1.75.     It  is 
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essential  that  absorption  be  not  strong.     A  number  of  colored 
substances  showing  such  change  are  shown  in  Fig.  5. 

Low  refractive  index,  strong  absorption,  and  coarse  grain 
favor  a  decrease  in  the  percentage  of  color  on  wetting,  but  the 
effect  is  shown  even  with  fine-grain,  highly  refracting  sub- 
stances if  absorption  is  excessive,  for  example,  Indian  red. 

Changes  in  brightness  due  to  wetting  depend  chiefly  upon 
the  relation  between  the  absorption  gradient  and  the  diffusing 
power.  High  refractive  index  and  optimum  fineness  of  grain 
are  necessary  to  prevent  large  loss  of  brightness  when  a  pig- 
ment having  a  gentJe  absorption  gradient  is  wet.  On  the  other 
hand  if  the  absorption  gradient  is  steep,  loss  of  brightness  on 
wetting  will  be  far  less  dependent  upon  size  of  grain  and  refrac- 
tive index.  Examples  of  pigments  in  which  such  change  is 
small  are  zinc  yellow,  lemon  chrome  yellow,  red  lead,  and 
emerald  green 

Migration  of  hue  caused  by  wetting  simple  pigments  is 
usually  slight.  Low  refraction,  fineness  of  grain  and  gentie 
absorption  gradient  favor  such  change. 

Mixed  Pigment. — ^The  darkening  and  change  in  intensity 
of  the  colored  component  of  a  mixed  pigment  caused  by  wetting 
can  be  largely  inferred  from  what  has  preceded.  The  migra- 
tion of  hue,  which  may  be  large,  needs  a  littie  more  considera- 
tion. Red  and  yellow  mixed  dry  produce  a  somewhat  dull 
orange.  Wetting  causes  a  pronounced  displacement  of  the 
hiie  toward  red.  A  large  part  of  the  yellow  green  diffused  by  the 
dry  yellow  pigment  is  absorbed  by  the  red  pigment  when  deeper 
penetration  is  permitted  by  the  wetting.  In  case  of  a  mixed 
green,  wetting  causes  about  equally  increased  absorption  of 
yellow  and  blue. 

Red  and  blue  mixed  wet  produce  so  dark  a  purple  that  its 
hue  can  scarcely  be  determined.  The  addition  of  a  little  white 
increases  the  color.  The  mixture  when  dry  has  in  general  a 
different  hue,  owing  chiefly  to  the  tendency  for  the  hue  to  be 
displaced  toward  that  of  the  more  strongly  diffusing  colored 
pigment. 

A  very  notable  effect  of  strong  secondary  diffusion,  especially 
in  dry  mixed  pigments,  is  color  due  to  juxtaposition  of  colored 
grains  at  the  surface  of  the  pigment  mass.  Each  grain  diffuses 
light  of  its  own  color  besides  light  which  may  have  traversed 
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grains  of  another  color.  Much  of  the  purple  produced  from  red 
and  blue  originates  thus.  A  neutral  gray  diffusing  more  than 
25  per  cent  of  white  can  be  made  from  dry  red,  green  and  blue 
pigments. 

XVI.    Methods. 

Some  pigments  contain  many  composite  grains  which  do 
not  become  disaggregated  when  spread  in  a  film  of  paint.  Such 
grains  vary  from  compact  masses  to  masses  which  consist  of 
nearly  spherical  component  grains  joined  so  as  to  have  a  large 
amount  of  pore  space.  The  term  "size  of  grain"  when  grains 
are  porous  might  better  take  definite  account  of  size  of  single 
grains  and  size  of  composite  grains,  and  number  or  volume  of 
each.  Fresh  oil  pastes  should  be  used  when  possible  in  testing 
grain,  for  these  contain  the  pigment  in  as  nearly  as  possible 
the  same  state  of  aggregation  that  it  will  have  when  spread. 
Of  course  some  pigments  can  be  mounted  on  a  microscope 
slide  in  practically  the  same  state  of  fineness  whether  dry  or 
wet,  but  others  can  not. 

Moimting  for  microscope  study  should  not  be  done  in  a 
mobile  liquid,  for  the  finer  grains  tend  to  concentrate  near  one 
edge  of  the  cover  glass,  and  even  loose  aggregates  from  a  dry 
pigment  are  broken  up  in  it  with  great  difficulty.  A  very 
viscous,  sticky  mounting  material  can  be  made  by  melting 
together  about  equal  parts  of  rosin  and  camphor.  The  viscosity 
of  this  mixture  can  be  lowered  greatly  by  slight  heating.  Thick 
Canada  balsam  may  be  used  less  satisfactorily.  The  object 
of  mounting  is  to  obtain  a  film  as  thin  as  the  largest  pigment 
grains  will  permit,  with  the  grains  separated  suflSciently  for 
counting.  This  can  be  accomplished  by  mixing  a  very  Uttle 
of  the  mounting  material  and  pigment  under  a  small  cover 
glass  which  is  given  a  rotary  and  sliding  motion  by  firm  pres- 
sure.   There  is  little  possibility  of  crushing  grains  by  this  means. 

Measurements  of  optical  constants  were  made  by  means 
of  the  petrographic  microscope  and  standard  refractive  immersion 
media. 

XVII.    Optical  Properties  in  Detail. 
Graphite. — (See  Section  IX.)     Graphite  cleaves  readily  and 
forms  in  plates  parallel  to  the  cleavage,  so  that  the  optical 
properties  measurable  on  cleavage  flakes  are  chiefly  responsible 
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for  its  behavior  as  a  pigment.  Microscopic  flakes  thin  enough 
to  transmit  grayish  light  have  been  prepared.  Its  refractive 
index  to  is  about  3,  and  its  reflecting  power  high  (about  37  per 
cent).* 

Ivory  Blacky  Bone  Black,  Drop  Black,  etc. — (See  Section  IX.) 
In  charred  bones  a  small  amount  of  dark  carbonaceous  matter 
is  held  in  the  most  minute  subdivision  throughout  a  large  amount 
of  calcium  phosphate.  Grains  5  /i  in  diameter  transmit  an 
appreciable  brownish  color  and  appear  practically  homogeneous 
optically.  Their  apparent  refractive  index,  when  their  pores 
are  filled  with  oil,  ranges  from  about  1.65  to  1,70.  Thus,  the 
desirable  characteristics  of  slight  diffusing  power  and  effective 
absorbing  power  are  combined. 

Basic-Carbonate  White  Lead, — Basic-carbonate  white  lead 
is  a  definitely  crystallized  substance.  Individual  grains  seen 
in  several  samples  were  tabular  (perhaps  twice  as  broad  as 
thick),  and  hexagonal  in  general  outline.*  The  two  chief  refrac- 
tive indices'  are  co=2.09,  €  =  1.94.  In  groimd  samples  of  this 
pigment  relatively  few  grains,  except  possibly  the  smaller,  are 
single  crystals;  most  are  made  up  of  several  small  crystals  or 
fragments  firmly  intergrown  in  various  orientations.  Such 
grains  are  more  effective  diffusers  of  light  than  those  of  equal 
size  which  are  single  crystals.  About  40  per  cent  by  calculated 
volume  of  each  of  four  samples  studied,  consists  of  grains  less 
than  2  /i  in  diameter  and  about  90  per  cent  less  than  5  /i.  Several 
per  cent  of  the  "normal"  lead  carbonate  is  often  present  in 
commercial  white  leads.  It  is  easily  identifiable  microscopically, 
because  it  occurs  in  clear  crystal  fragments  of  relatively  large 
size  which,  as  usually  oriented,  have  much  stronger  double 
refraction  than  the  basic  carbonate.  Also,  its  least  index  of 
refraction  is  only  1.80,  and  it  has  a  strong  tendency  to  appear 
in  negatively  elongated  prismatic  grains.  Tables  of  the  basic 
carbonate  seen  edgewise  have  positive  elongation.  The  highest 
refractive  index  of  the  normal  carbonate  is  2.08. 


>  Wortemberg.  Bar.  deni.  pkys.  Ca.,  VoL  12,  p.  105  (1910);  ako  Zaknewtld.  Awl  AkU. 
Hits.  Kfok.  1910,  p.  122. 

s  Tbese  cryvtab  wlien  studied  more  minutely  were  seen  to  be  a  rhombohedron  and  base. 
Fhmi  some  of  them  a  dear  uniaxial  negative  interference  figure  was  obtained.  In  these  respects 
they  correspond  to  the  mineral  hydrocerusite.  L.  F.  Hawley,  Journal  of  Physical  Chemistfy, 
VoL  10.  p.  654  (1906),  proved  that  white  lead  is  a  definite  compound  by  a  study  of  its  solubility 
The  formula  thus  obtained  agrees  with  hydrocerusite. 

"  From  the  natotal  mineral,  hydroosraslte,  B.  S.  Larsen  obtained  ci>  -^2.07  (unpohUshad). 
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Basic^ulfate  White  Lead. — ^Basic-sulfate  white  lead  is  not 
definitely  crystaUin.  It  consists  of  minute  spherules  which  are 
themselves  firm  aggregates  of  much  more  minute  particles.  The 
single  refractive  index  of  the  sample  studied  was  1.93.  It  is 
probable  that  samples  will  differ  slightly  in  refraction.  From 
the  structure  of  the  grains  it  is  inferred  that  they  have  a  much 
rougher  siurface  than  the  crystal  grains  of  zinc  white.  Yet  owing 
to  the  minuteness  of  the  grains,  this  roughness  probably  does  not 
very  materially  affect  the  diffusive  power  of  the  pigment.  This 
sample  was  almost  identical  in  fineness  with  white  zinc,  but  it 
contained  larger,  loosely  aggregated  composite  grains.  Such 
grains,,  however,  must  have  nearly  as  great  diffusive  power  as  it 
distributed  singly. 

LUhopone. — The  sinr  le  sample  of  lithopone  studied  did  not 
contain  identifiable  crystals  although  there  was  doubly  refracting 
material  present.  Pronounced  lack  of  homogeneity  was  brought 
out  by  differences  of  refraction  in  single  grains  and  among 
different  grains.  Doubtless  such  lack  of  homogeneity  extends  to 
the  sub-microscopic  magnitudes.  The  term  "grain"  here 
used  means,  then,  fragments  produced  by  pulverizing  firmly 
aggregated  material.  In  this  sample  about  70  per  cent,  by 
calculated  volume,  of  the  grains  were  smaller  than  2  /x.  Only 
a  small  percentage  were  larger  than  4  /i  or  smaller  than  0.6  ji. 
Few  grains  larger  than  1.5  /i  had  uniformity  of  refraction 
Portions  of  the  sample  were  examined  in  liquids  of  measured 
refractive  indices,  and  the  indicated  percentages  by  volume 
of  the  sample  which  were  higher  in  refraction  than  the  liquid 
were  estimated  roughly  as  follows:  1.70,  99  per  cent;  1  74, 
97  per  cent;  1.78,  85  per  cent;  1.84,  65  per  cent;  1.90,  20  per 
cent;  2.10,  5  per  cent;  2,25,  1  per  cent. 

Lithopone  is  prepared  by  heating  and  quenching  a  simul- 
taneously precipitated  mixture  of  zinc,  sulfide  and  barium 
sulfate — a  process  which  might  conceivably  give  so  intimate  a 
mixture  that  it  would  appear  microscopically  homogeneous. 
But  if  consideration  is  given  to  the  very  great  difference  between 
these  two  substances  in  tendency  to  crystallize  from  aqueous 
solution,  then  the  graded  heterogeneity  observed  may  be 
accounted  for  in  something  like  the  following  way:  Within  the 
mass  of  intimately  mixed  precipitates,  nucleii  of  bariimi-sulfate 
crystals  begin  to  enlarge  into  more  or  less  interlocking  groups, 
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the  groups  enclosing  some,  pushing  aside  other  zinc  sulfide. 
This  process  is  halted  before  many  single  crystals  reach  a  size 
greater  than  about  0.3  /i,  but  groups  with  enmeshed  zinc  sul- 
fide may  have  a  diameter  of  about  1 .5  jx.  Heating  would  expel 
the  enclosed  water,  and  cause  the  zinc  sulfide  to  crystallize. 
An  aggregate  formed  of  two  substances  by  the  adherence  of 
grains  less  than  about  0.3  jx  in  diameter  will  have  an  apparent 
refractive  index  determined  by  the  proportions  of  the  two  sub- 
stances. The  refractive  index  of  crystallin  barium  sulfate  is 
1.66,  and  of  crystallin  zinc  sulfide  is  2.37.  These  values  are 
about  the  limits  of  the  refractive  indices  of  the  grains  of  hthopone. 

Zinc  Oxide. — ^Zinc  oxide  (see  Section  X),  when  pure  and  of 
not  too  fine  grain  contains  stout  prisms  with  parallel  extinction, 
positive  elongation,  co  =  2.00,  €  =  2.02.  The  presence  of  even  a 
few  per  cent  of  lead  prevents  to  a  large  extent  the  growth  of 
crystals,  but  does  not  hinder  during  reheating  the  process  of 
aggregation  of  fine  particles  into  dense  masses  3  to  5  /i  in  diameter. 
These  may  have  a  refractive  index  as  low  as  1.94. 

Harrison  Red, — Harrison  red  consists  of  minute  crystals, 
probably  orthorhombic,  rounded  grains  and  stout  prisms  about 
1  /i  in  diameter;  elongation  negative;  aif a- 1^60,  j8i^a= about 
2.l2Vaj  7  =  2.25£i  =  2.33jva-  The  optical  dispersion  of  7  is  very 
high  from  the  red  to  the  green.  Pleochroism  pronoimced, 
a  orange,  j8  and  y  deep  red.  Grains  are  practically  opaque  to 
green  and  blue  but  transmit  some  violet.  The  violet  becomes 
very  evident  if  a  thin  film  containing  crystals  dispersed  sparsely 
in  oil  is  viewed  by  transmitted  light,  especially  if  this  color  is 
compared  with  the  orange  red  diffused  by  the  film.^  Heated 
with  large  excess  of  linseed  oil  the  crystals  dissolve  to  an  orange- 
colored  liquid,  which  deposits  spicular  crystals  on  cooling.  These 
crystals  have  the  same  color,  pleochroism  and  elongation  as  the 
original  ones.  It  may  be  noted,  however,  that  on  accoimt  of 
the  pleochroism  with  respect  to  shape  the  coloring  power  of  the 
spicular  crystals  would  not  be  as  great  as  that  of  the  nearly 
equi-dimensional  original  crystals.  Also,  the  diffusing  power  of 
the  spicular  crystals  would  be  very  considerably  less  on  account 
of  birefringence  with  respect  to  shape.     (See  Section  VII.) 

Vermilion. — ^Vermilion    (HgS)    varies   somewhat   in   color 

>  The  refractive  index  for  violet  must  be  ooosiderably  leo«  than  for  red  to  aoooimt  for  tUi 
differeooe  (compare  wltli  ultramarine). 
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* 

owing  to  diflferences  in  grain.     Its  refractive  indices  are  very 
high,  C0i,  =  2.81,  €^,  =  3.14. 

Indian  Red. — Indian  red  consists  of  very  small  hematite 
(see  scarlet  oxide)  crystals,  mostly  from  0.5  to  1.0  /i,  which  may 
be  aggregated  into  rough  grains  up  to  about  5  /i,  cox,,=3.01, 
€i,  =  2.78. 

Scarlet  Oxide, — Scarlet  oxide  or  jewelers'  rouge — ^hematite 
in  smaller  grains  than  Indian  red — color  brighter  and  possesses 
more  orange  than  Indian  red.  Grains  of  hematite  3  /i  in  diameter 
would  have  such  low  transmission  that  a  pigment  consisting  of 
them  would  be  a  dark  gray  with  little  color.  Films  of  hematite 
may  be  thin  enough  to  transmit  a  light  orange-yellow  color. 
Such  plates  transmit  all  colors,  but  blue  and  violet  noticeably 
less  than  the  others.  Plates  a  Uttle  thicker  are  orange,  and 
transmit  little  between  450  and  500  /i/x,  but  from  450  to  400  MM 
transmission  seems  to  increase.^  It  is  evident  that  colors  ranging 
from  orange  yellow  to  dark  red  or  purplish  can  be  obtained 
from  crystallin  hematite  if  proper  means  of  diffusing  the  color 
are  furnished.  Yellowish  colors  could  be  obtaiaed  only  by 
means  which  would  insure  complete  diffusion  before  the  light  had 
traversed  a  total  thickness  of  thehematite greater  thanaboutO.l  /x. 

Alizarin  Lake  {Crimson), — ^The  isotropic  base  with  the  color- 
ing matter  has  a  variable,  low  refractive  index — about  1.70  for 
red.  Thus  the  diffusing  power  is  low.  The  sample  examined 
contained  a  small  percentage  of  grains  about  10  ixm  diameter. 
Such  grains  transmit  very  little  between  wave  lengths  480  and 
550  MM;  and  even  red  is  shghtly  absorbed.  Violet  is  not  strongly 
absorbed.  When  tinted  out  with  white  the  presence  of  the 
large  grains  causes  dullness. 

Scarlet  Lead  Chromate, — ^The  single  sample  of  scarlet  lead 
chromate  examined  consisted  of  beautiful  rectangular  tabular 
crystals  2  to  5  /x  thick  and  from  3  to  10  /x  in  other  dimensions. 
The  extinction  is  parallel,  y  vibrates  normal  to  the  plates  and 
a  parallel  to  the  elongation,  a  is  orange-yellow  y  and  j8  are 
orange-red.  aiva  =  2.42 ±0.01,  fi  =  2.57Li  or  2Jsa,yLi>^-^'7 
<2.62.    The  symmetry  is  probably  orthorhombic. 

This  even-grain,  coarse-grain  sample  when  mixed  with  oil 

1  These  observations  were  made  on  flajces  of  hematite  in  aventurine  feldspar  furnished  by 
Mr.  Olaf  Andersen  of  the  Geophysical  Laboratory.  He  calculates  the  thickness  of  yellow 
plates  as  0.1  M,  American  Journal  €i  Science,  Vol.  40,  p.  370  (1915). 
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had  a  pure,  slightly  darkened  color — ^between  5  h  and  5  i  of 
Ridgway's  scale.  It  maintained  its  hue  and  purity  when  dark- 
ened with  ivory  black.  When  brightened  with  white  it  main- 
tained its  hue  but  produced  slightly  dull  tints — 6'  d  and  5'  f. 

Some  of  the  dry  pigment  was  groimd  in  oil  imtil  its  hue 
changed  to  near  orange — 9  A.  It  was  now  very  imeven  grained, 
many  grains  of  the  original  size  remained  and  a  small  percentage 
of  the  volume  was  as  fine  as  0.5  jx.  It  still  tinted  out  dull  on 
accoimt  of  the  presence  of  the  large  grains,  and  the  small  grains 
caused  the  hue  to  migrate  a  good  deal  when  it  was  darkened 
with  black — to  13  /x. 

Red  Lead. — Red  lead  is  known  in  three  different  forms,  as 
follows: 

1.  The  mineral  "minium"  occurs  in  needle-like  crystals  with 
parallel  extinction,  which  are  strongly  pleochroic  from  yellow 
to  red, 

2.  Scaly  or  irregular  grains  which  are  crystal  imits  without 
definite  outlines,  are  formed  commercially  by  oxidizing  litharge 
flakes.  As  oxidation  proceeds  from  points  on  the  surface  of  the 
flakes  the  crystals  of  red  lead  replace  the  htharge.  Imperfect 
oxidation  can  be  detected  by  observing  the  optical  properties 
of  the  product  (see  htharge).  These  grains  of  red  lead  are 
strongly  pleochroic,  show  anomalous  green  interference  colors, 
have  very  shght  birefringence  and  a  refractive  index  of  2.42x,| 
and  2.5^a.  Some  samples  which  are  relatively  coarse  grained, 
20  to  50  /JL  diameter,  are  almost  completely  oxidized,  while  others 
which  contain  relatively  small  amoimts  of  grains  larger  than  20  jx, 
contain  more  than  10  per  cent  of  unoxidized  material.^ 

3.  Red  lead,  which  shows  almost  no  crystallin  structure 
and  appears  as  friable  aggregates  of  particles  which  are  exceed- 
ingly small,  is  prepared  from  lead  monoxide  derived  from  lead 
carbonates. 

The  color  of  these  several  products  varies.  The  third  is 
the  lightest.  In  the  first  and  second,  size  and  shape  of  grain  are 
factors  determining  color — coarse-grain  material  is  darker  or 
redder  except  when  poorly  oxidized. 

BurtU  Sienna, — ^Burnt  sienna  is  very  uneven  grained,  but 
contains  much  very  fine  material.     It  shows  no  evidence  of 

>  A  Mries  of  analysed  sampka  waa  famished  for  these  ttudiea  by  P.  H.  Walker  of  the 
U.  S.  Bureaa  of  SUadarda. 


Digitized  by  VjOOQIC 


Merwin  on  Theory  of  Color  of  Pigments.        519 

crystallinity,  grains  have  variable,  moderate  refractive  index, — 
around  1,85, — ^and  are  fairly  transparent  to  red,  orange  and 
yellow.  One  eflFect  of  its  diversity  of  grain  is  worthy  of  notice. 
White,  added  gradually,  first  intensifies  the  color,  then  because 
of  the  large  grains  the  shades  become  duU  as  the  white  acts  as  a 
diluent. 

Massicot  in  its  commercial  form  is  a  yellowish,  powdery 
form  of  PbO.  Natural  yellow  crystals  of  PbO  have  been  known 
for  many  years  as  massicot.  The  crystals. are  orthorhombic 
scales  or  thin  plates,  faintly  pleochroic  with  y  most  strongly 
absorbed,  a£i  =  2.51,  fiu^^.ei,  7Li  =  2.71.  PbO  which  has 
crystallized  from  fusion  in  dull  orange  flakes  is  known 
commercially  as  litharge.  Microscopical  examination  shows 
the  flakes  to  consist  largely  of  yellow  massicot.  The  orange 
color  is  due  to  reddish  streaJis,  of  another,  tetragonal,  crystallin 
form  of  PbO  for  which  no  definite  name  exists,  although  it 
has  been  called  red  litharge.  It  is  not  noticeably  pleochroic, 
coii  =  2.66,  €£,1  =  2.53.^ 

Chrome  Orange. — ^Not  enough  samples  of  this  pigment  have 
been  studied  to  jdeld  definite  results.  The  grains  are  not  well 
defined  crystals  as  in  the  case  of  the  three  other  lead  chromates 
described,  and  the  pigment  is  not  essentially  a  mixture  of  such 
crystals.  The  refractive  indices  are  intermediate  between 
those  of  the  scarlet  chromate  and  chrome  yellow  medium. 

Barium  Chromate. — No  distinct  crystals  were  seen  in 
the  one  sample  examined.  Particles  2  to  5  /i  in  diameter 
consist  of  globules  or  lumps  with  irregular  double  refraction, 
n=  1.94-1.98. 

Cadmium  Yellow. — ^See  American  Journal  Science,  Vol.. 34, 
pp.  365-387. 

Zinc  Yellow. — One  sample  examined  appeared  like  barium 
chromate,  but  n  is  lower,  «=  1.84-1.90. 

Lemon-Chrome  Yellow. — Only  one  out  of  six  samples  of  this 
pigment  from  various  sources  was  not  distinctly  crystallin. 
This  one  consisted  of  formless  lumps  and  fine  grains  having  a 
refractive  index  of  2.0  to  2.1  for  yellow.*  It  was  among  the 
yellowest — 22.     The  other  samples  were  composed  largely  of 

>  Tbe  relation  of  thew  forms  in  nature  has  been  studied  by  B.  8.  Larsen.  Jr.,  Am,  Min.. 
Vol.  2,  p.  18  (1917).  These  refractive  indices  were  partly  measured  on  crystals  made  by  L. 
H.  Adams  of  the  Geophyrical  Laboratory. 

>  Analysis  furnished  by  P.  H.  Walker  showed  26.98  per  cent  lead  sulfate,  and  for  one  of 
the  crystaUin  samples  35.02  per  cent.    This  was  not  preiept  in  separato'crystals. 
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prismatic  or  rounded  grains  I  ji  or  less  in  diameter,  extinction 
parallel,  elongation  y;  refractive  indices  Na  :  a  =2.10-2.12, 
)8  =  2.2(l),  7  =  2.38-2.43.  The  crystals  are  probably  ortho- 
rhombic,  and  are  optically  related  to  lead  sulfate,  though  dif- 
ferently elongated.  The  problem  of  their  exact  relation  to  lead 
sulfate  requires  a  study  of  conditions  of  precipitation  in  rela- 
tion to  optical  (and  possibly  other  physical)  properties  and 
composition. 

Chrome  Yellow  Medium, — Samples  from  four  sources  all 
consisted  essentially  of  prismatic  crystals  mostly  less  than  0.7  jjl 
in  diameter  and  2  to  6  /i  long.  The  crystals  extinguish  parallel, 
have  positive  elongation,  and  refractive  indices  y  650  /i/i=2.49, 
a  620  MM  <  2.31.  Analysis  furnished  by  P.  H.  Walker  showed 
5  to  1 1  per  cent  excess  PbO  over  PbCr04. 

Chromic  Oxide. — Several  samples  were  examined.  All 
consisted  of  porous  lumps  in  which  individual  particles  could 
not  be  distinguished.  The  most  compact  material  showed 
considerable  transparency,  even  for  red  and  orange,  and  notice- 
able absorption  in  the  green.  These  characteristics  account 
for  the  dullness  of  its  color,  especially  in  mixtures.  Its  refrac- 
tive index  is  high,  but  could  not  be  found  accurately.  The 
value  nx,,  =  2.5  was  obtained.  Probably  this  is  about  the 
value  for  green  and  violet  also,  for  in  the  hydrated  oxide  dis- 
persion is  very  low. 

Chromic  Oxide  ("transparent'')- — This  is  probably  a 
hydrated  oxide  without  crystallinity.  Lumps  20  /x  in  diameter 
are  dull  greenish  with  absorbiug  properties  similar  to  the 
anhydrous  oxide  but  much  weaker,  n  =  1.625-1.645  for  yellow 
and  is  practically  the  same  for  other  colors. 

Verdigris. — Irregular  crystal  fragments,  pleochroic  from 
lighter  blue-green,  7,  to  deeper  green-blue,  a;  a  =1.53, 
7  =  1.56;  2  V  very  large,  and  the  bisectrices  strongly  dis- 
persed. Grains  30  /x  in  diameter  transmit  considerably  through- 
out the  spectrum. 

Cobalt  Bltie  (cobalt  aluminate). — Grains  vary  in  depth  of 
color;  those  most  deeply  colored  have  the  highest  refractive 
index,  which  for  blue  is  1.74,  for  red  a  little  >  1.78,  and  for 
green  <  1.73.  Grains  10  /x  in  diameter  are  practically  opaque 
to  wave-lengths  between  560  and  610  /x/x.  Wave-lengths  in 
the  red  longer  than  650/x/x,  and  blue  and  violet,  are  freely  trans- 
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mitted.  Considerable  colorless  isotropic  material  of  refractive 
index  about  1.70  was  found  adherent  to  and  mixed  with  the 
colored  grains.  The  refractive  index  of  the  colored  grains 
is  about  what  would  be  expected  of  crystallin  CoO-AUOj,  that 
is,  cobalt  spinel.^ 

Ultramarine. — ^The  grain  of  ultramarine  is  about  that  of 
Dutch  white  lead.  Particles  of  medium  size  are  pale  blue  and 
isotropic.  Their  refractive  indices  cannot  be  measured  for 
sodium  hght  because  they  are  opaque  to  it.  They  are  fairly 
transparent  for  red  light,  for  which  the  refractive  index  is  about 
1.63  for  Li-light.  Measured  in  green  light  wave-length  520  MM 
the  refractive  index  is  1.51;  in  the  violet  light  at  450  MM  it  is 
1.535.  Thus  the  dispersion  is  anomalous,  because  the  refractive 
indices  are  lower  for  green  and  violet  than  for  red.^ 

Permanent  Violet^  a  manganese  compqund. — Crystals  prob- 
ably orthorhombic  4-8  m  ^^  diameter,  in  flat  double  pyramids 
with  corners  truncated.  )8,  perpendicular  to  plane  of  flattening, 
=  about  1.72  for  violet;  a,  parallel  to  greatest  elongation, 
=  1.64  orange,  1.65  green,  1.67  violet;  7  =  1.79  orange,  1.73 
green,  1 .75  violet.  2  V  is  about  45  deg.  y  and  )8  are  violet-red, 
a  is  colorless  or  light  gray.  If  a  were  perpendicular  to  the 
plane  of  flattening  the  pigment  would  have  more  color,  perhaps 
25  per  cent,  and  more  diffusing  power.  The  sample  examined 
contained  some  ultramarine. 

The  Lakes. — ^The  colorless  bases  which  receive  the  coloring 
matter  have  refractive  indices  which  are  low  and  variable, 
1.58-1.72  usually.  The  coloring  matter  slightly  affects  the 
refractive  index.  The  particles  of  the  lake  vary  from  very 
coarse  to  very  fine.  Lakes  with  coarse  to  very  fine  particles, 
and  refractive  index  about  1.60,  are  very  transparent  in  thin 
films  with  oil,  and  are  thus  not  so  good  as  glazing  colors.  Fine- 
grain  lakes  having  refractive  indices  1.65-1  72  are  only  semi- 
transparent  in  such  films  and  thus  are  not  so  good  as  glazing 
colors.  The  film,  if  made  between  glass  slips,  may  diffuse  a 
noticeably  different  color  from  what  it  transmits. 

» See  J.  A  HcdvaU.  Arkiv.  Kem.  Min.  Geol.,  Vol.  5.  No.  16  (1914). 

s  Small  amounts  of  lighter  colored  materials  are  intimately  associated  with  the  ultramariss. 
These  do  not  vary  in  refraction  like  the  ultramarine,  but  they  have  when  in  a  refractive  liquid 
I>ractically  the  same  apparent  refraction  as  ultramarine  in  ordinary  light.  Thus,  although  the 
heterogeneity  of  the  material  is  not  apparent  in  ordinary  light,  it  manifests  itself  at  once  in 
green  or  red  light  and  makes  refraction  determinations  difiBcult. 
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Fig.  1. 

Each  apex  in  Fig.  1  represents  100  per  cent  of  either  white,  black  or  full 
color.  The  percentage  of  each  of  these  decreases  regularly  to  0  at  the  opposite 
side.  Tints  containing  no  black — along  CPT— may  be  called  clear  tints, 
and  shades  containing  no  white — along  CB — may  be  called  pure  shades. 
These  terms  may  be  applied  in  practice  to  tints  and  shades  containing 
respectively  a  little  black  or  white,  which  would  be  overlooked  in  a  casual 
eaiamination.  Dull  (broken)  colors  occur  over  the  interior  of  the  triangle, 
neutral  grays  along  WB^  and  colored  grays  adjacent  to  WB. 

Fig.  2. 

Fig.  2  shows  the  positions  of  the  Ridgway  colors.  The  subscript  R  is 
used  to  indicate  that  the  colors  are  made  up,  not  of  theoretically  perfect 
black,  white,  and  full  color,  but  of  standards  specified  by  Ridgway.  When 
color  analyses  of  these  standards  are  available  it  will  be  found  that  for  each 
of  the  standard  hues  (full  colors)  and  their  modifications  by  black,  white 
and  gray  the  lettered  positions  on  a  triangle  representing  the  analyses  will 
be  different.    The  sjnmbols  for  intersections  not  marked  can  be  inferred. 

Figs.  3  to  7. 

The  curves  in  these  figures  are  selected  from  a  larger  niunber  of  curves 
to  illustrate  typical  conditions.  Different  samples  of  the  same  pigment  ^ve 
the  same  type  of  curve,  with  rare  exceptions,  but  not  necessarily  the  same 
curve.  Some  substances  which  are  not  ordinarily  used  as  pigments  have 
been  studied  because  of  their  illustrative  value. 

Fig.  3. 

White  pigment  added  to  colored  paints.  (See  Section  XIV.)  Increasing 
white  causes  changes  shown  by  arrows.  Some  changes  follow  the  boundaries 
B  to  C  ix>  W  (true  cobalt  blue),  or  C  to  W  (cadmium  orange,  zinc  yellow). 
A  very  fine-grain  white  produces  with  Indian  red  or  lamp-black  the  curves 
"a",  but  a  white  containing  no  very  fine  grains  produces  the  curves  "b". 

Fig.  4. 

Black  pigment  added  to  colored  paints.  (See  Section  XIII.)  A  non- 
diffusing  black  pigment  like  ivory  black  when  added  to  a  paint  or  moistened 
powder  consisting  of  a  single  kind  of  grains  and  having  a  certain  proportion 
of  white  in  its  diffused  color  should  diminish  the  white  and  color  almost 
proportionately.  That  is,  the  curve  of  darkening  should  be  a  nearly  straight 
line  across  an  ideal  triangle,  joining  the  position  of  the  color  with  a  very  dark 
gray  (containing  about  4  per  cent  white).  On  the  triangle  here  shown  the 
true  proportions  of  white  and  color  are  not  exactly  represented,  therefore 
the  curves  for  the  single  pigments  may  not  be  of  true  form.  The  tints  pro- 
duced by  mixing  color  with  a  strongly  diffusing  white  must,  when  gradually 
modified  by  admiiced  black,  lose  color  much  faster  than  they  lose  white, 
because  white  grains  assist  largely  in  diffusing  the  color  transmitted  by 
colored  grains.  The  three  such  curves  on  the  diagram  are  concave  in  the 
proper  direction,  but  the  one  representing  white  plus  yellow  lake  can  not 
be  an  ideal  curve,  for  white  appears  to  increase  during  the  first  additions  of 
black.  The  fault  is  not  in  the  color  comparisons  but  in  the  standards.  The 
curvature  for  a  strongly  diffusing  colored  pigment  is  less  than  for  one  which 
is  weakly  diffusing.     (Compare  vermilion  and  alizarine  lake.) 
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Colored  Grays 
Neutraf  Grays 

Pig.   1. 


Pig.  2. 
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Cr 


Verdigris 


Yermilion 


Permanent  V. 

Chrome  Oxide^  tramp. 

Indian  Red    ^ 

Lamp  Black, 


Fig.  3.  (see  p.  522). 


Emerald  G. 
Copper  Arsenate 


Fjg.  4.  (see  p.  522). 
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Fig.  5. — ^Wetting  (mixing  with  oil)  causes  the  color  of  these 
pigments  to  become  more  nearly  pure  but  less  nearly  full. 


Emerald 


Copper  Arsenate  ^ 


Fig.  6. — Wetting  causes  the  color  of  these  pigments  to  become 
more  nearly  pure  andjull.    (See  Section  XV,) 
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Fig.  7. 

Fig.  7  is  designed  to  show  changes  in  hue  aooompan3ring  the  addition  of 
white  or  black  pigments  to  colored  paints  (Sections  XIII  and  XIV);  but 
changes  in  purity  and  brightness  are  also  indicated  roughly.  At  the  top  the 
odd  numbers  1  to  71  represent  the  Ridgway  hues.  Thus,  intermediate  hues 
between  red  (I)  and  orange  (11)  are  3,  5,  7,  9,  and  between  violet  (59)  and  red 
are  61,  63,  65  (purple),  67,  69,  71.  In  the  upper  part  of  the  figure  the  colois 
are  full,  or  nearly  so,  along  the  central  horizontal  line  and  grade  upward 
(6,  (/,  /)  into  clear  tints,  and  into  pure  shades  downward  (♦,  ft,  m);  in  the 
lower  part  the  colors  are  dull.  Toward  the  top  they  pass  into  dull  tints  and 
toward  the  bottom  into  dull  shades.     (See  Section  V,  last  part.)     b  repre-  { 

sents  9.5  per  cent  white;   d,  22.5;  /,  45;   and  i  represents  45  per  cent  black; 
ft,  70.5;  m,  87.5.     (See  Fig.  2.)     Circles,  and  sharp  breaks  in  curves,  represent  ' 

the  various  colors  before  they  have  been  modified  by  adding  black  or  white.  "  I 

The  curves  marked  "a"  were  produced  by  using  a  very  fine-grain  white,  \ 

those  marked  *'b",  or  not  marked  at  all,  by  using  a  white  containing  few 
very  fine  grains. 

The  indices  ( ' )  to  (  "  " )  indicate  that  32,  58,  77,  and  90  per  cent  of 
Ridgway's  neutral  gray  is  present  in  the  color  besides  the  black  or  white 
represented  by  the  letters. 

Harrison  red  is  a  slightly  dark  orange-red  (about  5  i).  Added  white 
scarcely  affects  the  hue  unless  the  white  contains  much  very  fine-grain 
material,  in  which  case  the  hue  changes  to  red  (1  Z'),  and  the  tints  produced 
are  slightly  dull.    Black  added  causes  the  hue  to  become  slightly  more  orange. 

Yellow  lake  alone  is  a  very  dark  orange-red  (near  9  m).  Added  white 
causes  the  hue  to  migrate  through  orange  to  yellow.  The  color  increases  to 
a  slightly  dull  orange-yellow,  which  then  gives  place  to  tints  which  beccn-.e 
more  yellowish  as  they  grow  lighter. 

Lemon  yellow  (chrome)  is  a  nearly  pure,  slightly  orange  yellow.  White 
changes  its  hue  to  yellow,  and  black,  to  greenish  yellow  (27  w). 

Note  the  difference  between  an  even-grain  cadmium  orange  and  a 
darker,  poorly  ground,  uneven-grain  one.  Also  between  a  coarse-grain 
darker  potassium  chromate  and  one  that  is  fine  grained. 
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DISCUSSION. 


Mr.  p.  H.  Walker. — I  am  not  prepared  really  to  discuss  Mr.  Walker, 
this  paper.  Mr.  Merwin  is  speaking  largely  in  a  language  with 
which  I  am  not  familiar.  It  is,  in  fact,  a  language  with  which  I 
think  most  of  the  members  of  Committee  D-1  on  Preservative 
Coatings  are  not  famiUar,  and  we  shall  have  to  study  this  paper 
very  carefully  in  order  to  get  the  meat  of  it.  I  want  particu- 
larly to  urge  the  members  of  Committee  D-1,  and  members  of 
the  Society  who  are  not  famiUar  with  the  use  of  the  microscope, 
to  read  this  paper — ^not  just  once  and  say  "This  is  beyond  me," 
but  several  times,  for  it  will  be  found  that  the  paper  contains 
many  points  bearing  directly  on  the  subjects  that  we  are  most 
vitally  interested  in. 

Now,  having  stated  that  I  really  am  not  competent  to  dis- 
cuss it,  I  want  to  ask  a  question  in  regard  to  the  simplest  portions 
of  this  paper.  Mr.  Merwin  has  determined,  to  a  degree  that  has 
never  been  approached  before,  the  fineness  of  a  large  number  of 
pigments.  The  dimensions  are  expressed  in  microns,  and  he  has 
necessarily  examined  an  exceedingly  small  proportion  of  the 
material  in  hand.  We  all  know  how  difficult  it  is  to  get  a  repre- 
sentative sample,  and  I  should  like  to  ask  him  to  give  an  expres- 
sion as  to  the  degree  of  confidence  he  has  in  making,  in  a  reason- 
able length  of  time,  sufficient  microscopic  measurements  of  a 
given  lot  of  pigments  to  be  able  to  say  with  a  fair  degree  of  cer- 
tainty that  the  samples  which  he  has  examined  are  representa- 
tive of  the  mass  of  material  to  be  considered. 

Mr.  H.  E.  Merwin. — ^Few  dry  pigments  can  be  satisfac-  Mr.  Merwin. 
torily  sampled  with  respect  to  size  of  grain.    A  rapid  examina- 
tion of  several  portions  of  a  sample  of  paste  will  usually  indicate 
the  procedure  necessary  to  seau-e  results  which  are  representative. 

The  Chairman  (Vice-President  S.  S.  Voorhees). — ^I  am  me  Chaimuui. 
confident  that  much  of  the  discussion  which  we  had  this  morning 
regarding  the  different  types  of  red  leads  and  their  different 
behaviors^  will,  in  a  measure,  be  answered  by  the  methods  which 

^Smpp.  539ff.— Ed. 
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Mr.  Walker.  Mr.  Merwin  uses  in  his  investigations,  and  I  believe  that  the 
members  not  only  of  Committee  D-1  but  also  of  the  Society  at 
large  will  make  use  of  these  methods  for  determining  these 
factors. 

Mr.LMier.  Mr.  E.  L.  Lasier  {by  /g«er).— Indirectly  related  to   the 

matter  considered  by  the  author's  paper  is  the  question  of  the 
duplicating  or  matching  of  colors.  The  writer  would  be  glad  to 
have  Mr.  Merwin  comment  upon  that  subject. 

Pigments  differ  in  shade,  ton^,  fineness,  tinting  strength,  or 
in  chemical  composition,  and  to  require  manufacturers  to  furnish 
pigments  identical  in  all  physical  characteristics  with,  say,  a 
standard  sample  made  by  one  firm,  would  arbitrarily  compel 
each  manufacturer  to  duplicate  his  competitor's  products.  Thus 
in  painting  operations  where  only  a  limited  supply  of  paint  is 
mixed  at  one  time,  the  problem  presents  itself  of  so  modifying 
the  mixtures  as  to  produce  the  same  or  approximately  the  same 
shade  and  color.  The  writer  says  "approximately  the  same" 
because,  in  all  practical  work,  it  is  impossible  to  reproduce  a 
color  to  an  absolute  exactness. 

Since  paints  are  usually  made  according  to  certain  specified 
formulas,  it  is  invariably  necessary  to  correct  a  paint  during 
manufacture  so  as  to  produce  the  desired  color,  because  of  the 
variations  in  shade  and  tinting  strength,  due  to  the  fact  that  the 
products  of  no  two  manufacturers  are  identical.  It  is  at  this 
point  that  color  strips  or  panels  are  of  value. 

The  use  of  color  panels,  however,  presents  difficulties. 
Accumulative  changes  occur  in  the  color  of  such  panels.  The 
personal  equation  in  matching  colors  through  the  medium  of 
panels  is  present.  Possibly  the  variation  in  color  of  panels  pre- 
pared at  different  times  from  the  same  formula  is  due  to  a  ques- 
tion of  manufacture.  The  variation  may  be  due  to  the  little 
known  effects  of  the  environment  under  which  the  panels  are 
kept — as  for  instance  some  colors  require  darkness  to  enable 
them  to  retain  their  shade,  while  others,  such  as  white  paints, 
need  the  bleaching  action  of  light.  Again,  some  paints  matching 
a  panel  freshly  painted  from  a  standard  paint  sample,  markedly 
differ  in  color  when  they  dry  out. 

The  Navy  Yards  in  1906  were  furnished  standard  samples 
of  various  dry  and  oil  pigments  from  one  yard;  replenishment  of 
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those  standard  samples  was  contemplated  with  samples  taken  Mr.  ] 
from  commercial  deliveries.  This  establishment  of  standard 
pigment  samples  for  most  pigments  used  in  Navy  work  has  been 
the  basis  of  obtaining  duplicate  colors  in  painting  work  con- 
ducted at  the  different  yards.  The  method  cannot,  however,  be 
called  altogether  successful,  since  panels  prepared  at  one  yard  at 
diiSerent  times  from  different  standard  samples  of  supposedly 
the  same  pigment,  have  varied  appreciably  in  shade  and  color. 

The  suggestion  has  been  offered,  relative  to  the  question  of 
the  standardization  of  colors,  of  establishing  standard  panels, 
standard  pigment  samples  and  standard  paint  samples.  The  sug- 
gestion is  also  being  considered  of  utilizing  some  colorimeter,  by 
means  of  which  a  permanent  record  can  be  obtained  of  any  color 
(practically  independent  of  the  personal  equation,  environment, 
etc.),  whidi  can  be  used  as  an  index  or  key  for  that  color  in  dupli- 
cations. If  such  an  instrument  could  be  developed  into  a  form 
sufficiently  practicable  to  permit  its  use  without  requiring  that 
the  manipulator  be  a  trained  scientist,  it  would  undoubtedly 
meet  with  approval  by  industrial  interests  using  paints  and  pig- 
ments to  a  large  extent.  Possibly,  too,  glass  cubes,  one  or  two 
inches  on  an  edge,  filled  with  the  paint  and  then  hermetically 
sealed,  might  be  used  in  a  way  similar  to  those  employed  by  the 
Biureau  of  Standards  as  standards  for  grading  cotton-seed  oils 
and  rosins. 

Th^  writer  believes  the  subject  worthy  of  consideration  by 
investigators  in  the  membership  of  this  Society. 

Mr.  Merwin  {Author^ s  closure  by  letter). — ^With  rare  excep-  Mr,  M«rfiii. 
tions  paints  made  according  to  approximately  the  same  formula 
will  match  satisfactorily  after  drying  if  they  match  when  freshly 
made.  Could  not,  then,  the  standard  color  in  form  of  paste  be 
put  up  in  small  collapsible  tubes  containing  enough  to  paint  a 
sample  panel  to  be  used  freshly  painted  to  compare  with  the 
paint  being  mixed? 

Or  a  layer  of  thick  paste  between  glass  plates  would  remain 
indefinitely  without  drying,  and  could  be  used  to  compare  with 
other  pastes  between  (or  under)  glass  plates.  Comparisons  can 
be  made  less  satisfactorily  under  glass,  for  the  thickness  and 
quality  of  glass  as  well  as  the  thickness  of  the  layer  of  paste 
would  need  consideration;  also,  glass  eliminates  certain  surface 
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Mr.  Merwiiu  characteristics  of  the  paint  fihn  which  tinder  oblique  illumina- 
tion are  not  negligible. 

In  practical  work  direct  comparisons  are  preferable  to  color- 
imetric  analyses.  The  latter  are  valuable  in  research,  in  repro- 
ducing a  lost  standard,  or  in  determinations  in  which  direct  com- 
parisons are  not  feasible.  But  from  them  a  lost  standard  cannot, 
in  general,  be  reproduced  as  accurately  as  it  could  have  been 
reproduced  by  direct  comparison. 
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By  H.  a.  Gardner. 

SUNINIARY. 


A  series  of  exposure  tests  was  made  on  paints  applied 
to  large-size  metal  plates,  24  by  36  in.,  with  the  object  of 
determining  what  grade  of  pigment  is  best  suited  for  use  as  a 
priming  coat. 

After  three  years'  exposure,  the  panels  to  which  had  been 
applied  a  single  coat  of  red  lead  containing  a  substantial  per- 
centage of  litharge  were  in  better  condition  than  the  panels 
painted  with  a  single  coat  of  highly  oxidized  red  leads  or  iron- 
oxide  paints.  Those  portions  of  the  panels  to  which  had  been 
applied  two  coats  of  paint,  gave  substantially  the  same  relative 
restilts,  much  greater  durability  being  shown  as  compared  to 
the  single-coated  surfaces. 

The  paints  used  were  reserved,  examined  and  analyzed 
after  storage  for  three  years.  The  highly  oxidized  red  leads 
in  general  were  not  in  superior  condition  to  the  others,  except 
in  one  instance  where  a  red  lead  of  low  specific  gravity  was 
used.     The  other  paints  were  soft  and  in  excellent  condition. 

The  formation  of  lead  glycerinate  and  its  value  as  a  pre- 
serving material  is  discussed. 
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METAL  PRIMER  TESTS. 

By  H.  a.  Gardner. 

A  series  of  test  panels  to  determine  the  efficiency  of  basic 
pigments  as  primers  for  metal  was  exposed  at  the  Institute 
of  Industrial  Research  during  April,  1914.  One  object  of  the 
tests  was  to  ascertain  whether  red  lead  of  high  or  low  basicity 
is  best  suited  for  protecting  metal  from  corrosion.  Other  pig- 
ments which  are  known  to  be  good  metal  protectives  were 
included  in  the  tests,  in  order  to  have  a  definite  standard  upon 
which  to  base  the  service  of  the  red  leads. 

Paints  and  Application. 

The  paints  were  all  applied  to  the  same  grade  of  black 
iron  plates,  24  by  36  in.,  free  from  rust.  The  first  coat  of 
each  paint  was  applied  to  the  entire  surface  of  the  plate  at 
a  spreading  rate  of  600  sq.  ft.  per  gallon.  The  plate  was 
divided  by  a  diagonal  line  from  the  upper  right-hand  to  the 
lower  left-hand  comer,  and  the  second  coat  was  applied  only 
to  the  lower  right-hand  'half  of  the  plate,  at  a  spreading  rate 
of  900  sq.  ft.  per  gallon.  Four  days  were  allowed  for  drying 
between  coats.  The  paints  were  all  applied  to  the  panels  after 
they  had  been  attached  to  the  supporting  fence  frame.  The 
red-lead  paints  were  prepared  so  that  they  would  all  be  prac- 
tically of  the  same  viscosity  or  body.  A  standard  formula  of 
25  lb.  of  dry  pigment  to  1  gallon  of  oil  was  found  practical 
except  with  the  pigments  on  panel  No.  6,  which  required  more 
oil  to  bring  it  to  working  consistency  and  to  relatively  the 
same  viscosity  as  the  others. 

The  actual  compositions,  as  determined  by  analysis,  of  the 
paints  after  preparation  are  shown  in  Table  I.  . 

Results  of  Tests. 
In  previous  tests^  the  writer  has  observed  that  red  lead 
which  has  been  highly  oxidized  during  production,  and  which 

iProcudings,  Am.  Soc.  Test.  Mats.,  Vol.  IX,  pp.  208  ff.  (1909);  Vol.  X,  pp.  409-410 
(1910);  VoL  XI.  pp.  192.  641  (1911);  and  Vol.  XIII,  pp.  369,  954   1913). 
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Table  I. — Compositions  of  Paints  Used. 


PkMlNo. 

Figment. 

Grade: 

Lead  Tetroxide  Content, 

peroent. 

Figment 
pereent. 

linseed 
pereent. 

WeWit 

oSon. 
uaiion. 

RadLead 

86a 

88a 

00a 

08a 

06a 

00a 

08» 
Contains  1  per  oent  added  Carbon  Blaok 
ContaixM  2  per  cent  CrOi 

80 
80 
70 
78 
80 
72 
80 
63 
76 
66 
66 
58 

80 
80 
21 
88 
20 
28 
20 
87 
2A 
44 
46 
42 

27 

M              U 

26 

•i              «« 

28 

M             «• 



M             M 

94 

27 

«i            M 

21 

M              M 

24 

SabfimedBfaieLead.... 

ChfomatedlionOiide.. 
Iron  Oiide 

16j6 
22 

10 

Oontmnsi  pwwnf  OrOt 

14 

11 

Contains  10  per  cent  Zinc  Chromate ... 
Contains  20  per  cent  Zine  Oxide 

14J 

18 

M               M 

16 

aBalaneeisfitharie. 

^  Special  red  lead  pnrebased  in  paste  form. 


Table  II. — ^Rating  of  Paints  at  Inspection  April  1,  1917, 
AFTER  3  Years'  Exposure. 


PkaelNo. 

Figment. 

Gnde: 

Lead  Tetexide  Content, 

peroent 

One<>>at 
Work. 

Two-Coat 
Work. 

RadLead 

86a 
88a 

00a 
OSa 
05a 
00a 

08» 

.... 

10 

' 

M             M 

10 

M             W 

M              H 

M             M 

M             M 

M             tl 

8« 

SobBmed  Blue  Lead . . . 

0 

Chromated  Red  Lead. . . 
Chiomated  lion  Oxide.. 
Irf>n  Oxid* 

Contains  2  per  cent  CrOi 

10 

10 

Contains  1  per  oent  CiOk 

10 

11 

Containi  10  per  oent  Zine  Chromate... . 
Contains  20  per  cent  Zine  Oxide 

9 

12 

«■              M 

0 

aBalan 

ee  1.  Ethane.  ^      .. 

^Special  red  lead  pnrehased  in  paste  fonn. 
•AaalisjiirediriMBc         '    "^ 


I  eaqwsed.   Removed  from  tetL 
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is  therefore  practically  a  neutral  pigment,  is  not  as  well  suited 
for  application  to  metal  as  red  lead  which  is  highly  basic  in 
nature  and  which  contains  a  considerable  percentage  of  litharge, 
the  latter  being  a  highly  basic  pigment.  In  the  present  tests 
the  results  obtained  have  been  similar  and  have  demonstrated 


Fig.  1. — Panel  No.  2;  88  per  cent  Red  Lead.  Photographed 
after  3  Years'  Exposure. 

the  superior  value  of  the  incompletely  oxidized  or  highly  basic 
red  leads.  See  Figs.  1  and  2.  This  was  shown  by  an  inspection 
of  the  paints  at  the  end  of  3  years'  exposure,  the  results  of  which 
are  recorded  in  Table  II. 

As  a  further  result  of  the  tests,  it  is  quite  apparent  that 
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two  coats  of  the  neutral  iron-oxide  paint  (chromated  or  con- 
taining zinc  chromate  or  zinc  oxide)  are  superior  to  two  coats 
of  the  neutral  red-lead  paint.  The  tests  also  demonstrate 
the  excellent  results  to  be  obtained  with  one  coat  of  a  highly 


Fig.  2. — Panel  No.  6;  99  per  cent  Red  Lead.  Photographed 
after  3  Years'  Exposure. 


basic  red  lead.  One  of  the  most  marked  results  from  the  tests 
is  shown  in  Fig.  3,  which  illustrates  the  comparative  durability 
of  one  and  two-coat  work  on  an  iron  oxide  -  zinc  oxide  paint. 
This  result  would  indicate  that  all  metal  should  preferably  be 
given  at  least  two  coats  of  paint  when  erected. 
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Storage  Problems. 

Much  has  been  said  regarding  the  hardening  of  red  lead 
in  packages,  especially  if  the  red  lead  should  contain  any  pro- 
nounced percentage  of  litharge.     It  is  interesting  to  record 


Fig.  3. — Panel  No.  12;  80  per  cent  Iron  Oxide,  20  per 
cent  Zinc  Oxide.  Photographed  after  3  Years' 
Exposure. 

the  condition  of  the  paints  used  in  these  tests  after  standing 
for  three  years  in  half-gallon  cans.  When  the  cans  were  opened, 
some  of  the  clear  oil  was  removed  from  each  package  and 
ashed  to  determine  the  amount  of  pigment  that  had  gone  into 
solution.     The  results  of  the  tests  indicate  that  red  leads  high 
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in  lead  tetroxide  are  quite  as  soluble  in  linseed  oil  as  red  leads 
high  in  lead  monoxide.  The  condition  of  the  paints  observed 
at  the  time  of  opening  is  also  recorded  in  Table  III,  which  would 
seem  to  indicate  that  the  softness  of  red-lead  paints  after  aging 
is  due  not  entirely  to  the  amount  of  litharge  contained  therein 
but  also  to  the  settling  properties  of  the  red  lead.  In  other 
words,  red  leads  of  high  weight  per  volume  will  settle  down  to 
the  bottom  of  the  cans  and  become  hard,  whereas  red  leads  of 
low  specific  gravity  are  more  Ukely  to  be  maintained  in  a  bulky 
form. 

Tablb  III.— Examination  of  Paints  Used  in  Tests  after 
Storage  for  3  Years. 


Final 
No. 

Figmoit 

Qrade: 

Lead  Tetroxide  Contant. 

perceok 

Oonditaon. 

Figment 
Dtaaoked 
inOilaa 
Shown  bFAah. 
percent. 

Red  Lead 

80<i 
88a 

MM 
88a 
86a 
88a 

88» 
Containa  1  per  eent  added  Carbon  Black 
Containa  2  per  eent  CrOi 

Stiff 

Stiff 

Fairlratiff.. 

Stiff 

Stiff 

Fairijaoft.. 

Stiff 

Veiyaoft... 

Soft 

VeiyaoR... 
VeiyaoR... 
Veiyeoft... 

8.56 

M            M 

1.28 

M            M 

8.24 

M            M 

16.82 

M            M 

1.48 

M            M 

0.81 

M            M 

8.80 

SabfimadBhuLead.... 
Iron  Oddfi 

1.61 
0.80 

10 

Containa  1  per  eent  CrOi 

0.60 

11 

Containa  10  per  eent  One  Chramate .. . 
Containa  80  per  eent  ZinoOnda..; 

1.48 

13 

M              M 

1.22 

a  Babnee  ia  lithavfe. 

fr  Speoial  red  lead  porefaaaed  in  paate  fonn. 

The  results  obtained  in  the  storage  tests  indicate  that 
some  chemical  action  takes  place  other  than  that  to  be  accounted 
for  by  the  formation  of  lead  Unoleate,  since  the  latter  is  soft 
rather  than  hard.  The  writer  is  of  the  opinion  that  the  chemical 
reactions  which  are  partly  responsible  for  the  hardening  of  red- 
lead  paints,  cause  the  fonnation  of  lead  ^lycerinate,  a  substance 
that  is  recognized  as  one  of  the  hardest  and  most  durable  cement- 
ing materials.     It  is  obvious,  therefore,  that  Unseed  oil  having 
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a  high  acid  number  and  often  containing  a  substantial  amount 
of  free  glycerin,  is  dangerous  to  use  in  making  red-lead  paints 
that  are  to  remain  in  packages  for  a  long  period  previous  to  use. 
With  linseed  oil  it  is  probable  that  a  substance  having  a 
solvent  eflFect  upon  lead  glycerinate,  such,  for  instance,  as 
certain  alcoholic  derivatives,  could  be  combined.  These  would 
evaporate  when  the  paint  was  applied  and  the  formation  of 
the  valuable  lead  glycerinate  cement  might  proceed  during  the 
drying  of  the  oil.  For  this  purpose,  red  leads  high  in  litharge 
would  be  most  active. 
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Mr.  a.  H.  Sabin  (presented  in  written  form  and  read  by  the  Mr.  StUo. 
author), — ^An  examination  of  Table  I  seems  to  show  some  mis- 
takes in  the  recorded  composition  of  the  red-lead  paints.  In 
the  first  place,  it  is  stated  that  a  standard  formula  of  25  lb.  of 
dry  pigment  to  1  gallon  of  oil  was  adopted  for  panels  Nos.  1  to 
5,  and  7;  the  percentages  given  in  the  tables  are  78,  79  and  80 
for  the  pigments  and  22,  21  and  20  for  the  oil.  It  is  obvious 
that  25  lb.  of  pigment  and  7.75  lb.  (  =  1  gallon)  of  oil  would 
represent  76.33  per  cent  of  pigment  and  23.67  per  cent  of  oil; 
on  the  other  hand  if  the  proportion  aimed  at  was  80  to  20,  that 
would  be  equivalent  to  31  lb.  of  pigment  to  a  gallon  of  oil. 

Examining  the  table  further,  it  appears  that  paint  No.  1 
weighed  27  lb.  per  gallon;  the  red  lead  contained  86  per  cent 
of  Pb804.  Assuming  the  density  of  this  red  lead  to  be  about  8.7, 
it  would  take  about  73  lb.  of  it  to  make  the  volume  of  a  gallon 
in  a  paint;  that  is,  with  the  spaces  between  the  particles  filled 
with  oil,  which  latter  is  reckoned  separately.  A  gallon  of  such 
paint  made  with  25  lb.  of  pigment  to  1  gallon  of  oil  would 
weigh  24.3  lb.  instead  of  27  lb.  as  stated  in  the  table.  On  the 
basis  of  27  lb.  per  gallon,  the  proportion  of  pigment  to  oil  is 
21.5  lb.  to  5.5  lb.  or  79.6  per  cent  to  20.4  per  cent,  which  is 
pretty  near  the  figures  in  the  table. 

Paint  No.  2  weighed  25  lb.  per  gallon;  this  would  appar- 
ently require  77.6  per  cent  of  pigment  to  22.4  per  cent  of  oil,  or 
about  one-ninth  more  oil  than  the  table  states,  and  less  pigment. 
Paint  No.  3  weighed  28  lb.  and  must  apparently  have  con- 
tained 81.3  per  cent  of  pigment  instead  of  79  per  cent  as  stated, 
and  18.7  per  cent  of  oil  instead  of  21  per  cent  as  stated;  an 
error  of  about  the  same  amount  as  in  No.  2,  but  in  the  other 
direction.  Paint  No.  4  weighed  24  lb.;  this  must  apparently 
have  contained  75.8  per  cent  of  pigment  and  24.2  per  cent  of 
oil,  instead  of  78  and  22  per  cent  as  stated.  If  my  deductions 
are  correct,  it  really  contained  0.5  lb.  less  lead  and  0.5  lb.  more 
oil  than  the  printed  figures  show — a  considerable  difference. 
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Mr.  Sabln.  Paint  No.  5  was  like  No.  1 ;  the  j&gures  are  not  far  from  being 
consistent;  but  not  25  lb.  to  a  gallon.  Paint  No.  6  weighed 
21  lb.  and  seemingly  contained  69.5  per  cent  of  pigment  instead 
of  72,  and  30.5-  per  cent  of  oil  instead  of  28.  These  again  are 
material  errors,  the  largest  yet  noted.  Paint  No.  7  weighed 
24  lb.  and  must  apparently  have  been  made  with  75.8  per  cent 
of  pigment  instead  of  80  as  stated,  and  24.2  per  cent  of  oil 
instead  of  20,  the  latter  being  an  error  of  more  than  a  fifth 
of  the  oil,  the  largest  in  the  whole  set. 

When  Mr.  Gardner  says  these  paints  got  hard  on  standing 
three  years,  it  is  not  to  be  doubted;  but  whether  this  was  due 
to  the  way  they  were  made  or  to  their  composition,  is  a 
question  to  whidi  a  reliable  answer  is  no  longer  possible.  Like- 
wise it  was  to  be  expected  that  they  would  show,  in  exposure 
tests,  great  variations  from  the  behavior  of  paints  more  skilfully 
made,  and  they  did. 

The  determination  of  specific  gravity  of  pigment  is  not  quite 
as  absolute  as  in  the  case  of  large  crystals,  but  it  is  accurate 
within  certain  narrow  limits.  The  specific  gravity  of  litharge 
is  9.3;  that  of  true  red  lead  is  probably  8.5.  Pure  Pbt04  is 
difl&cult  to  make  and  its  absolute  specific  gravity  is  correspond- 
ingly imcertain;  but  it  is  not  over  8.5,  and  while  some  samples 
have  shown  an  apparent  density  as  low  as  8.4,  it  is  not  impos- 
sible that  these  contained  a  little  air  or  other  gas  which  obsti- 
nately adhered  to  the  fine  particles.  Mixtures  of  true  red  lead 
and  litharge  are  capable  of  accurate  analysis,  and  the  densities 
of  these  commercial  red  leads  agree  very  closely  to  the  supposi- 
tion that  Pb804  has  specific  gravity  of  8.5.  Hence  the  calcula- 
tion of  the  composition  of  a  red-lead  paint  from  the  weight  per 
gallon  is  a  matter  of  arithmetic. 

Many  years  ago  there  was  some  interest  in  apparatus  for 
determining  the  weight  of  a  unit  volume  of  loose,  dry  pigment; 
it  was  hoped  that  an  approximate  notion  of  its  fineness  might 
thus  be  had.  But  experience  showed  that  such  apparatus 
would  give  results  varying  10  to  20  per  cent  in  the  hands  of  the 
same  operator;  and,  more  important,  that  in  many  cases,  and 
notably  in  that  of  red  lead,  this  loose  volume  weight  could  be 
increased,  sometimes  50  per  cent,  by  prolonged  grinding  in  a 
pebble  mill.    A  year  or  two  ago  the  writer  sent  a  circular  letter 
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of  inquiry  to  the  testing  laboratories  of  all  the  railroads  and  Mr.  bmm. 
many  of  the  large  manufacturers  in  this  countiy,  and  without 
exception  they  had  abandoned  or  had  never  used  this  method 
for  estimating  fineness.  Among  the  railroads  were  the  Great 
Northern,  the  Northern  Pacific,  C.  M.  &  St.  P.,  C.  &  N.  W., 
U.  P.,  S.  P.,  A.  T.  &  S.  F.,  L.  &  N.,  N.  Y.  C,  Pennsylvania, 
P.  &  R.,  Southern,  B.  &  0.,  B.  &  M.,  N.  Y.  N.  H.  &  H.,  B.  &  A., 
and  the  Erie;  also  the  General  Electric,  Westinghouse,  Sherwin- 
Williams,  Lowe  Bros.,  Masury,  National  Lead  and  the  various 
U.  S.  Government  laboratories.  It  appears,  therefore,  that  the 
only  means  for  computing  paint  voliunes  and  weights  are  actual 
specific  gravity  determinations,  which  are  within  the  reach  of 
every  one;  and  there  is  seemingly  no  good  excuse  for  such 
mistakes  as  this  paper  exhibits. 

Mr.  Gardner  thinks  his  experiments  show  that  the  softness 
of  red-lead  paints  after  aging  is  probably  due  to  the  settling  of 
pigment  of  high  specific  gravity,  while  those  of  lower  density 
remain  soft.  Thus  he  found  that  red  lead  of  99  per  cent  of 
Pb804  remained  soft,  while  98  per  cent  became  hard.  But  the 
difference  in  specific  gravity  between  these  is  less  than  0.01, 
and  it  is  doubtful  if  so  small  a  variation  can  account  for  this 
behavior,  especially  as  it  is  well  known  that  the  U.  S.  Govern- 
ment has  no  difficulty  in  buying  hundreds  of  tons  of  a  mixture 
of  98  per  cent  red  lead  with  raw  linseed  oil  under  a  guarantee 
that  it  will  not  become  hard.  The  difference  is  probably  due 
to  some  unknown  variation  in  making  or  storing  the  paints. 
It  is,  however,  well  known  that  mixtures  of  pure  linseed  oil  with 
any  red  lead  containing  more  than,  say,  5  per  cent  of  litharge 
will  rapidly  harden;  not  merely  settle,  but  apparently  combine 
with  some  of  the  oil.  Nothing  is  better  known  about  red  lead 
than  this. 

Mr.  Gardner's  remark  that  some  action  may  take  place 
other  than  the  formation  of  lead  linoleate  is  worthy  of  con- 
sideration; also  his  variable  results  on  the  solution  of  lead  in 
the  supernatant  oil.  There  are  many  unsettled  problems  in  this 
difficult  subject. 

It  is  generally  true  that  with  a  given  pigment  the  finer  it 
is  the  more  oil  it  takes;  but  there  is  an  apparent  exception  in 
the  case  of  red  lead.  Here  the  coarser  and  slightly  heavier  sorts 
take  most  oil,  because  they  are  chemically  active  towards  oil 
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Mf.  SabiiL  and  become  viscous  more  rapidly  than  the  finer,  which  are  more 
completely  oxidized.  However,  the  exception  is  apparent  rather 
than  real,  because  the  high  litharge  content  makes  it  a  different 
pigment.  If  we  are  ever  able  to  make  coarse  red  lead  of  100 
per  cent  Pbj04,  we  may  find  that  the  general  rule  holds.  But 
the  experience  of  the  present  writer  is  that  there  should  haye 
been  no  occasion  for  using  more  oil  with  99  per  cent  red  lead  than 
with  98  per  cent;  and  the  observation  of  the  writer  and  his 
associates  has  extended  over  several  million  poimds  of  these 
mixtures. 

The  same  thing  may  be  said  about  the  weather-resisting 
quality.  Mr.  Gardner  finds  this  to  increase  in  exact  proportion 
to  the.amoimt  of  litharge  present;  this  is  precisely  contrary  to 
the  results  obtained  by  Committee  D-1  on  the  Havre  de  Grace 
bridge;  the  experience  of  Chief  Engineer  Wagner,  of  the  Phila- 
delphia and  Reading  Ry.  Co.,  for  nineteen  years,  as  described 
in  the  Transactions  of  the  American  Society  of  Civil  Engineers^; 
that  of  the  U.  S.  Navy  Department,  which  has  for  many  years 
limited  the  amount  of  litharge  to  6  per  cent  and  which  last  year 
issued  specifications  for  97-per-cent  red  lead,  based  on  three 
years'  experience  and  the  use  of  more  than  a  million  pounds  of 
material;  and  that  97  or  98-per-cent  red  lead  is  almost 
exclusively  used  by  the  U.  S.  Engineering  Corps;  also  that  it 
is  specified  on  33,000  miles  of  railway,  and  extensively  used  by 
65,000  miles  more.  These  facts  it  is  pertinent  to  cite  in  opposi- 
tion to  Mr.  Gardner's  isolated  tests. 

The  best  real  test  of  a  preservative  coating  is  its  use  on  a 
working  scale;  and  these  facts  show  that  the  use  of  red  lead 
containing  a  minimum  amount  of  litharge  is  rapidly  displacing 
the  lower-grade  product;  and  this  widely  distributed  use  can 
only  be  based  on  experience.  Mr.  Gardner  thinks  his  experi- 
ments show  that  large  litharge  content  is  important;  I  maintain 
that  not  only  do  the  tests  of  Committee  D-1  show  the  opposite, 
but,  what  is  still  more  important,  this  conclusion  is  contrary 
to  the  opinion,  over  the  whole  country,  of  the  users  of  great 
quantities  of  the  highest  obtainable  percentage  of  PbiO^,  at 
prices  higher  than  ever  before  known,  and  by  consumers 
interested  only  in  efficiency.    This  is  the  final  test. 

1V0LLXXVII.P.  963. 
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Mr.  G.  W.  Thompson. — I  just  want  to  call  attention  to  Mr.  xhompMn. 
one  Kttle  inaccuracy;  I  think  it  was  unintentional  on  the  part 
of  Mr.  Gardner.  In  referring  to  the  amount  of  red  lead,  dis- 
solved in  the  vehicle,  I  presume  he  means  ash  or  other  lead 
compounds  dissolved  in  oil.  He  stated  that  these  figures  repre- 
sented the  percentage  of  the  red  lead  which  was  dissolved. 
He  evidently  did  not  mean  this,  because  the  table  showed 
the  contrary.  I  think  that  attention  should  be  called  to  this, 
because,  considering  that  the  oil  is  the  smaller  percentage  of 
the  two  components  in  these  paints,  you  could  probably  take 
those  figures  and  divide  by  4  or  in  some  cases  5  and  get  a  more 
accurate  representation  of  the  percentage  of  pigment  which 
entered  into  solution  in  the  oil. 

Mr.  H.  J.  Force. — ^About  three  years  ago  we  had  occasion  Mr.  Varc«. 
to  investigate  the  question  of  red  lead.  Our  company,  the 
Lackawanna  Railroad,  were  large  users  of  red  lead,  especially 
for  bridge  work.  We  accordingly  procured  through  our  pur- 
chasing agent,  in  open  market,  four  samples  of  red  lead.  These 
samples  were  properly  prepared  in  the  laboratory  to  be  about 
the  proper  consistency  for  painting,  all  samples  being  thoroughly 
ground  up  with  linseed  oil  in  a  wedgewood  mortar  and  applied 
to  steel  panels  12  x  18  in.,  in  duplicate;  the  first  coat  being 
allowed  to  dry  48  hours,  and  then  given  the  second  coat,  the  ^ 
plates  were  exposed  on  angle  of  45  deg.  When  I  received  the 
preprint  of  Mr.  Gardner's  paper,  I  was  very  much  interested 
and  immediately  sought  to  make  another  inspection.  The 
following  is  the  rating  of  the  four  samples  of  red  lead.  Lead 
No.  I,  98  per  cent  of  red  lead,  had  a  rating  at  18  months  of  10, 
and  at  three  years  of  9.  Lead  No.  2,  which  contained  93  per 
cent  of  red  lead,  had  a  rating  at  18  months  of  9,  and  at  3  years 
of  9.  Lead  No.  3,  which  contained  83  per  cent  of  red  lead,  was 
given  a  rating  of  9  at  18  months,  and  9  at  3  years.  We  did 
notice,  however,  that  there  was  a  slight  difference  in  the  chalking. 
On  these  three  samples,  so  far  as  we  are  able  to  determine,  the 
rating  seems  to  be  one  that  is  consistent  at  this  time.  The 
fourth  sample  contained  18  per  cent  red  lead,  and  over  70  per 
cent  of  barimn  sulfate.  This  paint  took  on  a  color  which  was 
quite  yellow  inside  of  7  or  8  months,  but  at  the  present  time 
it  is  showing  up  very  satisfactorily.  The  rating  of  this  paint 
at  18  months  was  7,  and  at  the  end  of  3  years  it  was  7. 
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Mr.  Force.  I  want  it  understood  that  I  am  making  no  prediction  as 

to  what  the  results  will  be  at  the  end  of  5  years.  Another 
inspection  in  a  year  from  now  may  show  results  entirely  different 
from  that  which  I  have  already  reported.  Our  company  has 
purchased  a  considerable  amount  of  red  lead,  and  up  to  the 
present  time  it  is  giving  us  excellent  service.  As  to  whether 
or  not  we  are  justified  in  buying  a  higher  grade  of  red  lead, 
we  believe  our  tests  will  show  in  course  of  time. 

Mr.  Carpenter.  Mr.  A.  W.  CARPENTER. — Some  years  ago  I  conducted  a 

somewhat  similar  experiment  to  that  which  Mr.  Force  has 
mentioned,  for  the  engineering  department  of  the  New  York 
Central  Railroad.  We  obtained  samples  of  red  leads  ranging 
from  about  81  per  cent  true  red-lead  content  up  to  94,  which 
was  the  highest,  I  believe.  There  were  five  samples  of  different 
manufacturers.  No  sample  was  ground  in  oil.  We  could  not 
determine  much  difference  in  the  durability  of  the  various  coats, 
so  that  we  came  to  the  conclusion  that  the  litharge  content 
was  not  so  important  as  it  was  being  represented  to  be,  within 
the  limits  of  our  experiment. 

Mr.  Cheesnum.  Mr.  F.  P.  Cheesman. — ^As  none  of  the  members  have 
criticized  the  specimen  plates  of  iron-oxide  paints  which 
apparently  have  weathered  equally  as  well  as  the  best  plates 
of  red-lead  paint,  and  taking  into  consideration  the  fact  that  a 
first-quality  iron-oxide  paint  costs  to-day  about  one-third  the 
price  of  a  first-quality  red-lead  paint;  and  also  remembering 
that  an  iron-oxide  paint  will  cover  about  20  per  cent  more  sur- 
face than  a  red-lead  paint,  and  that  the  labor  cost  of  applying 
a  red-lead  paint  is  about  twice  the  cost  of  applying  an  oxide 
paint,  so  that  all  things  considered,  a  red-lead  paint  to-day 
will  cost  approximately  four  times  as  much  as  an  iron-oxide 
paint:  Would  it  not  be  well  to  call  the  attention  of  the  con- 
sxuner  to  these  facts,  so  that  he  may  in  these  days  of  high  prices 
use  an  iron-oxide  paint  and  save  about  $75  out  of  each  $100? 

Mr.  Chepnuui.  Mr.  Cloyd  M.  Chapman. — I  should  like  to  ask  a  question 

regarding  the  effect  of  chromating  upon  the  solubility  of  red 
lead  in  oil.  The  solubility  of  the  seven  pigments  used  as  indi- 
cated by  the  ash  varied  from  0.31  to  15.82  per  cent  as  shown 
in  Table  III.  The  chromated  red  lead  gave  0.80  per  cent  ash. 
Which  of  the  seven  red  leads  was  used  for  chromating?     Was 
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it  one  which  gave  a  relatively  high  or  a  low  percentage  of  ash  Mr.  OuipmaiL 
before  being  chromated?    Was  its  solubility  materially  increased 
or  decreased  by  the  chromating  process? 

Mr.  J.  A.  Schaeffer. — If  I  understand  Mr.  Sabin  cor-  Mr.  Schtefftr. 
rectly,  I  want  to  take  exception  to  one  point  which  he  has 
raised  in  his  paper,  namely,  that  there  is  not  a  great  difference 
in  the  proportion  of  oil  which  is  required  for  red  leads  of 
varying  fineness,  therein  differing  from  other  pigments.  This 
has  not  been  our  experience.  Red-lead  pigments  follow  the 
same  coiu-se  as  other  pigments  in  relation  to  the  amount  of 
oil  required  with  varying  fineness.  I  know  of  a  niunber  of 
red  leads  in  which  we  find  a  variation  in  the  percentage  of 
fine  particles  which,  if  all  were  used  with  the  same  proportion 
of  oil,  would  give  greatly  different  consistencies  in  the  finished 
pastes.  I  can  show  red  leads  of  such  a  degree  of  fineness  that  a 
paint  of  proper  painting  consistency  is  obtained  from  the  use 
of  as  low  as  14  lb.  of  pigment  to  a  gallon  of  oil;  whereas  if  the 
usual  quantity  of  pigment,  25  lb.,  were  used  to  the  gallon  of 
oil,  a  paint  would  be  obtained  of  such  a  stiff  consistency  that 
it  could  not  be  applied.  This  is  not  due  to  a  difference  in  the 
red  lead  content,  as  the  same  coBsistency  will  be  obtained  with 
the  red  lead  content  varying  from  70  to  98  per  cent.  On  com- 
paring these  finer  pigments  with  the  coarser  ones,  in  the  case 
of  red  lead,  I  cannot  agree  with  Mr.  Sabin  that  it  is  directly 
dependent  on  the  peculiar  action  which  red  lead  has  with  oil. 
The  red-lead  pigments,  so  far  as  I  have  studied  them,  do  not 
vary  to  a  very  great  extent  from  the  general  nature  of  other 
pigments  when  ground  in  oil,  though  they  do  show  a  slightly 
different  action  on  prolonged  standing. 

The  OoAiRiiAN  (Mr.  S.  S.  Voorhees). — ^The  point  which  Th«  Chftirman. 
was  brought  out  by  Mr.  Schaeffer  is  extremely  interesting  as 
measuring  spreading  consistency.  The  behavior  of  different 
paints  when  mixed  with  oil  to  determine  their  viscosity,  as  we 
term  it,  for  want  of  a  better  word,  has  been  one  of  the  problems 
of  Committee  D-1  in  endeavoring  to  determine  the  proper 
consistency  of  a  paint  and  how  it  can  be  measured  in  some 
reproducible  manner.  In  certain  of  the  paint  tests  which  have 
been  conducted  a  form  of  visgosimeter  was  used;  and  while 
the  same  viscosity,  or  consistency,  as  measured  by  the  Stormer 


Digitized  by  VjOOQIC 


546  Discussion  on  Metal  Primer  Tests. 

The  ChairmaiL  viscosimeter  was  obtained,  the  behavior  of  paints  under  the 
brush  was  not  alike.  The  point  brought  out  by  Mr.  Schaeffer 
in  connection  with  Mr.  Sabin's  discussion  on  the  different 
behaviors  of  red  lead  with  oil  will  require  further  investigation 
in  order  to  arrive  at  the  fundamental  facts. 

Mr.  Thompson.  Mr.  THOMPSON. — May  I  say  another  word?  I  have  had 
a  great  deal  of  experience  with  red  lead;  for  twenty-five  years  I 
have  been  giving  it  thought  and  study.  Twenty-five  years  ago 
the  red  lead  made  and  sold  for  painting  purposes  was  nothing 
like  the  red  lead  which  is  made  to-day.  There  was  very  little 
red  leiad  made  then  that  contained  much  more  than  80  per  cent 
true  red  lead,  excepting  of  course  orange  minerals.  The  red 
leads  were  very  coarse,  giving  perhaps  2  per  cent  on  No.  19 
silk  cloth  and  30  per  cent  of  "sandy"  lead.  Now  it  has  been 
my  firm  conviction  dining  all  of  these  years  that  what  is  true 
with  regard  to  other  pigments  should  also  be  true  with  regard 
to  red  lead,  and  that  if  coarseness  is  a  bad  thing  in  the  case  of 
white-lead  or  iron-oxide  pigments,  for  instance,  it  should  be 
a  bad  thing  in  red  lead.  I  have  endeavored,  so  far  as  my  sphere 
of  action  went,  to  secure  the  manufacture  of  finer  red  leads, 
and  in  this  time  we  have  seejj  generally  throughout  the  country 
an  improved  standard,  that  is,  all  manufacturers  have  been 
making  red  leads  containing  higher  percentages  of  true  red 
lead.  What  is  more,  with  this  higher  percentage  of  true  red 
lead  there  has  also  appeared  a  greater  degree  of  fineness,  which 
is  an  improvement  from  the  pigment  standpoint.  Now  having 
this  in  mind  and  realizing  that  about  ten  years  ago,  we  will 
say,  it  was  quite  general  that  a  specification  should  call  for 
94  per  cent  of  true  red  lead,  it  seemed  possible  that  a  red  lead 
could  be  produced  that  would  approach  nearly  100  per  cent 
red  lead,  if  sufficient  fineness  was  given  to  the  pigment;  and 
that  apparently  is  what  has  taken  place.  Whether  I  have 
had  any  part  in  this  progress  of  red  lead  or  not,  here  is  the 
fact.  I  asked  a  member  of  Committee  D-1  two  or  three  years 
ago  to  send  me  samples  of  red  lead  which  came  to  him  from 
different  parts  of  the  country.  I  did  not  know  their  identity 
at  all.  As  some  of  you  know,  I  read  a  paper  before  the  Society 
six  or  seven  years  ago^  on  a  classification  apparatus  in  which 

1  "Tha  Ctanificatio&  of  FixM  Partidet  Aooofding  to  Site."  Procmdimts,  Am.  Soc.  Test. 
Matt.,  Vd.  X,  p.  601  (1910). 
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the  particles  of  a  pigment  are  grouped  by  flotation  into  different  Mr.  xhompeoxu 
groups.  The  first  group  is  called  the  sandy  portion.  The  whole 
pigment  is  first  put  through  a  bolting  cloth,  obtaining  what  is 
called  a  "coarse"  portion,  and  then  the  first  group  by  flotation 
is  the  "sandy"  portion.  In  every  case  with  those  samples, 
where  the  percentage  of  litharge  was  high  they  showed  a  high 
percentage  of  sandy  lead,  and  where  the  litharge  content  was 
small  they  showed  a  small  percentage  of  sandy  lead. 

Now  I  am  firmly  convinced  of  this  fact,  that  no  paint 
pigment  should  contain  more  than  3  per  cent  of  sandy  particles, 
I  don't  care  what  it  is  for,  if  it  is  going  to  be  mixed  with  oil. 
Sometimes  it  is  hard  to  control  manufacture  so  that  it  will 
not  contain  more.  I  will  say  further  that  a  red  lead  that  runs 
98  per  cent  of  true  red  lead  will  never  contain  over  3  per  cent 
of  sandy  lead.  Now  this  is  the  real  practical  question  in  con- 
nection with  the  red  lead  question.  The  painter  is  a  practical 
man  applying  a  brush  of  paint.  One  of  the  primary  considera- 
tions which  he  must  take  thought  of  is  the  workability  of  the 
paint,  and  it  is  a  fact  that  a  paint  with  a  high  percentage  of 
true  red  lead  is  a  better,  more  workable  paint — not  because 
it  contains  a  high  percentage  of  true  red  lead,  but  because  it  is 
finer  and  gives  a  better  film. 

Now  as  to  this  question  of  the  oil,  98-per-cent  true  red  lead 
can  be  mixed  to  a  painting  consistency  with  less  oil  than  any 
other  low  oxidized  red  lead.  The  pigment  content  can  be 
worked  up;  and  if  there  is  one  thing  I  have  been  thoroughly 
convinced  of  from  the  days  of  Doctor  Dudley  to  now,  it  is  that 
to  get  a  permanent  paint  the  binder  should  be  cut  down  as 
much  as  possible  within  practical  limits  and  the  proportion 
of  pigment  increased.  Now  that  can  be  done  with  a  highly 
oxidized  red  lead  where  it  cannot  be  done  with  a  low  oxidized 
red  lead. 

Mr.  R.  E.  Coleman. — ^There  were  some  remarks  made  Mr.  Coleman, 
by  Mr.  Sabin  relative  to  the  volumes  of  the  different  paints 
and  their  percentages  of  pigment  and  vehicle  which  I  believe 
deserve  more  consideration  than  Mr.  Sabin  brought  out  in  his 
remarks.  Some  time  ago  many  reports  were  published  pur- 
porting to  show  that  the  bulking  figure  of  a  pigment  in  oil  was 
in  direct  ratio  to  its  specific  gravity.     This  was  suggested  as 
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Mr.  Cotoman.  a  method  for  determining  the  voltmie  that  any  pigment  woidd 
give  in  oil.  I  got  from  Mr.  Sabin's  discussion  that  this  was 
the  point  conveyed.  If  we  look  at  it  in  a  piurely  superficial 
manner,  it  is  liable  to  show  this;  but  during  my  experience 
of  over  twelve  years  in  factory  effidency  work,  extensive  inves- 
tigations have  been  made  in  order  to  determine  why  we  did  not 
always  get  as  much  paint  out  of  a  batch  as  we  should  from  a 
calculation  of  volumes  based  on  the  above  method.  The  great 
^  variance  of  results  has  led  me  to  believe  that  there  are  other 
factors  which  will  aflFect  these  volimies  a  great  deal.  If  we 
would  confine  ouftelves  entirely  to  the  question  of  a  simple 
mixture  of  pigment  and  oil,  no  doubt  it  would  hold  good,  but 
I  believe  there  are  present  so  many  other  factors  which  we 
are  now  beginning  to  realize,  that  a  definite  volimie  ratio  does 
not  always  hold  good.  Therefore  we  must  accept  the  state- 
ment that  these  things  are  merely  mathematical  calculations 
with  a  great  deal  of  reserve,  until  we  prove  them  out  in  some 
definite  manner.  It  has  been  my  experience  that  this  method 
does  not  always  check  up.  I  have  examined  several  thousand 
formulas  in  my  experience  with  this  in  mind,  and  have  also 
had  others  remark  to  me  regarding  the  variations  in  volimies 
that  obtained  with  different  pigment  and  vehicle  combinations. 

Mr.  Gardner.  Mr.  H.  A.  GARDNER. — ^Mr.  Sabin's  discussion  is  based  on 

what  I  believe  to  be  unwarranted  theoretical  refinements.  It 
is  true  that  a  standard  formula  of  25  lb.  of  dry  pigment  to  one 
gallon  of  oil  was  selected  in  making  these  paints.  However,  in 
the  grinding  there  are  always  some  losses  due  to  evaporation, 
wetting  of  stones,  and  other  factors  which  are  well  known  to 
the  practical  factory  paint  maker.  Also  in  the  taking  of  sam- 
ples for  analysis  there  may  be  some  slight  differences  which 
cannot  always  be  accounted  for.  Moreover,  it  is  stated  in  my 
paper  that  "the  red  lead  paints  were  prepared  so  that  they 
would  all  be  practically  of  the  same  viscosity  or  body, "  that  is 
to  say,  the  quantity  of  oil  was  varied,  where  necessary,  with 
that  in  view. 

Because  of  these  circumstances,  it  was  thought  desirable  to 
determine  the  actual  compositions  of  the  paints  as  used.  They 
were  therefore  analyzed  and  the  percentages  by  weight  of  pig- 
ment and  oil,  thus  determined,  are  given  in  Table  I. 
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Mr.  Sabin's  assumption  that  the  specific  gravity  (or  den-  Mr.  Gardner. 
sity)  of  the  red  lead  used  in  my  paints  is  8.7  is  unwarranted. 
The  specific  gravities  of  the  red  leads  used  in  my  tests  varied. 
Moreover,  in  my  opinion,  calculations  of  paint  volumes  and 
weights  based  upon  the  assumed  specific  gravity  of  the  pigment 
— ^in  this  instance  red  lead — cannot  properly  be  made  the  basis 
of  criticism  of  actual  anal3rtical  results.  In  that  connection,  the 
statement  in  Mr.  Coleman's  discussion,  that  the  volmne  of  a 
mixture  of  pigment  with  vehicle  cannot  always  be  calculated 
from  the  specific  gravity  of  the  pigment,  is  pertinent. 

Answering  Mr.  Thompson's  inquiry  as  to  the  ash  test,  I 
should  like  to  say  that  these  tests  were  determinations  of  the 
actual  amount  of  pigment  in  solution  as  determined  by  ashing. 

Answering  Mr.  Chapman's  point,  I  wish  to  state  that 
the  type  of  red  lead  used  for  chromatizing  was  No.  2. 

Answering  Mr.  Thompson's  statement  that  red  lead 
requiring  the  lowest  amount  of  oil  is  the  best  red  lead,  I  would 
refer  to  the  old  statement,  which  I  believe  was  made  by  Doctor 
Dudley,  to  the  effect  that  "oil  is  the  life  of  paint,"  and  a  pig- 
ment requiring  a  large  amoimt  of  oil  is  often  the  most  durable. 

In  respect  to  the  Havre  de  Grace  tests,  I  might  state  that 
two  grades  used,  namely  85  and  94  per  cent,  were  made  into 
paints  with  entirely  different  oils  and  on  different  percentages, 
and  there  cannot  therefore  be  any  consistent  results  obtained 
with  such  work. 

Further  answering  Mr.  Thompson's  statement  regarding 
the  use  of  red  lead  by  the  Navy  Department,  it  is  perfectly 
true  that  they  use  large  amounts  of  94  and  98  per  cent;  but  I 
would  refer  to  the  fact  that  at  the  Navy  Yard  in  San  Frandsco 
excellent  results  have  been  obtained  with  the  85-per-cent  red 
lead  which  they  have  used,  and  I  believe  over  two  million  poimds 
have  been  consumed  at  that  point. 

Mr.  Sabin  (fry  letter). — Mr.  Schaeffer's  statement  that  with  Mr.  SMn. 
red  lead  of  extreme  fineness  nearly  twice  as  much  oil  is  needed 
as  with  the  ordinary  sort  should,  I  think,  be  verified  and  exact 
data  published,  as  Mr.  Voorhees  suggests.  It  is  contrary  to 
all  experience  known  to  the  writer;  and  I  suggest  that  samples 
be  sent  to  the  Bureau  of  Standards,  or  to  the  chairman  of  the 
Sub-Committee  of  Committee  D-1  on  Physical  Tests,  for  experi- 
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Mr.  Sabin.  ment.  Mr.  Schaeffer's  further  statement  that  red  lead  behaves 
much  like  other  pigments  in  oil  is  notoriously  opposed  to  all 
popular  belief,  as  it  is  to  the  specific  statements  of  Mr.  Thompson 
and  the  writer. 

The  supposition  advanced  by  Mr.  Coleman  that  the  mixture 
of  a  pigment  with  a  vehicle  gives  a  volume  which  cannot  be 
calculated  from  their  specific  gravities  is  startling.  It  is  well 
known  that  the  method  of  finding  the  specific  gravity  of  a  pig- 
ment is  by  dividing  the  weight  of  a  portion  of  it  by  that  of  the 
volimie  of  water  which  it  displaces;  or  if  some  other  liquid 
is  used  the  density  is  calculated  to  that  of  water.  In  one 
laboratory  with  which  I  am  familiar  this  experiment  is  usually 
made  with  kerosene,  or  some  other  petroleum  product;  in 
another  it  is  the  practice  to  use  water.  Specific  gravity  tables 
made  by  these  two  methods  agree  exactly,  as  they  should  if 
the  pigments  are  sensibly  insoluble  in  both  liquids;  but  Mr. 
Coleman's  contention  is  equivalent  to  saying  that  in  the  liquids 
(chiefly  oil)  used  in  paints  the  specific  gravity  of  a  pigment 
varies  from  this  figure.  This  is  important  if  true.  I  am  pre- 
pareid  to  say  that  it  is  not  true  of  red  or  white  lead  in  Unseed 
oil;  and  for  many  years  I  was  chemist  for  a  factory  making 
varnish  paints  and  paints  in  japan,  and  within  the  limits  of 
error,  which  could  not  have  exceeded  0.5  per  cent,  the  voliunes 
of  pigments  and  these  complex  and  numerous  vehicles  were 
additive.  If  Mr.  Coleman  can  describe  some  definite  experi- 
ment proving  his  contention,  I  am  sure  Committee  D-1  will 
verify  it  if  possible. 
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DETERMINATION  OF  ABSOLUTE  VISCOSITY  BY 

THE  SAYBOLT  UNIVERSAL  AND  ENGLER 

VISCOSIMETERS. 

By  Winslow  H.  Herschel. 
SUNINIARY. 


The  commonly  accepted  formula  for  determining  absolute 
viscosity  by  the  capillary  tube  method  is 

«-.         ^    ^r'       --L.     Absolute  Viscosity     ..    B 

Kinematic  Viscosity  = : ^  ^At — 

Density  i 

in  which  i  is  the  time  of  discharge,  in  seconds,  and  A  and  B  are 
instrumental  constants  which  may  be  calculated  from  the 
equation  when  the  times  of  discharge,  for  two  liquids  of  known 
kinematic  viscosity,  have  been  experimentally  determined. 
This  investigation  of  Engler  and  Saybolt  Universal  viscosimeters 
has  shown  that  the  critical  velocity  at  which  the  equation  ceases 
to  hold  good,  is  equal  to  about  800  times  the  kinematic  viscosity, 
divided  by  the  diameter  of  the  tube.  This  value  is  exceeded 
with  water,  so  that  water  can  not  be  used  as  one  of  the  two 
liquids.  Consequently  all  equations  are  in  error  which  have 
been  based  upon  tests  with  water,  including  the  much-used 
equation  of  Ubbelohde  for  the  Engler  viscosimeter. 
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DETERMINATION  OF  ABSOLUTE  VISCOSITY  BY 

THE  SAYBOLT  UNIVERSAL  AND  ENGLER 

VISCOSIMETERS. 

By  Winslow  H.  Herschel. 

It  is  becoming  generally  recognized  that  it  is  desirable  to 
express  viscosity  in  absolute  units.^  Where  viscosity  is  used 
merely  for  the  purpose  of  identification,  the  time  of  discharge 
of  a  certain  viscosimeter  serves  as  a  fairly  satisfactory  method 
of  expressing  viscosity,  the  chief  disadvantage  being  that  numer- 
ous conversion  tables  are  necessary  for  intercomparisons  between 
the  various  instnunents  in  use.  When,  however,  viscosity  is 
used  to  calculate  the  frictional  resistance  of  a  bearing,  or  the 
load  which  it  will  carry  with  safety,  it  becomes  evident  that 
viscosity  must  be  expressed  in  some  unit  which  is  independent 
of  the  measuring  instrument.  Such  a  unit  is  the  absolute  or 
c.  g.  s.  unit,  which,  following  the  suggestion  of  Deeley  and 
Parr*  will  be  called  a  "poise."  It  should  be  noted  that  the 
poise  is  just  as  useful  as  the  time  of  discharge  for  purposes  of 
identification. 

If  it  is  assimied  that  the  viscosimeters  now  commonly 
employed  will  continue  in  use,  even  if  it  becomes  the  general 
practice  to  report  viscosities  in  poises,  then  it  is  desirable  to 
devise  means  for  obtaining  the  viscosity  in  poises  from  the  time 
of  discharge. 

Several  equations  have  been  used  or  proposed  for  finding 
the  viscosity  in  poises  from  the  time  of  discharge  of  the  Engler, 
Redwood  and  Saybolt  Universal  viscosimeters,  and  for  con- 
venience of  reference  they  are  given  in  Table  I. 

It  will  be  seen  that  all  the  equations  of  Table  I  are  of  the 
form 

^=^/-f (1) 

7  ^ 

>  G.  B.  Upton  and  A.  B.  Plowiers,  Proceedings,  Am.  Soc.  Test.  Mats..  Vol.  XV,  Part  I. 
pp.  296.  317.  respectively  (1915):  P.  C.  Mcllhiney.  Jottmal  of  Industrial  and  Bmnuering 
Chmnistry,  Vol.  8.  p.  433  (1916). 

>  R.  M.  Deeley  and  P.  H.  Parr.  Pkihsopkical  Magaaine,  Vol.  26.  p.  87  (1913). 
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where  /n  is  the  viscosity  in  poises^  7  is  the  density  in  grams 
per  cubic  centimeter,  t  is  the  time  of  discharge  in  seconds,  and 
A  and  B  are  instrumental  constants  to  be  found  either  by 
theory  or  experiment.    The  experimental  determination  of  these 


Table  I. — Equations  for  Determining  Absolute  Viscosity  from 
Time  of  Discharge. 


AathorH7. 


Bag^M^  olonbtod  from  Ubbabhde*!  eqnationi^ ^  .  0.001435  I  —  — 


^-0.00167281-      ^ 


Upton, from  gnphieal  method |  ^  .0.001432  1- 


8.22 

I 
8.g7g7 

I 
8.216 


RiDwooD  Ynoosn 


HiggiiM 

Hanohel,  oaleohted  from  MdaBMr'i  equtiona*. 
F  owcn,  edeolated  from  MeMncr^i  data 


^-COOMOI--^ 


^-0.00260. —1^51 


Upton,  from  gnphioal  method i  —»  0.0028221  — -^^^^ 


Satbolt  UNtruflAL  ViaooBiianB. 


Flowers, 
Upton,  from 


oaleokted  from  Meiemer*!  equations. . 


0.00218881- 


~  -  0.001980 1  -      ^ 


1.4068 

I 
1.242 


1 W.  F.  Higgina.  CtOtdM  Bmartlm,  The  Nations 
SL.  Ubbdohde.  TMlm  Ztm  Rnaltndm  ViAedi 
•  W.  Meissner,  Chmtaeht  Amm  <Kv-  iit  FM^  wid 


National  Physiea]  Laboratory,  Vol.  11.  p.  14  (1014). 


«W.Mei 


\  Han-iniudrit,  VoL  17,  p.  202  (1910). 

,  ChtmUeht  Bnm  HUrikFM^wni  Ban-IndMM$,  Vol.  19.  p.  80  (1912). 


pp.  0.  27  (1907). 


constants  will  be  called  the  calibration  of  an  instrument.  The 
viscosity  divided  by  the  density'  -,  is  known  as  the  kinemati 

y  ^ 

viscosity,  and  it  is  evident  that  the  absolute  viscosity,  m,  can 
not  be  found  from  Eq.  1  until  the  density  has  been  determined, 
by  means  of  a  hydrometer  or  otherwise. 
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Bingham's  equation*  fQi  determining  viscosity  by  the 
capillary-tube  method  reduces  to  £q.  1,  and  may  also  be 
written 

y       12SQ{1+\)V      g  I ^^ 

where  i  and  /  are  the  diameter  and  length,  respectively,'  of  the 
outlet  tube,  in  centimeters;  Q  is  the  volume,  in  cubic  centi- 
meters, discharged  in  the  time  /,  in  seconds;  X  is  a  correction 
to  be  added  to  the  measured  length  to  give  the  effective  length 
of  the  tube;    and  m  is  the  coefficient  of  the  kinetic  energy 

correction, . 

g 
As  pointed  out  by  Bingham,  Schleisinger  and  Coleman,* 
Eq.  2  will  hold  good  for  a  long  capillary  tube  if  X  is  neglected, 
m  is  taken  as  1.12  after  Boussinesq,'  and  the  average  head, 
A,  is  determined  by  Meissner's  equation 

A=AzA?^ (3) 


log. 


©■ 


where  Ai  and  h%  are  the  initial  and  final  heads,  respectively. 
The  kinetic  energy  correction  was  neglected  in  deriving  Eq.  3. 
Unfortunately,  technical  viscosimeters  are  supplied  with  very 
short  tubes,  as  shown  by  Table  II,  and  there  is  need  of  further 
investigation. 

Before  Eq.  2  can  be  applied  to  technical  viscosimeters,  it  is 
necessary  that  normal  standard  values,  with  suitable  toleranceis, 
should  be  available  for  the  principal  dimensions.  .  These  values 
are  given  in  Table  II  for  the  Engler  viscosimeter,  but  have  not 
as  yet  been  adopted  for  other  instnunents.  It  is  also  necessary 
to  know  what  are  the  most  probable  values  of  X  and  m,  the 
effect  of  error  in  Eq.  3,  and  the  velocity  at  which  turbulent 
flow  begins. 

>  B.  C  Bingham,  U.  S.  Bureau  of  Standards,  Scientific  Paper  No.  978,  p.  319  (1916).  For 
history  of  tho  development  of  this  formula  see  G.  H.  Knibbs^,  Journal  and  Proeeedings^  Royal 
Society  of  New  South  Wales,  Vol.  29.  p.  105  (1895). 

>  B.  (X  Bingliam,  H.  I.  Schleislxiger  and  A.  B.  (Coleman,  Journal^  Am.  Chem.  Soc.,  VoL  38. 
p.  27  (1916). 

•.J.  BoossfaiesQ.  Comples  Rmdms,  Vol.  1 13.  pp.  9  to  15  and  49  (1891). 
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Table  II. — Dimxnsions  of  Saybolt  Universal  and  Englbr 

ViSCOSIMETERS,  IN   CENTIMETERS. 
Satbouv  UmmaiL  Vboobdoru. 


Mean  (fiametcr  of  outlet  tube,  cm 

Lensthofoullefetube^eni 

Diameter  of  eontaiiMr,  em. 

Head  on  lover  end  of  tube,  at  start,  em 

Head  on  lover  end  of  tube,  at  end,  em 

Averaie  head,  onL 

Oapaoitsr  of  eontainer,  ee 

1  A.  H.  Qill.  "OU  ADalysk,*'  p.  28  (1913). 

iVi 


Aeoordingto 


Mewner. 

flint 

0.178 

0.180 

1.41 

1.30 

3.968 

8.000 

12.688 

12.60 

4.016 

7.638 

70 

Aooonfingto 


of 

StaadardR 
No.  2204  U. 


Ubbelohde. 


NoimaL 


AOowable 
Variation. 


r  of  outlet  tube,  topb  ODL 

Mean  diameter  of  outlet  tube,  bottom,  em. 

Length  of  outlet  tube,  em 

Diameter  df  eontiuner,  em 

Head  on  lover  end  of  tube,  at  etartk  em.... 

Head  on  lower  end  of  tube,  at  end,  em 

Average  head,  em , 

Capadty  of  eontainer,  ee 


0.2926 
0.2829 
2.00  or  1.97 
10.684 
6.184 
2.911 
8.989 
247 


0.290 
0.280 
2.00 
10.60 
6.200 
2.9S4a 
2.960« 
240fr 


0.003 

0.003 

0.01 

0.1 

0.06 


•  Aooonfing  to  Meiasner. 


»  Aeeording  to  Holde:  D.  HoId&  '*Unteraoehung  der  MineralOle  und  Fette."  p.  103  (1906).    Bj  acra** 
it  between  German  laboratoriee,  thie  reQuirement  was  abandoned  April  1. 1907.    See  Cim.  Zlg^  Vol.  81, 


p.  447  (1907). 


Reynolds'  Criterion. 
It  has  been  found  by  Reynolds^  that  the  critical  velocity, 
at  which  turbulence  begins,  is  given  by  the  equation 


dy 
vdy 


2000,    or 
=  2000  . . 


(4) 


>  O.  Reynolds.  Pkiiosopkical  TratuaOkms,  Royal  Society.  VoL  174.  Part  3,  p.  948  (1883). 
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vdy 
The  ratio ,  which  is  the  product  of  the  velocity  and  diameter 

divided  by  the  kinematic  viscosity,  is  known  as  Reynolds' 
criterion.  His  value  of  2000  was  obtained  from  experiments 
made  with  long  pipes,  and  there  is  nothing  in  his  work  to  refute 
the  various  other  values  found  with  shorter  tubes*  by  other  j 

experimenters.      It  has  been  pointed  out  by  Flowers*  and  by  i 

Hayes  and  Lewis  '  that  the  rate  of  flow  of    water  at  20®  C.  i 

(68°  F.)  through  the  tubes  of  technical  viscosimeters  is  such  that 
the  critical  velocity  is  exceeded,  although  the  value  of  Reynolds' 
criterion  for  this  case  is  less  than  2000  if  the  average  velocity 
is  used  in  Eq.  4.  The  velocity  decreases  greatly  as  the  head 
decreases,  but  the  average  velocity  has  been  used  in  all  cal- 
culations. 

A  New  Form  of  Diagram.^ 

As  a  help  in  studying  the  flow  in  short  tubes,  a  new  diagram 
has  been  devised  in  which  Reynolds'  criterion  is  plotted  against 
the  percentage  error  in  Poiseuille's  formula,* 

^.^lE&d^ (5) 

128^/ 

which  results  from  Eq.  2  when  X  and  the  kinetic  energy  correc- 
tion are  negligible.     It  is  evident  that  the  percentage  error  in 

Eq.  5  is  equal  to  100  ( 1  j.     Values  of  the  true  viscosity, 

M,  for  water,  alcohol  and  water,  and  sugar  solutions,  have  been 
obtained  with  long-tube  viscosimeters*  and  these  liquids  may  be 
used  for  calibrating  short-tube  instrmnents,  the  percentage 
error  for  different  values  of  Reynolds'  criterion  being  obtained 
by  varying  the  viscosity,  instead  of  varying  the  pressure,  as 
with  a  long-tube  instrument. 

1  For  table  of  theoretical  and  experimentall/  determined  values  aee  L.  V.  King,  Philo- 
sophical MagOMine,  Vol.  31.  p.  338  (1916). 

« A.  E.  Flowers,  Proceedings,  Am.  Soc.  Test.  Mats.,  Vol.  XIV,  Part  II,  p.  577  (1914). 

•  H.  C.  Hayes  and  G.  W.  LewU.  Journal,  Am.  Soc.  Mech.  Bngrs.,  VoL  38,  p.  629  (1916). 

*  See  Journal,  Washington  Academy  of  Sciences,  Vol.  6,  p.  155  (Mar.  19, 1916). 

*  J.  L.  M.  PoiseuiUe.  Mimoires  de  VinstiM,  stnanls  krangers.  Vol.  9,  pp.  433  to  544  (1846) ; 
Comptes  Rendus,  Vol.  2.  p.  961  and  1041  (1840),  VoL  12,  p.  112  (1841). 

•  B.  C.  Bingham  and  R.  F.  Jackson.  U.  S.  Bureau  of  Standards.  SdtnHfU  Papw  No,  MM. 
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It  may  be  shown  mathematically  that  if ,  in  a  diagram  like 
Fig.  1;  0  is  the  angle  between  the  calibration  curve  for  a  given 
tube,  and  the  horizontal,  then 

tan  e  =  ~^^ (6) 

100  md 

and  the  value  of  —  at  the  point  where  the  calibration  curve, 
extended,  intersects  the  axis  of  abscissas,  is  equal  to 

i'-'i^ (7) 

SO  that  the  percentage  error  at  this  point  will  be — - — 

Applications  op  the  New  Diagram. 
The  Value  of  Reynolds'  Criterion  at  the  Critical  Velocity, — 
Fig.  1  has  been  constructed  from  data  of  Poiseuille  and  Hosking^ 
and  tests  made  by  the  writer  at  the  Bureau  of  Standards.* 
It  shows  that  for  a  given  tube,  the  error  in  Eq.  5  increases  with 
the  value  of  .Reynolds'  criterion,  and  for  a  given  value  of  the 
criterion,  the  error  increases  as  the  ratio  of  length  to  diameter 
decreases.     That  the  error  is  a  function  of  Reynolds'  criterion 

and  -  has  been  pointed  out  by  Griineisen.' 
d 

Reynolds  and  others  have  noted  that  there  is  an  interme- 
diate, unstable  r6gime,  between  the  regions  of  viscous  and  of 
turbulent  flow,  so  that  concordant  results  are  difficult  to  obtain 
at  velocities  slightly  above  the  critical  velocity.  Doubtless  the 
scattering  of  the  points  in  the  upper  part  of  Fig.  1  is  to  some 
extent  due  to  this  difficulty.  It  is  possible,  however,  by  taking 
points  closely  together,  to  follow  fairly  accurately  the  change 
from  one  stable  r6gime  to  the  other.*  Fig.  1  shows  that  with 
Hosking's  long  tube,  the  marked  change  in  direction  in  the 
calibration  curve,  which  indicates  the  critical  velocity,  occurs 
at  a  value  of  Reynolds'  criterion  somewhat  greater  than  2000. 

*R.  Hosking,  Philosophical  MagaMint.  Vol.  18.  p.  260  (1909). 

*  A  more  detailed  account  of  these  experiments  will  be  published  later  as  U.  S.  Bureau  of 
Standards.  Technologic  Paper  No.  100. 

*B.  Grftneisen.  Wissenschqftlidu  Abhandlungen,  Die  physikaliscfa  techniarhm  Reich- 
•aiutalt.  Vol.  4.  Part  2.  p.  151  (1905). 

«  See  T.  E.  Stanton  and  J.  R.  Pannell,  CdUcUd  Restarches,  The  National  Physical  Labora- 
tory. V6L  11.  p.  302  (1914). 
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With  the  curves  for  the  short  tubes  of  the  Saybolt  Universal 
and  Engler  viscosimeters,  the  bend  occurs  at  a  much  lower 
velocity,  and  in  the  opposite  direction.  It  might  therefore  be 
expected  that  there  would  be  no  indication  of  a  critical  velocity 
to  be  observed  on  the  calibration  curves  for  tubes  of  intermediate 
length. 


200         400  600         800  1000 

Pcrccn+age  Error  in  PoiseuHlcs  Formula. 

Fig.  1. — Tests  with  Capillary  Tubes  and  Viscosimeters 

showing  Values  of  Reynolds'  Criterion  at  the  Critical 

Velocity. 

The  bend  in  the  calibration  curve  is  also  plainly  seen  in 
Fig.  2,  which  is  constructed  according  to  the  method  used  by 
Higgins^  and  by  Upton.*  Greater  weight  was  given  to  points 
obtained  with  alcohol  than  to  the  two  obtained  with  sugar 

>  W.  p.  Higgins,  CotUcted  Restarches,  The  National  Physical  Laboratory,  VoL  11.  p.  13 
(1914). 

•  Frocmdimis,  Am.  Soc.  TMt.  Mate..  VoL  XV.  Part  I.  p.  299  (1915). 
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solution.  Sugar  solutions  change  very  rapidly  in  viscosity  as 
tiie  water  evaporates,  while  alcohol  solutions  of  approximately 
50-per-cent  alcohol  change  very  littie  in  viscosity  with  a  change 
in  concentration. 

Fig.  3  shows  the  lower  part  of  Fig.  1  to  an  enlarged  scale. 
The  slopes  of  the  lines  A  toE,G,  I,L  and  M  correspond  to  the 
value  1.12  for  m  in  £q.  6,  but  the  points  of  intersection  of  these 
lines  with  the  axis  of  abscissas  are  located  from  the  experimental 
data.  The  lines  F,  H,  J  and  K  are  experimentally  determined 
calibration  curves.    It  will  be  noticed  that  none  of  the  points  for 
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Fig.  2. — Calibration  Curve  of  Saybolt  Universal  Visoosimeter 
by  Higgins'  Method. 

the  Engler  viscosimeter  lie  above  the  line  /,  for  values  of  Rey- 
nolds' criterion  less  than  800.  This  indicates  that  a  change  of 
regime  begins  at  about  this  value,  with  tubes  7  or  8  diameters 
in  length. 

The  velocity  of  outflow  of  water  at  20''  C.  (68''  F.)  from  the 
Engler  viscosimeter  is  such  that  the  value  of  Rejmolds'  criterion 
is  about  1750,  the  corresponding  value  for  the  Saybolt  visco- 
simeter being  about  1500.  Consequendy  water  is  not  a  suitable 
liquid  for  determining  the  constants  of  Eq.  1,  or  even  for  stand- 
ardization as  now  required  for  the  Engler  viscosimeter,  and  all 
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•    equations  of  Table  I  must  be  in  error,  since  the  change  of  r6gime 
at  the  critical  velocity  has  been  ignored  in  their  derivation. 

The  Correction  J  X,  to  the  Measured  Length  of  Tube. — Accord- 
ing to  Eq.  7,  when  the  calibration  curve  of  a  given  tube  cuts 
the  axis  of  abscissas  to  the  right  of  the  origin  (the  abscissas 
representing  the  percentage  error),  the  value  of  X  must  be 
positive.  Bearing  this  in  mind,  it  may  be  seen  from  Figs.  1 
and  3,  that  a  small  and  positive  amoimt  must  be  added  to  the 


200  300  400  500         600 

Percen+age  Error  in  Poiseullles  Formula. 

Pig.  3. — Tests  with  Capillary  Tubes  and  Viscosimeters  showing 
Method  of  Determining  A  and  m. 

measiured  length  of  a  tube  to  get  the  effective  length.  This  is 
in  agreement  with  Couette*  but  not  with  Knibbs.  The  latter 
found  that  X  could  be  either  positive  or  negative,  but  his  results 
are  based  on  the  improved  assmnption  that  X  is  equal  to  n  times 
the  radius  of  the  tube,  and  that  n  has  the  same  value  for  a 
series  of  tubes  of  the  same  diameter  but  of  different  lengths. 
Poiseuille  expressed  a  doubt  in  regard  to  the  length  of  his 

1  M.  Couette.  AnnaUs  tU  chimU  €i  de  physique.  Vol.  21.  p.  494  (1890). 
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shortest  tube,  and  the  value  stated,  1  mm.,  is  probably  inaccurate, 
as  shown  by  the  excessively  high  value  of  X  or  of  n  indicated  on 
Figs.  1  and  3.  Omitting  this  tube,  values  of  n  for  other  tubes 
used  by  Poiseuille  were  obtained  by  Eq.  7,  and  are  as 
follows: 

IflimB  ov  Tun, 

"^  Valui  or  n. 


m •.« 

77.2 7.8 

«7.4 5.4 

47.8 4.7 

89.8 0.0 

16.45 8.8 

These  values  show  that  n  is  probably  variable,  and  that 
Higgins'  value  of  1.64  for  all  tubes  does  not  apply.  His  value 
is  based  on  a  theory  which  assumes  submerged  discharge  and 
neglects  the  effect  of  surface  tension. 

The  Coefficient,  m,  of  the  Kinetic  Energy  Correction. — ^Since 
the  slopes  of  the  lines  i4  to  £  of  Fig.  3  agree  with  the  experi- 
mentally determined  points,  and  also  with  the  theoretical 
value,  1.12,  of  the  coefficient  of  the  kinetic  energy  correction, 
it  is  probable  that  this  is  close  to  the  correct  value. 

Line  H  is  the  calibration  curve  for  normal  filling,  and  it  was 
found  that  when  abnormal  volxmies  were  used,  so  as  to  make  the 
head  more  constant,  the  points  were  nearer  line  /.  That  the 
slope  of  the  calibration  curve  approached  the  theoretical,  as  the 
head  became  more  constant,  was  more  plainly  seen  in  the  case 
of  the  Engler  instrument,  with  which  a  much  greater  nmnber  of 
tests  were  made  with  abnormal  volmnes  put  in  and  discharged. 
In  the  report  on  the  dimensions  of  the  Engler  instrument  it 
was  stated: 

"The  extreme  length  of  the  capillary  tube  was  found  to 
be  20.0  mm.  "^0.1  mm.,  while  the  length  of  the  capillary  meas- 
ured inside  between  the  points  at  the  ends  of  the  tube  where 
the  rounding  begins,  was  found  to  be  19.70  mm.  «*s0.05  mm." 

This  explains  the  two  pairs  of  lines  on  Fig.  3,  J-K  and  L-M,  J 
and  L  being  calculated  for  an  assumed  length  of  tube  of  2.00  cm., 
and  K  and  M  being  based  on  a  length  of  1.97  cm. 
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It  is  evident  that  the  more  nearly  constant  the  head,  the 
less  would  be  the  error  in  £q.  3  due  to  the  neglect  of  the  kinetic 
energy  correction  in  its  derivation.  Hence  it  may  be  concluded 
that  Boussinesq's  value  of  1.12  for  the  coefficient  of  the  kinetic 
energy  correction  would  be  approximately  applicable,  even  for 
short  tubes.  If  the  average  head  is  determined  by  Meissner's 
formula,  which  is  the  best  available,  a  lower  value  must  be  used 
for  the  coefficient.  It  seems  possible  that  the  discrepancy 
between  lines  F  and  G  in  Fig.  3  is  due  to  error  in  detennining 
the  average  head. 

New  Equations  for  the  Engler  and  SayboU  Universal  Visco- 
simeters. — ^From  lines  '/,  K  and  H  of  Fig.  3,  it  was  foimd  that 
n  had  a  value  of  0.8  for  the  Saybolt  instrument  and  1.4  for  the 
Engler,  while  m  was  0.97  for  the  former  and  1.03  for  the  latter. 
Using  these  values,  the  equations  for  obtaining  kinematic  vis- 
cosity from  the  time  of  discharge  were  found  to  be 

^  =0.00213  /-  i^^  (Saybolt  Nos.  580  and  727) ... .  (8) 
7  < 

-^  =  0.00147  /-  ^^  (Engler  No.  2204  U) (9) 

7  ^ 

These  equations  should  not  be  used  for  values  of  i  less  than 
31  seconds,  Saybolt,  or  56  seconds,  Engler.  Comparison  of 
Eqs.  1  and  9  with  the  equations  of  Table  I,  shows  that  there  is 
a  fair  agreement  between  Eq.  9  and  the  equations  of  Upton  and 
Ubbelohde  in  regard  to  the  value  of  A ,  or,  what  is  the  same  thing, 
in  regard  to  n.  Meissner's  equation  is  in  error  because  he  takes 
n  equal  to  zero.  Ubbelohde  and  Upton  are,  however,  in  error 
in  regard  to  the  value  of  B  or  m.  The  greatest  error  in  Ubbe- 
lohde's  equation  will  be  for  a  liquid  having  a  viscosity  of  about 
0.015  poise,  as  for  10-per-cent  alcohol  at  20°  C.  (68''  F.),  or  for  a 
value  of  Reynolds'  criterion  of  about  1000,  and  this  error  will 
amount  to  about  20  per  cent.  In  the  case  of  the  equations  for 
the  Redwood  and  Saybolt  viscosimeters,  there  were  the  additional 
causes  of  error  that  different  authorities  used  different  experi- 
mental data,  or  different  instruments,  with  unequal  dimensions. 
The  dimensions  of  Engler  viscosimeter  No.  2204  U,  as 
given  in  Table  n,  were  used  to  calculate  the  water  rate,  or  time 
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of  discharge  for  water  at  20®  C.  (68°  F.),  by  Meissner's  method. 
This  gave  a  value  of  50.3  seconds,  while  the  water  rate  found  by 
direct  experiment  was  51.3  seconds.  Since  one  value  is  below, 
and  the  other  is  above  the  normal  value  of  51  seconds,  it  seems 
futile  to  attempt  the  correction  of  Eq.  9  to  make  it  more  accurate 
for  an  instnunent  of  normal  dimensions.  The  correction  of 
Eq.  8  is  also  impossible  until  standard  dimensions  have  been 
adopted  for  the  Saybolt  instrument. 

Further  experiments  with  Engler  viscosimeters,  and  with 
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Fig.  4. — ^Values  of  the  Kinematic  Viscosity  divided  by 
the  Time  of  Discharge,  for  the  Saybolt  Universal 
and  Engler  Viscosimeters;  Archbutt  and  Deeley's 
Method. 

Saybolt  viscosimeters  of  standard  dimensions,  would  be  nec- 
essary to  fix  the  limits  within  which  the  constants  of  Eqs.  8 
and  9  might  be  expected  to  vary. 

Applications  of  Equations  8  and  9. 
Archbutt  and  Deeley^  use  the  equation 

M  =  */T (10) 

where  A  is  a  variable  instnunental  value  to  be  determined  by 

1 L.  Archbutt  and  R.  M.  Dedey.  "Lttbrication  and  Labricanto."  p.  180  (1912). 
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calibration  with  liquids  of  known  viscosity  and  density.     From 
Eqs.  1  and  10, 

(11) 


SO  that  k  may  be  calculated  for  any  assumed  values  of  /;  A  and  B 
being  taken  from  an  equation  of  the  form  of  Eq.  1. 
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Fig.  5. — Plot  of  New  Equations  for  the  Saybolt 
Universal  and  Engler  Viscosimeters. 

Fig.  4  gives  values  of  k  from  which  the  viscosity  may  be 
calculated  by  Eq.  10.  The  curves  have  not  been  extended  to 
times  of  discharge  less  than  56  seconds,  Engler,  or  31  seconds, 
Saybolt,  as  Eqs,  8  and  9  do  not  hold  good,  and  changes  in  the 
value  of  k  are  so  rapid  that  accurate  determinations  of  viscosity 
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are  impossible.  For  times  of  discharge  over  say  300  seconds, 
Saybolt,  or  400  seconds,  Engler,  the  kinematic  viscosity  is  sub- 
stantially proportional  to  the  time  of  discharge. 

The  curves  of  Fig.  5  were  plotted  from  Eqs.  8  and  9.  Fig.  6 
may  be  used  for  conversions  between  the  different  methods  of 
expressing  so-called  viscosity,  commonly  in  use  in  the  United 


Time  of  Discharge  of  SayboH  Viscoslmcter  af  130* K, 
seconds. 
Fig.    6. — Diagram  for  the  Intercomparison  of 
Various  Measures  of  Viscosity. 

States  and  Germany.*  Curves  have  been  drawn  for  approxi- 
mate estimates  of  the  readings  at  the  commonly  used  tem- 
peratures, the  assumed  rate  of  change  of  viscosity  with  change 

^Por  other  conversion  diagrams  see  GiU.  "Oil  Analysis/'  pp.  164  to  168  (1913);  J.  R. 
Battle.  LubrieaHne  Bniin£tr*s  Handbook;  Society  of  Automobile  Bngineen'  Data  Sheets,  VoL  2, 
p.  18. 
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of  temperature  being  that  which  may  be  expected,  on  the 
average,  with  oils  having  a  paraffin  base.  Oils  with  an  asphalt 
base  may  show  a  higher  rate,  and  compounded  oils  a  lower 
rate  of  change.  The  temperatures  of  100°,  130°,  and  210°  F. 
were  reconmiended  for  adoption  as  standard  by  a  committee 
of  the  American  Society  for  Testing  Materials,*  while  50°  and 
100°  C.  are  temperatures  commonly  employed  with  the  Engler 
viscosimeter.* 

To  illustrate  the  use  of  Fig.  6  the  ordinate  indicating  the 
Saybolt  time  of  discharge  of  200  seconds  may  be  chosen,  and 
the  points  noted  where  it  crosses  successively  the  seven  lines  on 
the  diagram.  The  readings  show  that  an  oil  having  this  time 
of  discharge  at  a  temperature  oiH30°  F.  will  have  a  time,  Say- 
bolt,  of  55  seconds,  at  210°  F.,  which  corresponds  to  a  reading, 
in  Engler  degrees,  of  1.7  at  100°  C.  For  the  purposes  of  this 
approximate  estimate,  the  viscosity  is  practically  the  same  at 
100°  C.  (212°  F.)  as  at  210°  F.  (98°.9  C).  The  reading  at 
122°  F.  (50°  C.)  would  be  235  seconds,  Saybolt,  or  6.8  Engler 
degrees,  while  at  54°.4  C.  (130°  F.)  the  reading  would  be  5.7 
Engler  degrees.  Finally,  at  100°  F.  (37°.8  C.)  the  readings 
would  be  450  seconds,  Saybolt,  and  12.9  Engler  degrees. 

Conclusions. 

The  value  of  the  constants  in  Eq.  1,  for  determining  abso- 
lute viscosity  by  the  capillary  tube  method,  might  be  com- 
puted from  the  dimensions  of  the  viscosimeter  if  an  accurate 
formula  were  available  for  finding  the  average  head  on  the 
tube,  and  if  the  effective  length  of  tube  could  be  determined. 

This  investigation  has  shown  that  the  effective  length  is 
always  slightly  greater  than  the  actual,  but  sufficient  informa- 
tion is  not  available  to  calculate  the  effective  length  from  the 
measured  dimensions.  The  effective  head  could  be  obtained 
by  subtracting  1.12  times  the  square  of  the  average  velocity, 
divided  by  the  acceleration  of  gravity,  from  the  total  average 
head,  if  this  could  be  correctly  determined.  Since,  however, 
an  approximate  formula  for  average  head  must  be  used,  a  lower 
value  than  1.12  must  be  employed. 

>  Proceedings,  Am.  Soc.  Test.  Mats..  Vol.  XV,  Part  I,  p.  280  (1915). 

I D.  Holde.  ZeiUckHft,  Dv  Vera     deutscher  Ingenieure.  Vol.  56.  Part  2.  p.  1461  (1912). 
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On  account  of  these  difficulties  with  short-tube  viscosimeters 
in  which  the  pressure  is  produced  by  a  head  of  the  liquid  being 
tested,  it  is  necessary  to  determine  the  constants  of  Eq.  1  by 
finding  the  times  of  discharge  of  two  liquids  of  known  viscosity. 
The  viscosity  is  best  determined  in  a  long-tube  viscosimeter,  for 
which  the  constants  may  be  calculated  with  sufficient  accuracy 
from  the  dimensions  of  the  instrument.  Care  must  be  taken, 
however,  that  the  critical  velocity  is  not  exceeded  at  which 
Eq.  1  ceases  to  be  valid.  Neglect  of  this  precaution  has  caused 
all  equations,  based  on  tests  with  water,  for  instruments  having 
tubes  of  about  7  or  8  diameters  in  length,  to  be  in  error. 

It  remains  to  point  out  some  desirable  fields  for  further 
work. 

1.  Assmning  that  the  short- tube  voscosimeter  will  not  be 
soon  superseded  for  technical  work,  there  is  still  a  need  for 
scientific  purposes  of  a  self-contained,  portable  and  durable 
viscosimeter  by  which  absolute  viscosity  may  be  measured. 
Long-tube  viscosimeters,  as  at  present  constructed,  are  neither 
self-contained  nor  durable.  The  suspending  wire  of  torsion 
viscosimeters  is  easily  twisted  too  far  so  that  a  recalibration  is 
required.  These  instruments  have  the  advantage,  however,  over 
capillary  tube  instruments,  in  speed  of  operation,  especially 
when  a  viscosity-temperature  curve  is  to  be  obtained,  but  the 
conditions  affecting  their  accuracy  require  further  investigation. 

2.  It  is  very  desirable  that  equations  of  the  form  of  Eq.  1, 
with  suitable  tolerances  in  the  constants  and  limits  of  applica- 
bility, should  be  adopted  by  the  American  Society  for  Testing 
Materials,  and  other  interested  associations,  for  the  short-tube 
viscosimeters  in  common  use,  a  prerequisite  being  the  adoption 
of  standard  dimensions.  The  use  of  other  short-tube  instru- 
ments, not  thus  recognized,  should  be  discontinued. 

3.  There  is  a  great  need  of  standard  liquids,  of  moderately 
high  viscosity,  by  means  of  which  each  user  of  a  viscosimeter 
could  test  the  accuracy  of  his  instrument.  The  highest  viscosity 
used  should  be  such  that  it  may  be  assumed  without  serious 
error  that  the  ratio  of  kinematic  viscosity  to  time  of  discharge 
is  constant  for  all  higher  viscosities.  But  if  the  viscosity  is  too 
high,  owing  to  the  rapid  change  of  viscosity  with  the  temperature, 
the  experimental  error  will  be  greater  than  that  involved  in  the 
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above  assumption.  If,  for  example,  it  is  assmned  that  for  all 
practical  purposes  k  of  Eq.  10  may  be  assimied  constant  for  all 
Saybolt  times  of  discharge  over  300  seconds,  then  from  Eq.  8, 
the  highest  kinematic  viscosity  required  will  be  0.639.  That 
is,  if  an  oil  were  used  having  a  density  of  0.8,  the  absolute 
viscosity  would  be  0.511  poises. 
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DISCUSSION. 


Mr.  a.  E.  Flowers. — ^This  paper  is  another  important  Mr.  Flowers, 
contribution  looking  to  the  statement  of  viscosity  results  in 
terms  that  imply  real  viscosity.  The  imfortunate  fact  is,  and  of 
course  it  has  been  brought  out  in  this  paper  as  in  others,  that 
most  of  our  technical  instruments,  while  giving  satisfactory 
results  to  the  trade,  give  satisfactory  results  so  far  as  actual 
viscosity  is  concerned  only  for  rather  high  viscosities.  The 
curves  shown  in  Fig.  5  give  a  very  definite  idea  of  how  far  one  can 
extend  the  results  towards  the  lower  ranges  with  any  approach 
toward  a  result  which  is  proportional  to  the  real  viscosity. 
I  consider  it  a  very  definite  contribution  towards  the  work  on 
this  subject  that  these  curves  should  be  presented  here.  You 
will  note  on  the  curves  that  the  constants  by  which  one  could 
convert  the  readings  to  something  proportional  to  viscosity  are 
in  themselves  constants  only  for  values  of  time  on  the  Engler 
instrument  of  about  250  seconds,  or  on  the  Saybolt  of  about 
150  seconds.  Now  both  of  those  instruments  are  supposed  to  be 
standardized  with  water  at  20°  C,  and  the  constant  at  the  lower 
end  of  those  curves  is  something  like  one-fifth  to  one-sixth  of  the 
value  of  the  constant  where  it  becomes  a  true  constant.  That 
means,  moreover,  that  the  viscosity  of  the  standard  material, 
water,  instead  of  being  something  like  51  to  250  or  26  to  150  in 
the  Engler  and  Saybolt  instruments  respectively, — that  is,  i, — is 
about  -^  of  the  viscosity  at  the  point  where  the  readings  become 
true  viscosity. 

Mr.  Herschel  quotes  from  some  preceding  work  in  which 
numerical  values  are  given  for  constants  A  and  B,  and  states 
that  in  determining  these  constants  he  would  limit  his  work  to 
values  of  kinematic  viscosity  much  higher  than  those  previously 
used  in  determining  them,  and  specifically  throws  out  the  use  of 
water  for  a  satisfactory  material.  If  you  will  compare  the 
equations  in  Table  I  of  the  paper  with  the  constants  which 
he  obtains  himself,  it  will  be  seen  that  the  difference  is  not  so 
very  large.    All  of  the  equations  stated  there,  except  Mr.  Her- 
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Mr.  Fiowen.  schel's  owii,  I  believe,  were  taken  with  water  as  one  of  the 
materials.  In  one  of  the  cases,  for  instance,  comparing  directly 
the  constant  A  (which  is  the  dominating  constant  when  viscoiis 
flow  may  be  said  to  control  the  flow  rather  than  the  condition 
when  hydraulic  resistance  controls  the  flow  as  determined  by 
this  equation),  it  will  be  seen  that  the  difference  in  the  constant 
is  not  so  very  large,  263  for  instance  as  against  260,  a  matter  of 
2  or  3  per  cent.  In  view  of  the  other  errors  that  are  present, 
that  is  not  in  itself  a  very  large  error. 
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EFFECT   OF   CONTROLLABLE   VARLVBLES   ON    THE 
TOUGHNESS  TEST  FOR  ROCK. 

By  F.  H.  Jackson,  Jr. 
SUIVIIVIARY. 


The  object  of  this  investigation  was  to  study  the  effect  of 
certain  controllable  variables  on  the  accuracy  of  the  toughness 
test  for  rock,  with  the  view  of  using  the  data  obtained  in  con- 
nection with  the  proposed  revision  of  the  standard  test  of  the 
Society.  The  following  possible  reasons  for  discrepancies  in 
results  of  tests  are  discussed: 

1.  Variations  in  the  toughness  of  material  from  the  same 
quarry,  taken  from  time  to  time  during  the  progress  of  quarrying 
operations. 

2.  Variations  in  the  toughness  of  material  taken  from 
different  portions  of  the  same  quarry  at  the  same  time. 

3.  Variations  in  methods  of  preparing  test  specimens, 
including,  effect  of: 

(a)  Direction  of  drilling  test  cylinder  with  reference  to 
possible  planes  of  weakness  in  the  material; 

(6)  Slight  variations  in  either  the  diameter  or  height  of 
specimen; 

(c)  Variations  in  moisture  content  of  specimen;  and 

(d)  Poorly  prepared  bearing  surface  of  specimen. 

4.  Variations  in  methods  of  testing. 

The  following  conclusions  have  been  drawn: 

1.  The  quality  of  the  product  of  a.  rock  quarry  may  vary 
from  time  to  time  to  such  an  extent,  that  it  is  advisable  to 
test  the  material,  as  nearly  as  possible,  at  the  time  it  is  to  be  used. 

2.  Great  care  should  be  exercised  in  selecting  samples  for 
the  toughness  test  in  order  to  insure  obtaining  an  average  value 
for  the  toughness  of  the  entire  product. 
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3.  All  materials  exhibiting  any  indication  of  foliation  or 
bedding  should  be  tested  in  two  directions;  one  set  perpendicular, 
and  the  other  set  parallel  to  the  foliations. 

4.  A  greater  total  variation  than  1  mm.  in  either  the  diam- 
eter or  height  of  the  test  specimen  should  not  be  allowed. 

5.  Variations  in  the  moisture  content  of  test  specimens 
affect  the  results  very  little,  although  for  purposes  of  imiformity 
it  is  recommended  that  all  specimens  be  dried  out  prior  to  testing. 

6.  Very  accurately  prepared  bearing  surfaces  are  essential 
if  reliable  results  are  to  be  expected. 

7.  The  effect  of  vibrations  of  the  plimger  and  secondary 
blows  produced  by  the  rebound  of  the  hammer  during  the  progress 
of  the  test  are  apparently  negligible. 
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EFFECT   OF    CONTROLLABLE    VARL\BLES    ON    TllE 
TOUGHNESS  TEST  FOR   ROCK. 

By  F.  H.  Jackson,  Jr. 

This  paper  presents  the  results  of  a  study  of  the  standard 
toughness  test  for  rock,  which  has  recently  been  made  in  the 
laboratory  of  the  U.  S.  OflSce  of  Public  Roads  and  Rural  Engi- 
neering. The  test  was  introduced  into  the  United  States  about 
fifteen  years  ago  by  Mr.  L.  W.  Page,  who  was  at  that  time 
director  of  the  road  material  laboratory  of  the  Massachusetts 
Highway  Commission.  It  was  made  a  standard  of  this  Society 
in  1908  and  has  been  in  very  general  use  in  highway  testing 
laboratories-  throughout  the  country  since  that  time.  The 
general  principles  involved  are  given  in  the  standard.^ 

A  detailed  description  of  the  method  employed  in  the  govern- 
ment laboratory  has  likewise  been  published;*  hence,  a  descrip- 
tion of  the  test  will  not  be  given  here.  In  general,  it  has  been 
considered  very  satisfactory  for  the  purpose  for  which  it  was 
designed,  that  is,  to  measure  the  relative  resistance  to  impact  of 
road  building  rock.  Certain  discrepancies  have  been  noted 
recently,  however,  between  tests  made  in  the  same  laboratory 
on  samples  from  dilBferent  portions  of  a  rock  quarry,  as  well  as 
between  tests  made  by  different  laboratories  on  apparently 
identical  material.  These  discrepancies  would  seem  to  indicate 
that  the  variations  in  the  physical  properties  of  rock  from  the 
same  quarry  may  be  much  greater  than  has  been  heretofore 
considered  probable,  and  also  that  the  method  of  conducting 
the  test  is  perhaps  not  sufficiently  controlled  under  the  present 
standard  to  insure  check  results  in  all  cases.  In  order  to  obtain 
some  quantitative  preliminary  data  regarding  the  second  point, 
a  cooperative  set  of  tests  was  recently  made  by  five  road-material 
testing  laboratories.     The  toughness  of  the  same  apparently 

homogeneous  sample  of  trap  rock  was  obtained  independently 

I 

1  Standard  Test  for  Toughness  of  Macadam  Rock  (Serial  Designation:  D3-06).   1916 
Book  of  A.S.T.M.  Standards,  p.  526. 

I  Buttetin  No.  S47,  U.  S.  Department  of  Agriculture. 
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by  each  laboratory,  four  determinations  of  the  toughness  being 
made  in  every  case  but  one.  The  results  obtained  are  shown 
in  Table  I. 

The  large  variations  shown  demonstrates  the  need  of  an 
investigation  of  the  possible  cause  of  the  discrepancies  with  the 
view  of  obtaining  data  to  be  used  as  the  basis  for  the  formulation 
of  a  revised  standard. 

An  analysis  of  the  methods  now  used  in  making  the  tough- 
ness test  shows  that  discrepancies  in  results  may  in  general  be 
traced  to  either  (l)  the  fact  that  the  range  in  physical  properties 
of  the  quarry  product  is  so  great  that  it  is  impossible  to  obtain 
an  average  value  for  the  toughness  of  the  material,  with  the 

Table  I. — ^Results  of  Cooperative  Toughness  Tests. 


ToiichiM8B;  Height  of  Fan  CaoBinglUhin,  em. 

NameoflAbanioiy. 

TvtNo. 

ATenctt. 

1 

2 

8 

4 

N«ir  Totfc  8tato 

19 
27 
18 
29 
14 

20 
29 

19 
84 
17 

IC 
28 

81 
10 

16 
83 

25 
15 

18 

PMin^^hmnift  StatO 

29 

Ohio  State 

19 

Potdue  UnircnitF 

30 

OffifleofPablMRoMfa 

10 

small  size  and  number  of  test  specimens  used  in  a  given  deter- 
mination, or  (2)  to  the  fact  that  certain  variables  may  be  intro- 
duced during  the  preparation  or  testing  of  the  specimen  which 
might  affect  the  result  and  which  are  not  controlled  by  the  present 
standard.  These  considerations  are  of  course  entirely  distinct 
from  any  question  of  the  value  of  a  test  for  impact,  as  an 
indication  of  the  suitability  of  rock  for  road-building  purposes. 
A  comprehensive  consideration  of  the  variables  affecting 
the  accuracy  of  the  test  must  include  a  study  of  the  foUowing: 

Variations  in  Toughness  of  Rock  from  Same  Quarry. 

A  determination  of  the  probable  extent  of  this  variation  is 
very  important  for  obvious  reasons.     For  instance,  there  is  a 
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general  impression  current  among  those  interested  commercially 
in  the  production  of  stone  for  road  work,  that  the  results  of  a 
single  test,  made  perhaps  several  years  before,  is  sufficient  from 
which  to  judge  the  quality  of  a  rock  quarry.  Likewise,  in  sam- 
pling rock  for  test,  it  is  usually  thought  sufficient  to  take  a  single 
sample  without  any  particular  care  being  exercised  to  insure 
having  it  represent  the  only  kind  of  material  which  it  is  proposed 
to  use.  The  results  of  a  few  tests  of  samples  from  a  number  of 
well-known  quarries,  which  have  been  in  operation  for  some 
years,  are  given  in  Table  11,  and  show  the  wide  range  in  tough- 


Table  II. — ^Variation  in  Toughness 

fluoui  Taox  as  Dm 

• 

OF  Rock  from  Same  Quarry. 
naanTam. 

EjndoCBoek. 

ToughiMs:  Height  of  FknCinuigFaihin.  em. 

LontioBorQiiany. 

TvtNo. 

1 

2 

8 

4 

6 

6 

New  York 

Tn^ 

27 
27 
12 
18 
16 

0 
SO 
IS 

7 

27 
83 
26 

0 
11 

7 
19 
14 

0 

17 
80 
17 
6 
10 
18 
84 
0 
8 

88 

18 
7 

13 

80 

10 

8 

21 

44 

10 

28 

NewJeraqy 

T»p 

PMin^^nUI       

tmo 

Ohio 

limotoiw 

Otao 

LimMtoiw 

NowToik 

Maiyhad 

Bffhwt 

NflrthOin>fi«ft.. 

Gnaite 

11 

Knr  Hftinink^       

Gnaite 

ness  which  it  is  possible  to  obtain  on  material  from  the  same 
quarry.  Although  all  of  these  tests  were  made  in  a  single  labor- 
atory, using  the  same  testing  machine  and  tested  in  most  cases 
by  the  same  operators,  and  were  therefore  presumably  made 
imder  fairly  uniform  conditions,  it  is  quite  possible  that  some  of 
the  variations  indicated  are  due  to  a  failure  to  appreciate,  and 
therefore  control,  variables  introduced  during  either  the  prep- 
aration or  testing  of  the  specimens.  In  order  to  throw  some 
light  on  this  point,  the  actual  variations  in  the  quality  of  the 
product  of  several  quarries  were  studied  under  as  nearly  as 
possible  identical  conditions. 
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Table  III  gives  results  showing  the  possible  variation  in 
toughness  of  several  typical  rock  quarries  when  the  samples  are 
taken  at  the  same^  time  from  diflFerent  portions  of  the  dei>osit. 
These  results  are  of  principal  interest  in  showing  the  wide  range 
in  toughness  possible  to  obtain  on  samples  taken  from  different 
portions  of  the  same  quarry,  even  when  the  material  quarried 
is  considered  to  be  very  uniform  in  quality,  which  is  the  case  in 
both  the  trap-rock  and  granite  quarries  examined.     In  the  case 


Table  III. — ^Variation  in  Toughness  of  Rock  from  Same  Quarry. 
SamM  Taxes  at  Sua  Too. 


Location  of  Qiuny. 


New  York.... 
New  Jersey... 
Maiyland 

Mune 

Ma8Baehu0ett8 
Maryland 

Ohio 

Ohio 

Ohio 


Kind  of  Rock. 


Trap 

Trap 

Trap 

Granite... 
Granite... 
Granite... 

Limestone 
Limestone. 
Limestone 


Average  Toughness;  Height  of  Fall  Causing  Fuhire,  em. 


Sample  No. 


20^ 

20* 
IBf 

10* 

12 
6 
12 


1(/ 
1(/ 
10* 

7 
8 
8 


85" 
20* 

1«/ 
!(/ 
10* 

8 
7 
6 


22e 


General 
Average. 


19 


17 

10 

I       .0 

12  I  12 
6  I  6 
10  9 


Variation. 


J  Average  of  12 « 

^  Aven«e  of  10  s, 

J  Average  of  11  specimens. 

^  Average  of  8  qwdmens. 


J  Average  of  5  specimens. 
^  Average  of  2  specimens. 
I  Average  of  8  specunens. 
'*  Average  of  4  spedmens. 


of  two  of  the  trap-rock  quarries,  there  was  also  noted  a  consid- 
erable variation  in  the  toughness  of  the  individual  specimens 
composing  a  sample.  The  individual  breaks  are  given  in  Table  IV 
in  connection  with  the  study  of  the  effect  of  direction  of  drilling 
on  toughness. 

It  was  noted  at  the  time  the  trap-rock  specimens  were 
broken,  that  the  ones  showing  the  most  irregular  fracture  at 
failure  were  in  general  the  ones  showing  the  lowest  results,  even 
when  there  was  absolutely  no  visible  line  of  weakness  before 
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failure.  The  appearance  of  these  peculiar  fractures,  which 
every  experienced  operator  has  noticed,  would  seem  to  indicate 
that  there  may  be  present  in  some  rocks,  a  great  number  of 
minute  planes  of  weakness,  running  in  all  directions  and  formed 
possibly  at  the  same  time  and  in  much  the  same  way  as  the  large 
joint  planes  with  which  the  quarryman  is  familiar.  The  vari- 
able toughness  shown  by  di£ferent  specimens  cut  from  the  same 
piece  might  also  be  caused  by  the  formation  of  incipient  frac- 
tures in  the  mass  due  to  blasting.  Conditions  such  as  these  are 
emphasized  by  the  comparatively  small-size  test  specimens  and 
might  form  an  argument  for  the  adoption  of  a  larger  size.  When 
we  consider,  however,  the  increased  cost  of  and  the  time  neces- 
sary to  prepare  larger  specimens,  it  would  appear  advisable  to 
use  the  present  size,  and  to  obtain  an  average  value  for  the 
toughness  by  making  a  larger  number  of  tests  than  is  at  present 
customary. 

In  the  case  of  the  granites  examined,  much  greater  imi- 
formity  was  observed,  not  only  between  diflFerent  samples  from 
the  same  quarry,  but  also  between  individual  specimens  taken 
from  the  same  sample.  The  limestones  tested  represent  prob- 
ably the  extreme  of  non-homogeneity  apt  to  be  found  in  ordi- 
nary road-building  rock  and  are  given  for  this  reason.  Each  of 
these  materials  was  extremely  non-homogeneous  in  appearance, 
individual  pieces  running  from  ft  irly  tough,  fine-grained  rock 
to  portions  showing  a  high  percentage  of  argillaceous  material, 
which  runs  of  course  much  lower  in  toughness.  It  is  obvious 
that  the  only  way  to  obtain  average  values  for  the  toughness 
of  material  from  deposits  such  as  these,  is  to  exercise  extreme 
care  in  selecting  samples  to  insure  that  all  variations  in  qxiality 
are  represented.  This  would,  of  course,  entail  more  work  than 
the  mere  picking  of  a  single  sample,  which  is  common  practice. 

An  interesting  feature  in  connection  with  the  limestone  tests 
is  the  fact  that  considerable  variation  was  also  noted  in  even 
the  standard  abrasion  test,  which  utilizes  a  very  much  larger 
sample.  In  the  first  case  two  abrasion  tests  gave  French  coeffi- 
cients of  wear  of  13.3  and  10.5;  in  the  second  case,  12.1  and  10.3; 
and  in  the  third  case,  18.2  and  10.5. 

The  results  given  in  Table  III  are  presented  for  the  purpose 
of  showiag  quantitatively  the  possible  bearing  on  the  test  result 
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of  lack  of  care  in  sampling.  Unless  there  is  reasonable  assur- 
ance that  the  material  tested  is  representative,  no  amount  of 
care  in  the  preparation  and  testing  of  the  individual  samples 
can  be  expected  to  secure  reliable  results. 

Variables  Introduced  during  the  Preparation  of  the 
Test  Specimen. 

Variables  occurring  during  preparation  of  the  test  specimen 
may  include  (l)  effect  of  direction  of  drilling  specimens  with 
reference  to  any  possible  plane  of  structural  weakness,  such  as 
rift,  bedding  plane,  or  plane  of  foliation;  (2)  effect  of  size  of 
test  specimen,  either  in  diameter  or  height;  (3)  effect  of  mois- 
ture content;  and  (4)  effect  of- lack  of  care  in  preparation  of 
specimen,  such  as  failure  to  have  perfectly  plane  bearing  sur- 
faces, or  ends  absolutely  perpendicular  to  the  axis  of  the  cylinder. 

With  reference  to  the  first  point  it  has  been  the  custom  in 
most  laboratories  to  drill  specimens  from  a  rock  sample  at 
random,  except  in  cases  where  well-developed,  visible  planes 
of  foliation  appear,  in  which  case  specimens  are  usually  taken 
perpendicular  to  the  foliation.  The  question  has  been  recently 
raised,  however,  whether  other  materials  might  not  possibly 
have  planes  of  weakness,  which  would  cause  specimens  drilled 
in  one  direction  to  fail  sooner  than  those  drilled  in  the  other 
direction.  Thus,  granites  drilled  along  the  rift,  and  sedimentary 
rocks,  such  as  limestone  and  sandstone  drilled  along  the  bedding 
plane,  might  show  lower  toughness  values  than  when  drilled  in 
other  directions.  The  results  of  the  author's  study  along  this 
line  are  given  in  Table  IV. 

The  eight  granites  examined  represented  material  from  some 
of  the  best-known  granite  quarries  in  the  United  States.  In 
each  case,  results  recorded  imder  sample  set  A  were  obtained  on 
material  drilled  perpendicular  to  set  B.  The  samples  were  full- 
size  paving  blocks,  and  the  individual  specimens  were  drilled 
along  the  two  short  dimensions;  sample  set  B  being  drilled  in 
the  direction  of  laying  in  the  street.  It  is  seen  at  once  that  there 
is  very  little  difference  in  the  average  toughness  of  sets  A  and  B. 
In  fact  the  difference  is  so  sUght  as  to  be  practically  negligible. 

When  we  come  to  the  foliated  types,  however,  as  represented 
by  the  gneisses  and  schists,  we  find  as  would  be  expected,  a 
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Table  IV.— Effect  of  Direction  of  Drilling  Specimen  on  Toughness. 


Loeation  of  Quny. 


EjndofRoQk. 


Sample 
Set. 


ToughiMB;  Height  of  Fall  Canaiag  FaOwe,  om. 


SpeeinMii  No. 


Avence. 


Peoiujlvaiiia. , 
Pemuorhania.. 

Maine 

Firgiiua 


North  Carolina.. 


Qtanite.. 
Gxanite.. 
Gxanite.. 
Giaaite.. 
Ofanite.. 
Granite.. 
Granite.. 


NewYoric.. 


OnefaB. 


Maiyhad., 


Schist., 


NewYoil:.. 
Indiana.... 


WvtViiginia.. 


Vlnpnia., 


New  York... 
New  York... 
NewJenor.. 
New  Jenor.. 


Tn4>.. 
Tnp., 

Tnp.. 


A 
B 


A 
B 


A 
B 


A 
B 


A 
B 


A 
B 


A 
B 


A 
B 


A 
B 

A 
B 


A 
B 

A 
B 

A 
B 


A 
B 

A 
B 

A 
B 

A 
B 


sa 

16 


21 
iX 

23 
10 

27 
24 

82 
M 


80 
12 


27 
29 


88 
38 


0 
10 


9 
10 


80 
0 


10 
12 


10 
8 


80 
80 


89 
88 


10 


22 

20 


86 


0 

10 

7 
7 

8 
9 

6 
6 

0 
10 

11 
11 

7 
6 

7 
8 


18 
6 


80 
12 


18 
12 


11 
10 


12 


11 
11 


10 

7 


19 
21 


21 
20 


80 
27 


84 
86 


A Specimen  driDed  perpeodieolar  to  the  direotbn  of  laying  in  the  street 

B SpedmcQ  drilled  m  the  direetion  of  bjii«  in  the  street 
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large  di£Fereiice  in  toughness,  the  specimens  drilled  perpendicular 
to  the  foliations  being  in  one  case  twice,  and  in  the  other  case 
almost  three  times  as  tough  as  those  drilled  parallel  to  them. 

In  regard  to  the  sedimentary  rocks,  only  slight  variations  are 
noted,  with  two  exceptions,  namely,  the  first  and  third  sand- 
stones tabulated.  Both  of  these  materials  showed  thin,  well- 
developed  planes  of  bedding.  In  the  case  of  the  other  sand- 
stone, as  well  as  both  of  the  limestones,  the  stratification  was 
not  nearly  so  well  marked.  These  results  indicate  that  in  cer- 
tain cases  at  least,  the  bedding  plane  of  sedimentary  rocks  must 
be  considered  in  preparing  specimens  for  test.  In  the  case  of 
both  the  sedimentary  and  foliated  types,  the  specimens  of  set  A 
were  drilled  perpendicular,  and  the  specimens  of  set  B  parallel, 
to  the  plane  of  weakness. 

The  results  on  four  samples  of  trap  rock  are  also  given,  and 
indicate  very  little  di£ference  in  toughness  due  to  the  direction 
of  drilling.  The  two  sets  of  specimens  in  these  cases  were 
drilled  perpendicular  to  each  other,  without  any  reference  to 
the  natxiral  bed  of  the  stone,  since  true  bedding,  so-called,  does 
not  exist  in  the  massive  trap-rock  formations.  The  individual 
results  of  breaks  given  in  Table  IV  indicate  the  possible  varia- 
tion in  toughness  of  different  specimens  taken  from  the  same 
piece,  and  tested  under  identical  conditions.  This  latter  point 
has  been  discussed  under  the  head  of  variations  in  quarry 
samples. 

The  reason  for  the  large  number  of  tests  of  granite  compared 
to  the  other  types  is  because  of  the  possible  desirability  of  using 
this  test  in  connection  with  the  use  of  granite  in  stone-block 
construction.  As  may  be  seen,  there  is  not  only  considerable 
range  in  toughness  of  the  different  granites  tested,  but  the  indi- 
vidual specimens  in  every  case  lie  very  close  to  the  average, 
which  indicates  that  it  should  not  be  a  difficult  matter  to  obtain 
check  results. 

Variation  in  both  the  diameter  and  height  of  a  test  speci- 
men should  at  first  sight  be  easily  controlled  during  its  prepara- 
tion. Experience  has  shown,  however,  that  it  is  practically 
impossible  to  manufacture  diamond  drills  which  will  drill  cores 
of  constant  diameter,  the  wearing  away  of  the  diamonds  result- 
ing in  producing  cylinders  of  gradually  increasing  diameter. 
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This  condition  naturally  results  in  tests  being  made  on  speci- 
mens covering  a  considerable  range  in  diameter  with  consequent 
possible  variation  in  result.  In  Table  V  are  given  the  results 
of  a  study  of  the  effect  of  this  variable,  made  with  the  view  of 
determining  how  great  a  permissible  variation  io.  diameter 
should  be  allowed. 

Five  materials  showing  different  degrees  of  toughness  were 
examined  and  in  all  cases  but  one,  marked  variations  were 
observed.    For  instance,  in  the  case  of  the  trap-rock  an  increase 


Table  V.- 

-Effect  of  Diameter  of  Specimen  on 

Toughness. 

Kind  of  Book. 

DkuMter, 
mm* 

TooghiMa:  Hfliiht  of  fkfl  Ctarii«  fUhm,  on. 

LooationofQaaRy. 

BpeofanonNo. 

1 

3 

8 

4 

6 

6 

Armg^ 

Ohio 

LfansloM... 

SHidrtOM... 

Gnuito 1 

Tn9 

Onuiile 

18.0 
».5 

M.6 
SS.O 

18.6 

».o 

M.O 
SS.O 

19.0 
34.0 
26.0 

19.0 

».o 

34.0 
26.0 
36.0 

S:!l 

36.0 

3 

3 
8 
8 

8 
9 
11 
18 

6 
11 
13 

16 
19 
30 

38 
36 

8 
10 
11 

8 
8 

8 
3 

6 

9 
10 
18 

iS 

13 

16 
19 
18 
33 
37 

8 

3 
8 

8 
8 

7 
8 
11 
11 

6 

10 
11 

16 
19 
31 
33 

37 

7 
9 
U 

8 
8 

8 
8 

7 
8 

11 
11 

6 
11 
13 

14 
30 
31 
33 

36 

6 

9 
10 

8 
6 

>S 

13 

6 

10 
18 

16 

34 

8 
10 

8 

7 
6 

10 
18 

7 
10 
16 

si 

8 

8 

Uft^lmH    

8 
8 

7 

if 

IS 

6 

10 

Miirknd 

18 

16 
19 
10 

33 

36 

iS 

11 

of  3  mm.  in  diameter  resulted  in  an  increase  in  toughness  of 
36  per  cent.  In  the  case  of  the  sandstone,  a  di^fference  of  2  mm. 
in  diameter  resulted  in  a  50-per-cent  increase  in  toughness. 
These  variations  would  go  far  towards  explaining  the  discrep- 
ancies noted  in  Table  I,  even  assuming  all  other  variables  to  be 
of  negligible  importance,  and  certainly  shows  the  necessity  of 
maintaining  the  diameter  of  the  specimen  at  as  near  25  mm.  as 
possible.  The  experience  of  the  author  covering  a  period  of 
several  years  in  the  government  laboratory  would  indicate  that 
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a  permissible  variation  of  less  than  1  mm.  would  not  be  practical 
from  the  standpoint  of  drill  manufacture.  No  greater  latitude 
should  be  allowed,  however,  under  any  circtmistances. 

The  matter  of  height  of  specimen  is,  of  course,  not  difficult 
to  control,  since  it  is  a  comparatively  simple  matter  to  prepare 
cylinders  almost  exactiy  25  mm.  long.  A  few  comparative  tests 
were  made,  however,  which  indicated  that  a  range  of  as  much  as 
1  mm.  might  be  allowed  without  affecting  the  result. 

Table  VI. — ^Effect  of  Moisture  Content  of  Specimen  on  Toughness. 


Condition  of  Speofanen. 

Toughnw:  HeishtofFallCanBinf  Fkilui«.eDi. 

EmdofBook. 

Specimen  No. 

Avanie. 

1 

2 

» 

4 

Diy 

n 
11 

12 
8 
10 
18 
10 
10 
0 
0 
21 
18 

10 
0 
12 
12 
10 
10 
12 
0 
0 
0 
17 
18 

11 
0 
11 
10 
10 
18 
U 
10 

10 
16 

11 
10 
13 
10 
10 
20 

11 

Sandstone 

Saturated 

10 

Diy 

12 

Granite 

Saturated 

10 

Diy 

10 

Trap 

Saturated 

10 

. 

Diy 

12 

Dolomite 

Saturated 

10 

. 

Diy 

0 

limestone 

Saturated 

0 

. 

Diy 

10 

Quartsito 

Saturated 

18 

The  question  of  the  moisture  content  of  specimens  at  time 
of  testing  and  its  possible  effect  on  toughness  was  also  considered. 
The  resuUs  of  the  tests  are  given  in  Table  VI.  As  may  be  seen, 
a  slightly  lower  toughness  appears  in  some  cases  to  result  from 
satxirating  the  specimens  prior  to  testing.  The  differences  are 
so  slight,  however,  that  they  may  be  accidental.  In  any  event 
they  are  not  great  enough  to  be  of  practical  importance  in 
routine  testing. 

One  other  point  in  connection  with  the  preparation  of  the 
specimen  remains  to  be  mentioned,  and  this  is  the  effect  of  lack 
of  care  in  the  preparation  of  the  faces  of  the  cylinder,  resulting 
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in  uneven  bearing  and  eccentric  loading.  The  effects  of  either 
of  these  conditions  is  so  obvious,  that  only  enough  data  will  be 
presented  to  give  some  idea  quantitatively  of  the  enormous  error 
introduced  by  careless  preparation  of  the  test  specimen.  For 
instance,  a  sample  of  granite  with  a  normal  toughness  of  12, 
showed  an  average  toughness  of  only  7  when  tested  imder  only 
slightly  imperfect  bearing  conditions,  and  an  average  toughness 
of  8  when  subjected  to  eccentric  loading — that  is,  when  the  axis 
of  the  specimen  was  not  exactly  vertical,  thereby  throwing  the 
tangent  point  of  the  plimger  slightly  to  one  side.  It  seems  almost 
unnecessary  to  emphasize  these  points,  but  experience  has 
shown  that  operators,  unless  carefully  supervised,  are  apt  to 
slight  the  final  preparation  of  a  test  specimen,  imder  the  impres- 
sion that  it  makes  very  little  difference  in  the  result. 

Vakiables  Introduced  during  the  Test. 

Variables  occurring  during  testing  should  include  (1)  such 
variations  in  the  design  of  the  testing  machine  as  might  affect 
the  test,  such  as  different  devices  for  holding  the  specimen  in 
place;  (2)  the  degree  of  freedom  with  which  the  plunger  is 
allowed  to  slide  vertically;  and  (3)  the  effect  of  secondary 
blows  produced  by  the  rebound  of  the  hammer.  It  is  regretted 
that  lack  of  time  has  prevented  any  study  of  the  first  of  these 
points,  because  it  is  quite  possible  that  large  discrepancies 
might  result  from  the  use  of  different  types  of  grips,  on  account 
of  variations  in  the  amount  of  lateral  pressure  brought  to  bear 
on  the  specimen  during  the  test.  In  all  of  the  tests  made  in 
connection  with  this  investigation,  the  form  originally  devised 
by  Mr.  L.  W.  Page,^  and  which  has  proved  very  satisfactory, 
was  used.  * 

In  regard  to  the  second  point,  the  present  standard  test 
specifies  that  the  plunger  shaU  be  held  in  place  over  the  speci- 
men by  means  of  springs.  As  a  matter  of  fact,  springs  were 
never  used  except  at  first,  the  plunger  resting  upon  the  test 
specimen  and  being  capable  of  free  vertical  movement  in  a  sleeve. 
This  results  in  considerable  vibration  in  the  plimger  after  each 
blow  of  the  hammer,  which  is  especially  noticeable  when  tough 
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materials  are  being  tested.  A  few  tests  were  made  to  determine 
the  effect  of  this  vibration  on  the  toughness,  the  idea  being  that 
the  amomit  of  vibration  with  consequent  local  damage  to  the 
specimen  might  vary  with  different  testing  machines.  Samples 
of  the  traps  and  granites  used  in  this  study  were  tested  by 
holding  the  plunger  rigidly  in  position  over  the  test  specimen 
until  failure  occurred,  thereby  eliminating  all  vibration.  In  no 
case  was  the  difference  in  toughness,  as  compared  to  the  normal 
result,  great  enough  to  be  of  practical  moment,  indicating  thereby 
that  the  vibration  of  the  plunger  does  not  actually  weaken  the 
resistance  to  impact  of  the  specimen.  This  point  is  of  interest 
because  the  test  has  been  criticised  in  this  connection. 

The  only  other  point  remaining  to  be  discussed  is  the  effect 
on  the  test  result  of  the  secondary  blow  produced  by  the  rebound 
of  the  hammer.  This  secondary  blow  varies  in  intensity  with 
the  toughness  of  the  material,  reaclung  as  high  as  25  or  30  per 
cent  of  the  total  fall  of  the  hammer  with  very  tough  materials. 
To  determine  the  effect  of  this  action  on  fairly  tough  materials, 
specimens  taken  from  a  sample  of  trap  rock  showing  a  normal 
toughness  of  29,  were  subjected  to  repeated  impact  from  a 
height  of  20  cm.  until  failure  occurred.  In  one  case  27,  in  another 
case  36,  and  in  still  another  case  41  blows  of  the  hammer  from 
this  height  were  required  to  break  the  specimen,  indicating 
clearly  that  the  secondary  blow  of  the  hammer  can  have  no 
practical  effect  in  weakening  the  specimen.  These  results  are 
interesting  from  a  practical  standpoint  in  indicating  that  no 
changes  in  the  actual  conduct  of  the  test  are  necessary  to  pro- 
duce accurate  results.  In  fact,  the  actual  testing  of  the  speci- 
men is  the  simplest  part  of  all,  the  real  difficulty  in  obtaining 
reliable  results  lying,  as  has  been  stated,  in  the  sampling  of  the 
material  and  the  preparation  of  the  specimen. 

Conclusions. 

The  following  points  in  connection  with  the  work  described 
may  be  noted: 

1.  In  judging  the  quality  of  a  rock  quarry  from  the  results 
of  a  single  test,  the  fact  that  large  variations  in  toughness  may 
occur  from  time  to  time  should  be  borne  in  mind,  and  an  effort 
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made  to  secure  a  test  of  the  material  at  approximately  the  same 
time  that  the  material  is  to  be  used. 

2.  Great  care  should  always  be  exercised  in  selecting  samples 
for  the  toughness  test,  because  the  product  of  a  rock  quarry  of 
even  apparently  imiform  quality  is  apt  to  vary,  throughout 
different  portions  of  the  face. 

3.  In  preparing  samples  for  the  toughness  test,  the  follow- 
ing points  should  be  kept  in  mind  and  the  operator  governed 
accordingly: 

(a)  In  every  case  where  planes  of  foliation  as  in  all  gneisses 
and  schists,  or  planes  of  bedding  as  in  many  sandstones  and 
some  limestones,  are  visible,  specimens  should  be  drilled  as 
nearly  at  right  angles  to  the  plane  of  weakness  as  possible. 
Another  set  of  specimens  should  also  be  prepared  from  samples 
drilled  parallel  to  the  plane  of  weakness; 

(()  No  core  drill  should  be  used  which  drills  specimens 
with  a  greater  total  variation  than  1  mm.; 

(c)  Variations  in  the  height  of  specimens  may  be  as  great 
as  1  mm.  without  practically  affecting  the  result; 

(d)  Variations  in  the  moisture  content  of  specimens  appar- 
ently do  not  practically  affect  the  result.  For  the  sake  of  uni- 
formity, however,  all  specimens  should  be  dried  in  an  oven 
prior  to  testing;  and 

(e)  The  greatest  possible  care  should  be  exercised  in  the 
preparation  of  the  specimen,  so  as  to  insure  perfect  bearing  sur- 
faces absolutely  perpendicular  to  the  axis  of  the  cylinder. 

4.  Very  little  injury  is  done  to  a  specimen  during  the  pro- 
gress of  the  test  as  a  result  of  vibrations  of  the  plunger. 

5.  The  total  energy  of  the  blow  required  to  cause  failure 
is  not  influenced  by  secondary  blows  of  the  hammer,  produced 
by  its  rebound  after  striking  the  plunger. 
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Mr.  Page.  Mr.  L.  W.  Page. — ^While  this  toughness  test  of  rock  was 
developed  by  myself,  I  am  free  to  admit  it  is  rather  an  arbitrary 
one,  although  it  runs  more  uniformly  than  any  other  test  of 
rock  that  I  know  of.  It  really  determines  the  elastic  limit 
of  the  rock;  that  is,  a  piece  2  in.  high  will  break  with  the  same 
blow  as  one  1  in.  high.  Mr.  Jackson  refers  to  the  variation  of 
rock  in  the  same  quarry.  The  physical  qualities  of  rock  in  the 
same  quarry  vary  enormously.  We  speak  of  trap  rock  as  being 
uniform  but  I  should  say  that  trap  rock  varies  more  than  many 
other  types.  There  are  trap  dikes  where  the  molten  rock  was 
forced  up  through  the  country  rock  imder  enormous  pressure 
from  very  far  below  the  existing  surface  at  that  time,  and  it 
came  in  contact  at  high  temperature  with  the  country  rock. 
The  rock  at  the  walls  of  such  a  dike  cooled  very  quickly  after 
coming  in  contact  with  the  country  rock,  and  is  as  fine  grained  as 
limestone  or  slate.  Toward  the  center  of  the  dike,  the  rock 
becomes  very  coarse  grained  on  account  of  the  slower  cooling. 
.  In  fact,  I  think  of  all  the  rocks  that  I  know  of,  trap  rock  prob- 
ably varies  in  physical  qualities  more  than  any  other,  although 
its  appearance  is  more  uniform. 

The  Government  has  for  some  twenty  years  been  making 
physical  tests  of  rock  free  of  charge  for  any  one  who  will  send 
in  a  sample  of  rock.  Now  the  responsibility  of  obtaining  repre- 
sentative test  results  must  of  necessity  rest  with  the  person 
sending  in  the  samples  of  rock  to  be  tested.  If  a  quarry  of 
any  size  is  to  be  thoroughly  tested,  I  should  say  that  at  least 
10  samples  should  be  selected,  taking  the  extreme  of  conditions 
in  the  quarry;  but  as  it  is  done  for  nothing,  the  average  person 
will  send  the  Government  a  single  sample  of  rock,  regardless  of 
how  dose  it  was  to  the  blast,  and  if  from  a  dike,  how  close  it 
was  to  the  side  walls  of  the  quarry.  Naturally,  therefore,  all 
sorts  of  results  are  obtained  according  to  the  particular  sample 
submitted.  My  recommendation  for  the  past  twenty  years 
has  been  that  to  obtain  average  results  a  large  number  of  tests 
must  be  made;  one  test  does  not  mean  very  much. 
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Mr.  J.  S.  Macgregor. — I  should  like  to  ask  the  author  Mr.  Macgregor. 
of  this  paper  whether  he  investigated  the  lack  of  parallelism 
between  the  ends  of  the  specimens.  Any  condition  such  as  this, 
which  would  cause  the  impact  to  be  not  perfectly  normal  to  the 
end  of  the  specimen,  would  have  a  marked  effect  on  the  results 
which  would  be  obtained. 

Mr.  L.  Reinecke. — ^There  is  just  one  point  brought  out  Mr.  Reinecke. 
both  by  Mr.  Jackson  and  Mr.  Page  that  I  should  like  to  empha- 
size. It  is  evident  that  the  value  of  the  toughness  test  will 
depend  on  whether  the  toughness  of  the  sample  represents 
the  toughness  of  the  product  of  the  quarry.  At  present^  the 
toughness  test  is  made  on  one  block  of  6  in.  in  greatest  dimen- 
sion, taken  out  of  a  quarry.  In  no  more  than  5  per  cent  of  the 
quarries  I  have  examined  will  a  face  of  30  ft.  for  instance,  be 
uniform  in  toughness  across  the  face  within  a  value,  say,  of  2; 
in  the  other  95  per  cent,  the  toughness  values  within  vertical 
distances  of  10  ft.  might  vary  from  2  to  7  or  8.  I  am  guessing 
at  the  variation  to  some  extent,  but  I  know  that  the  strength 
and  character  of  the  rock  vary  enormously  in  95  per  cent  of  the 
quarries.  I  therefore  believe  that  this  test  will  not  be  truly 
useful  until  it  is  definitely  stated  in  the  specifications,  and  insisted 
on,  that  the  toughness  test  be  made  from  cores  drilled  from  at 
least  three  blocks  taken  in  different  parts  of  the  same  vertical 
face  of  a  quarry;  and  in  some  cases,  when  the  variation  is  very 
great,  that  more  blocks  be  used.  I  think  that  Mr.  Jackson's 
paper  is  a  very  valuable  one  and  that  the  refinements  that  he 
and  Mr.  Page  have  suggested  will  be  of  much  assistance  in 
obtaining  accurate  results  in  the  laboratory.  The  toughness 
test  is  an  important  one,  but  I  really  think  that  tests  should  be 
made  on  more  blocks  taken  from  different  parts  of  a  quarry, 
in  order  to  make  it  of  real  value. 

Mr.  Page. — I  quite  agree  with  what  Mr.  Reinecke  has  Mr.  Page. 
said.  Moreover,  it  will  be  found  that  the  matter  of  variation 
is  not  confined  to  the  toughness  test.  All  the  tests  will  vary 
because  the  product  varies  greatly.  A  sample  of  rock  taken 
from  near  a  blast  is  thoroughly  shattered,  and  will  not  show 
the  same  toughness  as  one  taken  remote  from  a  blast;   and  the 

>  Standard  Test  for  Toughness  of  Macadam  Rock,  1916  Book  of  A.S.T.M.  Standatds, 
p,  526.— Ed. 
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Mr.  Page,  same  is  true  of  the  resistance  to  wear  and  the  hardness  test. 
Of  all  the  tests  on  road  material  I  consider  the  hardness  test 
of  least  value:  it  varies  more  than  any  of  them;  it  has  a  smaller 
scientific  basis  than  any  other  test,  and  shows  less  relation  to 
the  conditions  of  service. 

Mr.  Jackson.  Mr.  F.  H.  Jackson,  Jr. — In  answer  to  Mr.  Macgregor, 
very  large  variations  in  results  may  be  caused  by  the  faces 
of  the  test  specimen  not  being  absolutely  parallel.  In  fact,  as 
has  been  noted  in  the  paper,  errors  as  great  as  100  per  cent  may 
be  introduced  by  reason  of  very  slight  variations  in  this  respect. 
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MINING  THE  PROPORTIONAL  LIMIT. 

By  H.  F.  Moore. 
SUNIIVIARY. 


A  semi-autographic  a^^aratus  for  obtaining  in  tension 
tests  stress-strain  diagrams  within  the  proportional  limit  is 
described.  One  form  of  the  apparatus  requires  two  men  to 
make  a  test,  and  another  form  requires  only  one  man.  In  both 
forms  an  observer  turns  a  record  drum  a  definite  distance  each 
time  the  pointer  of  the  extensometer  passes  a  division  on  the 
extensometer  dial. 

Records  of  speed  obtained  with  this  apparatus  are  given, 
and  sample  diagrams  shown. 
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RAPID  SEMI-AUTOGRAPHIC  TESTS  FOR  DETER- 
MINING  THE  PROPORTIONAL  LIMIT. 

By  H.  F.  Mooke. 

At  meetings  of  this  Society  and  on  other  occasions  the 
attention  of  materials  testing  engineers  has  been  called  to  the 
desirability  of  an  apparatus  for  making  rapid,  yet  accurate, 
determinations  of  the  proportional  Hmit  of  materials.  Various 
ingenious  autographic  testing  rigs  have  been  proposed,  but  for 
the  most  part,  such  rigs  have  not  been  capable  of  great  speed  in 
use,  and  have  been  delicate  and  easily  thrown  out  of  adjustment. 

During  the  past  year  the  writer  has  built  and  used  an  auto- 
graphic testing  rig  in  the  Materials  Testing  Laboratory  of  the 
University  of  Illinois,  and  a  description  of  the  apparatus  and 
records  of  its  performance  are  submitted  in  this  paper. 

'  It  should  be  stated  at  the  outset  that  the  principle  involved 
is  by  no  means  new.  An  autographic  apparatus  involving  the 
principle  used  is  described  by  Unwin,^  and  Lynch*  described 
before  this  Society  a  method  of  locating  the  proportional  limit 
which  is  somewhat  like  the  method  followed.  The  writer  remem- 
bers a  similar  device  used  in  1896  by  Prof.  Albert  Kingsbury 
on  a  torsion  testing  machine  in  the  laboratories  of  the  New 
Hampshire  State  College. 

As  applied  to  tension  testing,  the  apparatus  is  shown  in 
Fig.  1.  Attached  to  the  driving  gear  of  the  poise  of  a  testing 
machine  is  a  screw  which  moves  the  pencil  P  vertically  through 
a  distance  proportional  to  the  travel  of  the  poise.  The  pencil 
point  draws  a  record  on  a  paper  wrapped  around  the  drum  D, 
and  the  drum  is  rotated  by  means  of  a  cord  C  which  is  attached 
to  a  sheave  mounted  on  the  same  axle  with  the  toothed  wheel  W 
which  is  fitted  with  a  ratchet  R,  If  the  test  is  to  be  made  with- 
out stopping  the  testing  machine,  two  men  are  required  to  con- 
duct the  test.     One  man  operates  the  poise  of  the  weighing 

1  Unwin,  "The  Testing  of  the  Materials  of  Construction,"  p.  246. 

»T.  D.  Lynch,  "Elastic  Limit."  Prouedings,  Am.  Soc.  Test.  Mats.,  Vol.  XV,  Part  II. 
p.  415  (1915). 
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beam,  keeping  the  beam  balanced  as  the  test  proceeds  and  the 
other  man  watches  the  dial  of  an  extensometer  E  which  is 
attached  to  the  specimen.  This  extensometer  may  be  of  any 
tj^e  which  is  self-indicating,  that  is,  one  in  which  no  handling 
of  the  instrument  is  necessary  in  order  to  obtain  a  reading. 
As  the  pointer  of  the  extensometer  moves  past  each  successive 
division  mark  on  the  dial  the  operator  watching  the  extenso- 
meter moves  the  toothed  wheel  W  one  notch,  turning  the  record- 
ing drum  a  short  distance.  This  procedure  is  kept  up  until  the 
yield  point  is  reached,  or  until  there  is  danger  of  rupture;    the 


Fig.  1. — Semi-AutQgraphIc  Testiog  Apparatus  for  Determining 
Proportional  Limit. 

extensometer  is  then  removed  and  the  mail  at  the  beam  keeps 
the  beam  in  balance  until  the  ultimate  strength  is  reached.  The 
testing  machine  is  not  stopped  during  the  test,  and  is  usually 
speeded  up  after  the  yield  point  is  reached. 

A  typical  test  record  is  shown  in  Fig.  2.  This  record  con- 
sists of  a  number  erf  steps  decreasing  in  height  as  the  propor- 
tional limit  is  passed.  A  curve  connecting  the  edges  of  the 
steps  gives  the  stress-strain  diagram  up  to  the  yield  point.  In 
Fig.  2,  solid  lines  are  those  actually  recorded,  and  broken  lines 
are  construction  lines  used  to  locate  the  proportional  limit  P. 
The  yield  point  is  located  at  Y  either  by  the  "drop"  of  the 
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beam  or  the  sudden  increase  in  eztensometer  readings  (the 
man  at  the  extensometer  stopped  turning  the  drum  as  soon  as 
the  yield  point  was  reached),  and  the  ultimate  strength,  at  t/, 
is  given  by  the  extreme  height  of  the  diagram. 
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Pia  2. — ^Tyiucal  Test  Record  from  Apparatus  shown  in  Fig.  1 
(One-half  Actual  Size). 

In  Fig.  2  the  width  of  each  step  on  the  diagram  corresponds 
to  an  elongation  of  0.00025  in.  in  the  gage  length  of  2  in.  A 
deviation  of  0.0001  in.  from  Hooke's  law  could  readily  be 
detected  in  Fig.  2.  The  diagram  traced  by  the  autographic 
apparatus  is  double  the  size  of  Fig.  2. 
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As  described  above,  the  apparatus  requires  the  services  of 
two  men  during  a  test.  An  apparatus  which  can  be  handled  by 
one  man,  and  which,  though  slightly  less  accurate  than  the 
apparatus  shown  in  Fig.  1,  gives  good  results  is  shown  in  Fig.  3. 
The  spring  of  a  steam-engine  indicator  is  used  to  keep  the  beam 
of  the  testing  machine  in  balance,  the  poise  remaining  stationary 
during  the  test.  Bearing  on  the  beam  at  T  is  one  end  of  a 
pointed  rod,  the  upper  end  of  which  bears  against  the  piston 
of  a  steam-engine  indicator,  whence  the  pressure  is  transmitted 


Pig.  3. — Semi-AutQgraphic  Testing  Apparatus  for  Determining 
Proportional  Limit. 

to  the  indicator  spring.  The  pressure  against  the  indicator 
springy  and  consequently  the  vertical  motion  of  the  indicator 
pencil  P,  is  proportional  to  the  load  applied  to  the  specimen. 
The  rotation  of  the  indicator  drum  D  is  controlled  by  a  cord  C 
attached  to  a  toothed  wheel  PT,  the  arrangement  being  similar 
in  every  respect  to  the  device  for  rotating  the  drum  shown  in 
Fig.  1.  In  using  the  apparatus  shown  in  Fig.  3  the  operator 
watches  the  dial  of  the  extensometer  £,  and  as  the  pointer 
passes  each  successive  division  on  the  dial  he  turns  the  toothed 
wheel  one  notch.    Fig.  4  shows  a  typical  diagram  obtained  with 


Digitized  by  VjOOQIC 


594    MoofcE  ON  Determination  of  Proportional  Ldot. 

this  apparatus;  solid  lines  show  the  diagram  actually  obtained, 
and  broken  lines  are  construction  lines  used  in  locating  the  pro- 
portional limit  P.  The  yield  point  is  located  at  F,  and  the 
ultimate  strength  at  U.  The  testing  machine  is  kept  running 
continuously  during  the  test.  In  Fig.  4  the  width  of  each  step 
on  the  diagram  corresponds  to  an  elongation  of  0.0005  in.  in 
2  in.  The  diagram  traced  by  the  autographic  apparatus  shown 
in  Fig.  3  is  half  the  size  of  Fig.  4. 

The  following  speed  of  operation  was  attained  by  the  writer 
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Fig.  4. — ^Typical  Test  Record  from  Apparatus  shown 
in  Pig.  3  (Twice  Actual  Size). 

and  an  assistant  using  the  rig  shown  in  Fig.  1  (two-man  method) 
on  a  test  of  six  2-in.  threaded-end  specimens  of  iron  and  steel. 
The  speed  of  head  of  testing  machine  was  0.1  in.  per  minute  up 
to  the  yield  point  and  3  in.  per  minute  beyond  the  yield  point. 

TiMB  PBR 

SpBcnoEtr. 

Measuring,  marking,  testing,  meastiring  elongation  and  re- 
duced diameter 3  min.  10  sec 

Locating  (on  diagram)  proportional  limit,  yield  point,  and 
ultimate  strength,  computing  stresses  and  filling  in 
report  blank 1  miiL  22  sec. 


Total 4  min.  32  sec 
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Using  the  rig  shown  in  Fig.  3  (one-man  method)  the  following 
speed  of  operation  was  attained  for  a  test  of  ten  2-in.,  shouldered 
specimens  of  steel.  The  speed  of  the  testing  machine  was  0.05 
in.  per  minute  up  to  the  yield  point,  and  1.63  in.  per  minute 
beyond  the  yield  point. 

Tdib  per 

SFBCDIBir. 

Measuring  and  marking 0  min.  41  sec. 

Testing,  measuring  elongation  and  reduced  diameter 3  min.  51  sec. 

Locating  (on  diagram)  proportional  limit,  yield  point,  ulti- 
mate strength,  computing  stresses  and  filling  in  report 
blank 1  min,  52  sec. 

Total 6  min.  24  sec. 

Both  of  the  arrangements  of  apparatus  described  above  are 
rugged  and  simple.  The  extensometer  used  can  be  of  any 
desired  degree  of  sensitiveness,  and  the  delicate  parts  of  the 
instrument  are  not  touched  during  the  test.  The  proportional 
limit  is  determined  from  a  diagram  covering  a  series  of  readings, 
not  from  a  single  reading,  and  the  smoothness  of  the  curve  out- 
lined by  the  comers  of  the  "steps"  of  the  diagram  gives  an  indi- 
cation of  the  care  and  accuracy  with  which  the  test  was  made. 
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Mr.  Luler.  Mr.  E.  L.  Lasier  (by  letter). — ^The  writer  desires  to  com- 
ment not  so  much  on  Mr.  Moore's  paper,  as  on  the  allied  subject 
of  the  obtaining  of  stress-strain  curves  in  the  testing  of 
metals. 

There  certainly  is  need  for  the  development  of  a  quick  and 
practicable,  but  fairly  accurate  means  of  determining  the  pro- 
portional limit.  Current  practice  in  mill  testing  laboratories  is 
well  known;  results  of  routine  tests  may  give  a  yield  point  by 
the  usual  drop-of-the-beam  method,  which  may  or  may  not  be 
within  5  or  even  10  per  cent  of  the  proportional  limit,  because  of 
speed  of  testing,  misleading  drops  of  the  beam  due  to  slippage 
of  the  test  specimen  in  the  grips,  and  other  causes  familiar  to 
laboratorians.  It  must  be  borne  in  mind  too  that  usually  the 
yield  point  obtained  is  in  excess  of  the  proportional  limit,  that  is 
to  say,  on  the  unsafe  rather  than  the  safe  side  as  far  as  design  is 
concerned.  In  this  connection,  it  is  significant  that  Com- 
mittee E-1  of  this  Society  on  Methods  of  Testing  is  recommend- 
ing a  reduction  in  the  allowable  pulling  speeds  at  which  testing 
should  operate  and  is  calling  attention  to  the  influence  of  the 
speed  of  testing  upon  tensile  properties.  It  is  also  significant 
that  in  another  paper^  presented  before  this  meeting,  attention 
is  invited  to  the  need  of  testing  the  materials  therein  considered 
by  methods  other  than  those  usually  employed  in  the  routine 
testing  of  metals. 

Aside  from  the  question  of  the  determination  of  the  pro- 
portional Umit  in  lieu  of  the  yield  point,  there  is  the  general 
question  of  the  value  of  stress-strain  curves  autographically 
plotted  up  to,  at  least,  the  maximum  load  which  the  specimen 
under  test  will  sustain. 

The  May  lecture  to  the  Institute  of  Metals  was  given  this 
year  by  Prof.  W.  E.  Dally,  F.  R.  S.,  upon  the  subject  of  Auto- 
graphic Load-Extension  Diagrams.^     Professor  Dally  showed 

ipiinn  and  Jonson,  "Inspection  of  Brass  and  Bronze/'  p.  212. — ^Bd. 
•Bngimtrint  (London).  May  18.  1917. 
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some  interesting  curves  for  various  metals,  which  are  worthy  of  Mr.  Luler. 
brief  mention  here.  Curves  for  practically  all  of  the  non-ferrous 
metals  which  he  investigated  were  continuous,  with  no  break  at 
the  junction  of  the  elastic  and  the  plastic  portions  of  the  complete 
diagrams.  Copper  was  treated  in  various  ways  without  mate- 
rially affecting  the  general  shape  of  the  curve  recorded.  On  the 
other  hand,  the  history  of  the  brasses  tested  apparently  exerted 
a  large  influence  on  the  stress-strain  diagrams;  one  peculiarity 
of  the  brasses,  however,  was  that  the  plastic  line  in  the  neigh- 
borhood of  the  breaking  point  invariably  showed  a  slight  crink- 
ling effect  notwithstanding  the  annealing  of  some  of  the  test 
specimens.  The  curves  for  phosphor-bronze  uniformly  resem- 
bled a  scythe  standing  on  its  handle.  Tin,  gun  metal  and  zinc, 
when  tested,  gave  characteristic  diagrams.  The  cufves  for  iron 
showed  small  extensions  after  the  maximum  load  had  been 
attained — cast  iron  showing  practically  no  plastic  extension,  as 
might  be  expected.  Some  steels  appeared  to  have  a  difficult 
time  building  up  the  plastic  curves  before  they  finally  succeeded. 
In  alloy  steels  the  break  at  the  yield  point  practically  always 
disappeared — the  curves  in  that  respect  having  the  same  general 
character  as  non-ferrous  metals. 

A  part  of  Professor  Daily's  study  is  of  course  already  famil- 
iar to  material  engineers;  the  fact  remains,  however,  that  too 
little  is  known  of  the  plastic  portion  of  stress-strain  curves 
for  most  materials,  notwithstanding  the  fact  that  that,  in  the 
opinion  of  the  writer,  characterizes  tlie  metal  more  than  does  the 
elastic  portion.  It  is  not  unlikely  that  as  further  work  shows  the 
importance  of  obtaining  complete  stress-strain  curves  so  as 
to  eiqx)se  the  past  history  of  tlie  material  tested,  and  hence  its 
probable  future  behavior,  and  as  such  further  study  pennits  the 
proper  interpretation  of  curves,  the  obtaining  of  complete  curves 
by  rapid  autographic  means  will  be  a  matter  for  consideration 
as  to  the  inclusion,  at  some  near  future  date,  of  appropriate 
requirements  in  specifications. 

To  those  who  would  object  to  the  suggestion  on  the  grotmds 
ofj[its  impracticability  in  routine  commercial  testing,  let  them 
remember  that  in  Professor  Daily's  tests  a  maximmn  of  only 
about  two  minutes  was  necessary  to  make,  through  failure,  most 
of  the  tests;  indeed  a  mild  steel  bar  (carbon  0.26  per  cent)  was 
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Mr,  Luiar.  broken  in  10  seconds,  and  an  iron  bar  in  4  seconds — ^both  tests 
giving  good,  although  somewhat  ragged,  autographic  curves. 

One  further  value  of  complete  stress-strain  curves  will 
be  here  suggested,  namely,  to  permit  the  reporting  of  elonga- 
tion properties  more  precisely  than  by  the  usual  method  now 
employed.  The  present  usual  method  of  placing  the  two  broken 
pieces  of  a  test  bar  together  and  measuring  the  elongation  after 
fracture  is  open  to  criticisms  too  well  known  to  repeat  here.  In 
addition  to  the  impossibility  of  securing  a  close  contact  at  the 
plane  of  fracture,  the  extension  as  usually  now  measured  con- 
sists of  both  a  general  uniform  extension  of  the  specimen  as  a 
whole  and  a  much  greater  local  extension  in  the  neighborhood  of 
the  break.  Professor  Unwin  in  a  paper  read  in  1903  before  the 
Institution  of  Civil  Engineers  called  attention  to  the  fact  that 
the  difficulty  of  comparing  elongations  of  different  test  bars 
would  probably  disappear  if  the  "general  elongation,"  as  he 
termed  it,  or  the  elongation  at  the  maximum  load,  were  taken  as 
the  measure  of  ductility.  There  is  no  practicable  way,  however, 
of  obtaining  the  '^general  elongation"  except  through  obtaining 
an  autographic  stress-strain  diagram. 

Mr.  Moore.  Mr.  H.  F.  Moore  {Authof^s  closufc  by  letter). — Mr.  Lasier's 
discussion  points  out  clearly  the  two  functions  of  tension  tests  of 
metals:  (l)  the  determination  of  some  "limit  of  elasticity," 
which  fixes  a  limit  for  practical  static  strength  of  the  material; 
and  (2)  the  study  of  the  plastic  properties  of  the  material,  which 
are  important  in  connection  with  the  punching,  shearing  and 
cutting  of  the  material,  and  also  in  connection  with  the  behavior 
of  materials  under  accidental  overload.  The  apparatus  described 
in  the  paper  is  designed  for  determining  elastic  properties  only, 
but  a  combination  of  this  apparatus  and  the  rigging  described  by 
the  writer  before  this  Society  at  the  1908  meeting^  will  give  both 
a  determination  of  the  proportional  limit  and  a  fairly  correct 
stress-strain  diagram  for  the  whole  test. 

>  "An  Autographic  Recorder  for  Rapid  Tension  Testing,"  Proceedings,  Am.  See.  Test. 
Mats..  Vol.  VIII.  p.  653  (1908). 
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AN  ALTERNATING  TORSION  TESTING  MACHINE.* 
By  D.  J.  McAdam,  Jr. 

SUNINIARY. 


This  paper  is  supplementary  to  the  one  pubUshed  in  the  Pro- 
ceedings last  year.*  The  alternating  torsion  machine  described 
in  that  paper  has  been  improved  by  the  insertion  of  a  helical 
spring  between  the  test  specimen  and  an  arm  which  is  given 
reciprocating  motion  by  an  eccentric  attachment  to  a  rotating 
wheel.  This  spring  was  added  for  the  purpose  of  automatically 
increasing  the  angle  of  torsion  of  the  test  specimens  as  the  speci- 
mens yields,  thus  keeping  the  torsional  moment  nearly  constant 
imtil  just  before  the  specimen  breaks.  Arrangement  is  also  being 
made  for  automatically  drawn  diagrams,  showing  the  torsional 
angle  and  two  separate  indications  of  the  torsional  stress. 

»  This  pai)er  is  presented  by  permission  of  the  Secretary  of  the  Navy. — ^Ed. 
*  McAdam.  "Endurance  and  Impact  Tests  of  Metals."  Proceedings,  Am.  Soc.  Test.  Mats., 
Vol.  XVI.  Part  II.  p.  292  (1916). 
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AN  ALTERNATING  TORSION  TESTING  MACHINE.* 
By  D.  J.  McAdam,  Jr. 

In  the  Proceedings  of  the  Sodety  for  last  year  a  description 
was  given  of  an  alternating  torsion  testing  madiine  developed  at 
the  U.  S.  Naval  Engineering  Experiment  Station,  Annapolis, 
Md.  In  this  article,  there  were  also  given  some  endurance  tests 
on  various  kinds  of  steel.  It  was  stated  that  experiments  were 
being  made  in  testing  non-ferrous  metals  and  alloys  by  the  same 
method.  In  the  testing  of  very  ductile  material,  however,  diffi- 
culties were  encountered,  necessitating  important  additions  to 
the  machine.    The  present  article  describes  the  modified  machine. 

Fig.  1  shows  a  sketch  of  the  machine  showing  end  and  side 
views.  In  this  figure,  K  and  /  represent  the  worm  gear  and 
driviog  wheel  of  the  machine.  The  arm  B,  which  is  caused  to 
osdllate  by  means  of  its  eccentric  attachment  to  the  rotatiog 
wheel  Ay  gives  alternating  rotation  to  a  shaft  passing  through 
the  bearing  C  This  shaft  is  attached  to  one  end  of  the  helical 
spring  D.  To  the  other  end  of  the  spring  D  is  joined  a  shaft  that 
passes  through  the  radial  and  thrust  ball  bearing  E  and  is  fast- 
ened to  one  end  of  the  test  specimen  F. 

From  the  other  end  of  the  specimen  F,  a  shaft  passes  through 
the  radial  ball  bearing  G,  and  is  fastened  to  the  arm  H  which 
extends  between  the  springs  /. 

When,  therefore,  the  arm  B  is  caused  to  oscillate,  alternat- 
ing rotation  is  transmitted  through  the  spring  D  to  one  end  of 
the  specimen  F.  Since  this  rotation  is  resisted  by  the  action  of 
the  springs  /  on  the  arm  H,  an  alternating  torsion  is  applied  to 
the  specimen.  The  torsional  stresses  can  be  varied  by  varying 
the  eccentric  attachment  on  the  wheel  A. 

As  described  in  the  previous  paper,  the  torsional  stresses  are 
proportional  to  the  displacement  of  the  springs  /.  The  amount 
of  displacement  is  indicated  by  a  magnifying  pointer  (not 
shown  in  Fig.  l)  adjusted  to  the  end  of  the  arm  H.  The  arrange- 
ment of  the  pointer  and  recording  drum  is  shown  in  Fig.  1  of  the 

1  Thif  paper  is  preaeated  by  permiaifam  of  the  Secratarj  of  the  Nav7.<— BDw 
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previous  paper.  A  counter  records  the  number  of  cydes  of 
stress  applied.  A  comparison  of  Fig.  1  of  this  paper  with  Fig.  1 
of  the  previous  paper  will  show  that  the  chief  modification  of  the 
original  machine  consists  in  the  addition  of  the  spring  D^  the 
purpose  of  which  will  now  be  explained. 


5W^?5^!55^^55555^!S555^55^55;^5555^^ 


End  Elevation.  Side  Elevation. 

Fia  1.— Altematixig  TorBion  Testing  Machine. 

If  this  spring  is  omitted  and  the  arm  B  connected  by  a  shaft 
with  the  specimen  F,  the  machine  could  be  used  satisfactorily  in 
the  testing  of  steel.  For  very  ductile  material,  however,  such  as 
non-ferrous  metals,  the  machine  would  not  be  satisfactory.  As 
the  ductile  specimen  yielded,  the  applied  stress  would  soon  drop 
almost  to  zero,  and  the  specimen  would  last  indefinitely  unless 
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the  angle  of  rotation  were  increased.  Any  arbitrary  increase, 
moreover,  in  the  angle  of  rotation  would,  of  course,  make  the 
test  indefinite  and  worthless.  The  object  of  the  spring,  then,  is 
to  take  up  the  torsional  strain  of  the  specimen  as  the  yield  takes 
place. 

Suppose,  for  example,  the  eccentric  attachment  of  arm  B 
is  adjusted  so  that  the  angle  of  rotation  of  the  shaft  in  the  bearing 
C  is  5  deg.  ou  each  side  of  the  neutral  position.  At  the  beginning 
of  the  test,  the  angle  is  usually  distributed  through  the  system  so 
that  most  of  it  occurs  in  the  spring  Z>,  while  the  torsional  strain 
of  the  specimen  F  might  be  only  a  fraction  of  a  degree.  As 
the  specimen  yields,  however,  the  torsional  strain  of  spring  D 
decreases  while  that  of  specimen  F  increases  to  the  ma.ximum 
angle  (in  the  supposed  case,  5  deg.).  By  use  of  a  long  helical 
spring,  therefore,  the  torsional  angle  of  the  test  specimen  may  be 
automatically  increased  as  the  test  proceeds,  while  the  torsional 
moment  is  held  nearly  constant  until  a  very  short  time  before 
fracture  occujs.  As  a  further  improvement  in  the  use  of  this 
machine,  a  system  of  magnifying  pointers  is  to  be  attached  at 
each  end  of  the  specimen  F  and  at  each  end  of  the  spring  D. 
By  the  relative  motion  of  these  pointers  and  by  the  motion  of  the 
pointer  attached  to  the  arm  H,  a  complete  record  of  the  angle  of 
torsion  of  the  specimen,  and  of  the  torsional  moments  applied  by 
springs  D  and  /,  may  be  obtained. 

Since  the  above  described  improvements  have  been  but 
recently  added  to  the  machine,  very  few  tests  on  non-ferrous 
metals  have  been  completed.  Preliminary  experiments,  how- 
ever, have  shown  that  the  machine  in  its  improved  form  will  be 
useful  in  testing  the  toughness  of  non-ferrous  metals  as  well  as 
of  steel. 
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Many  petroleum  and  tar  products,  espedally  those  used  in 
the  hot-surface  treatment  of  highways,  are  of  such  consistency 
that  at  normal  temperature  they  cannot  well  be  tested  with  the 
instruments  ordinarily  employed  for  determining  the  consist- 
ency of  bituminous  road  materials.  The  Engler  viscosimeter 
is,  however,  conunonly  employed  for  such  products  by  making 
the  test  at  a  sufficiently  elevated  temperature  to  insure  proper 
fluidity.  Such  a  test  does  not  accurately  indicate  viscosity  or 
consistency  at  normal  temperature  and  may  be  extremely  mis- 
leading if  an  attempt  is  made  to  so  interpret  it.  This  fact  is 
demonstrated  by  temperature  viscosity  curves  for  various  bitumi- 
nous road  materials. 

In  attempting  to  devise  a  convenient  laboratory  instrument 
for  determining  consistency  at  normal  temperatures  the  authors 
have  followed  the  general  principle  of  the  Lunge  and  Hutchinson 
tar  testers,  with  a  view  to  improvement  in  certain  important 
details.  After  numerous  trials  an  instrument  was  obtained  made 
of  aluminum  and  weighted  with  lead  shot.  This  instrument  is 
3  in.  long  and  weighs  exactly  2.8  g.  It  consists  of  two  aluminum 
rods  of  different  diameters,  one  of  which  is  hollow,  a  thin  alxmu- 
num  disk  1.25  in.  in  diameter  and  a  tapered  bottom  weight.  The 
larger  rod  is  about  one-half  the  length  of  the  smaller  which  passes 
through  it  and  screws  into  the  bottom  weight.  The  aluminum 
disk  is  riveted  transversely  to  the  rods  where  they  join  about 
midway  of  the  length  of  the  instrument  thus  forming  a  balanced 
plummet.  , 

A  special  bitumen  container  is  used  with  this  instrument. 
It  consists  of  a  cylindrical  flanged  copper  cup  2  in.  in  diameter  and 
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3f  in.  deep;  which  is  placed  in  a  water-bath  fitted  with  a  stiner 
passing  through  the  flange  of  the  cup.  The  flange  is  also  provided 
with  a  small  hole  for  the  insertion  of  a  thermometer  in  the  bath. 

Before  making  a  test,  the  bituminous  material  which  fills 
the  inner  compartment  of  the  water-bath,  is  brought  to  a  temper- 
ature of  exactly  25*^  C.  which  must  be  maintained  in  the  bath 
throughout  the  test.  The  surrounding  atmosphere  should  also 
be  as  close  to  25^  C.  as  possible.  The  test  is  made  by  allowing 
the  instrument  to  sink  of  its  own  weight  in  the  bituminous 
material  from  the  upper  edge  of  a  lower  scale  marking  on  the  small 
rod  to  that  of  an  upper  marking,  and  noting  the  time  required. 

This  instrument  was  found  to  have  a  wide  range  of  useful- 
ness as  shown  by  niunerous  tabulated  test  results.  At  normal 
temperatures  it  may  be  used  for  all  bitmninous  materials  outside 
of  the  range  of  the  Engler  viscosimeter  and  the  usual  penetration 
machine.  When  used  in  connection  with  a  representative  set 
of  commercial  bituminous  road  materials,  it  was  found  that  com- 
paratively few  materials  whose  paietration  at  25®  C.  could  not 
be  ascertained  required  more  than  30  minutes  for  a  test  with  the 
new  instrument.  In  fact,  most  of  the  material  prepared  for  hot- 
surface  treatment,  showed  a  test  of  less  than  15  minutes. 

While  bringing  the  new  instrument  to  the  attention  of  those 
particularly  interested  in  the  testing  of  bitmninous  road  materials, 
the  authors  also  desire  to  call  attention  to  its  possible  usefulness 
as  a  means  of  controlling  and  specifying  the  consistency  of  paints 
and  other  viscous  fluid  materials. 
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A  NEW  CONSISTENCY  TESTER  FOR  VISCOUS 
LIQUID  BITUMINOUS  MATERIALS. 

By  Pk^vost  Hubbaud  and  F.  P.  Pkitchabd. 

Introduction. 

Many  petroleum  and  tar  products,  especially  those  used  in 
the  hot-surface  treatment  of  highways,  are  of  such  consistency 
that  at  normal  temperature  they  cannot  well  be  tested  with  either 
of  the  two  instruments  ordinarily  employed  for  determining  the 
consistency  of  bituminous  road  materials.  These  products  should 
be  classed  as  liquid  bitiuninous  materials  according  to  the  stand- 
ard definition  of  the  American  Society  for  Testing  Materials, 
as  under  the  penetration  test  they  show  a  penetration  of  more 
than  350  at  25''  C.  (77°  F.),  under  a  load  of  50  g.,  applied  for  one 
second. 

The  standard  penetration  test  is  restricted  to  determinations 
of  the  consistency  of  semi-solid  and  solid  bituminous  materials, 
as  a  penetration  of  350  (3.5  cm.)  of  a  standard  needle  under  a 
load  of  50  g.,  applied  for  one  second  constitutes  the  practical 
working  limit  of  the  penetration  machine  for  soft  materials. 

For  determining  the  consistency  of  most  liquid  bituminous 
road  materials  the  Engler  viscosimeter  is  ordinarily  employed, 
and  consistency  thus  determined  is  expressed  as  so-called 
"specific  viscosity."  While  the  Engler  instrument  is  reasonably 
satisfactory  for  the  products  which  flow  readily  at  normal  tem- 
perature, its  practical  working  limit  at  that  temperature  does  not 
indude  many  of  the  very  viscous  bitimiinous  materials  which 
are  too  soft  for  a  penetration  test.  It  has,  however,  been  widely 
used  in  connection  with  such  materials  by  making  the  test  at  a 
sufficiently  elevated  temperature  to  insure  a  degree  of  fluidity 
in  the  material  which  will  come  within  the  practical  working 
range  of  the  instrument.  The  higher  temperatures  most  com- 
monly employed  are  50°  C.  and  100°  C,  although  40°  C.  is  also 
used  to  some  extent. 

In  the  laboratory  of  the  U.  S.  Office  of  Public  Roads  and 
Rural  Engineering  it  has  been  the  practice  to  consider  a  specific 
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viscosity  of  200  about  the  practical  working  limit  of  the  Engler 
viscosimeter,  although  if  the  room  temperature  is  materially 
lower  than  that  of  the  bitimien,  the  rate  of  flow  is  not  suflScient 
to  prevent  slight  congealing  at  the  end  of  the  outlet  tube,  which 
in  some  cases  introduces  a  serious  error  in  results. 

Moreover,  if  it  is  desired  to  control  or  ascertain  the  consist- 
ency of  a  material  at  normal  temperature,  tests  made  at  elevated 
temperatures  are  apt  to  be  extremely  misleading  when  comparing 
different  types  of  bituminous  materials.     The  temperature  vis- 
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cosity  curves  for  even  the  same  general  type  of  material  are  not 
always  identical,  although  they  may  coincide  at  a  selected  test 
temperatiure.  These  facts  are  illustrated  by  test  results  shown 
in  Figs.  1  and  2,  although  for  reasons  above  mentioned  it  is 
impracticable  to  show  in  the  diagrams  the  exact  specific  viscosity 
of  all  the  materials  at  25°  C.  The  same  objection  holds  true 
with  respect  to  any  other  instrument,  such  as  the  penetrometer 
or  float  apparatus  when  it  is  desired  to  ascertain  consistency  at 
normal  temperature  by  a  test  made  at  some  other  temperature. 
In  addition  to  the  above,  many  of  the  bitmninous  materials 
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contain  highly  volatile  constituents  which  evaporate  rapidly  at 
even  slightly  elevated  temperatures  and  thus  produce  changes 
in  viscosity  during  the  test  itself. 

Preliminary  Experiments. 

In  attempting  to  devise  a  simple  laboratory  instrument  for 
determining  the  consistency  at  normal  temperature  of  viscous 
liquid  bituminous  materials,  the  authors  followed  the  general 

115 


105 


c 

O 

4) 


t  95 


E 


85 


75 


\ 

\ 

V 

-Or/g 

/>7a/  7 

ist  T, 

^mpert 

fare 

V 

\ 

s§ 

-% 

»v 

^^ 

h 

^ 

r' 

■ X 

"-, 

^V.^ 

•^..^ 

"^"^"^ 



10  20  30  40 

Specific    Viscosity,  Engler. 

Fig.  2. 


50 


scheme  embodied  in  LungeV  tar   tester  and  later  improved  by 
Hutchinson*  in  the  Hutchinson  tar  tester. 

The  Lunge  tar  tester  is  made  of  glass  and  in  size  and  shape 
resembles  a  petroleum  hydrometer.  It  is  32.5  cm.  (12.8  in.) 
long,  and  in  making  a  test  is  allowed  to  sink  for  a  specified  dis- 
tance in  the  bituminous  material  contained  in  a  tall  glass  cylinder. 
The  time  required  for  the  instrument  to  sink  to  a  given  mark 
when  dropped  into  a  sample  of  the  material  is  recorded  as  a 
measure  of  the  consistency  of  the  material.    This  instrument  is 

1  George  Lunge,  "Coal  Tar  and  Ammonia."  Fifth  Edition,  p.  551  (Gumey  and  Jackaon). 
'British  Patent  22042  of  1911. 
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very  readily  broken  when  it  is  being  cleaned;  the  glass  cylinder 
is  difficult  to  clean  quickly;  no  accurate  control  of  the  temper- 
ature of  the  sample  is  possible  without  an  unwieldy  and  specially 
designed  constant  temperature  bath;  and  too  large  a  sample 
is  required  for  the  test. 

The  Hutchinson  tar  tester,  which  is  a  much  more  serviceable 
instrument,  is  made  of  German  silver.  It  consists  of  a  straight 
metal  rod  about  9  in.  long,  to  the  lower  end  of  which  is  attached 
a  bullet-shaped  poise.  About  midway  of  the  rod  is  a  flat  double 
cone-shaped  air-tight  bulb,  which  serves  to  retard  the  passage 
of  the  instrument  through  the  bituminous  material.  Above  the 
bulb  and  on  the  rod  are  two  rings  about  2  in.  apart.  In  making 
a  test  the  instrument  is  immersed  in  the  material  to  the  lower 
ring  and  the  time  required  for  it  to  sink  to  the  upper  ring  is 
recorded  as  a  measure  of  the  consistency  of  the  material.  A 
cylindrical  vessel  about  9  in.  deep  and  4  in.  internal  diameter 
is  used  for  a  container.  While  if  properly  used  this  tar  tester 
is  an  instrument  of  precision,  no  accurate  control  of  the  temper- 
ature of  the  sample  is  possible  without  an  unwieldy  and  sp>ecially 
constructed  constant  temperature  bath;  too  large  a  sample  is 
required  for  a  laboratory  test;  and  cleaning  the  instrument  and 
container  is  a  rather  messy  proposition  when  very  viscous 
materials  are  tested. 

In  undertaking  the  work  of  developing  an  instrument  for  the 
measurement  of  relative  consistencies,  it  was  first  necessary  to 
construct  a  crude  apparatus  to  give  some  idea  of  test  values. 
For  this  purpose  a  circular  aluminum  disk,  1  in.  in  diameter,  was 
fastened  transversely  on  the  middle  of  a  small  glass  rod  4  in. 
long,  and  the  time  required  for  the  apparatus  to  sink  a  definite 
distance  into  various  liquid  bitiuninous  road  materials  was  noted. 
This  showed  that,  while  an  apparatus  of  such  weight  could  be 
used  in  the  heavier  fluid  bitumens,  it  would  not  give  readable 
results  on  materials  whose  viscosities  were  obtained  in  the  Engler 
viscosimeter  at  25®  C. 

An  attempt  was  then  made  to  retard  the  rate  of  sinking  by 
using  two  disks  instead  of  one,  but  this  was  abandoned  as  unsat- 
isfactory. After  many  trials  it  was  found  that  a  small  aluminum 
rod,  weighted  at  the  bottom,  and  carrying  a  very  thin  disk  trans- 
versely at  a  suitable  place  along  its  axis,  couM  be  used  successfully 
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to  cover  a  wide  range  of  materials,  from  a  thin,  watery  fluid,  to  a 
substance  having  at  25°  C,  under  a  load  of  50  g.  for  one  second, 
a  penetration  of  about  300.  The  details  of  design  were  then 
worked  out  by  experimenting  with  different  combinations  of 
bottom  weights  and  disks. 

Three  combinations  were  finally  obtained  which  gave  reason- 


FiG.  3. — First  Consistency  Tester. 

ably  satisfactory  results  on  a  fairly  wide  range  of  materials.  The 
one  selected  as  being  most  compact  and  convenient  to  use  was 
about  3.5  in.  long.  It  consisted  of  an  aluminum  rod  0.04  in.  in 
diameter,  to  which  was  screwed  a  conical  steel  bottom  weight 
0.236  in.  by  0.4  in.,  weighing  0.85  g.,  and  2  in.  from  the  bottom 
of  which  was  riveted  a  circular  aluminum  disk  1.25  in.  in  diameter 
by  0.008  in.  thick.     The  disk  was  perforated  with  vent  holes 
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0.04  in.  in  diameter  on  opposite  sides,  0.0625  in.  from  the  center 
of  the  rod.  The  upper  end  of  the  rod,  extending  1.5  in.  above  the 
disk,  was*divided  into  scale  markings,  one  0.25  in.  and  the  other 
1.25  in.  above  the  disk,  so  that  the  distance  from  the  upper  edge 
of  the  lower  marking  to  upper  edge  of  the  upper  marking  was 
exactly  1  in.  The  instrument  assembled  weighed  1.5  g.  in  air 
and  1.16  g.  in  water,  with  a  specific  gravity  of  4.43. 

A  number  of  these  instruments  were  made  at  the  U.  S. 
Bureau  of  Standards  imder  specifications  prepared  by  the  authors. 
The  alimiinum  was  drawn  or  rolled  to  proper  diameter  or  thick- 

Tablb  I. — ^Results  of  Tests  Using  First  Consistency  Tester. 
Valvm  An  Tun  a  Smoohdb. 
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ness,  gages  were  turned  out  to  aid  in  the  making  of  the  steel 
weights,  and  dies  were  constructed  for  assembling  the  disk, 
rivet  and  rod.  The  rods  were  cut  to  proper  length  and  scale 
markings  accurately  machined  thereon.  The  scale  markings 
were  then  filled  with  red  baking  enamel  and  heated  for  several 
hours  at  80°  C.  The  bottom  weights  were  turned  and  cut  oflF 
a  trifle  long,  and  filed  to  size  in  a  gage  prepared  for  that  purpose. 
They  were  then  drilled,  tapped,  and  screwed  in  place. 

This  instrument,  shown  in  Fig.  3,  was  found  to  have  a  wide 
range  of  usefulness,  giving  a  test  of  0.4  second  for  a  material 
with  a  specific  viscosity  (Engler)  of  about  6,  and  a  test  of  two 
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and  one-half  hours  for  a  material  of  about  300  penetration  under 
a  load  of  50  g.  applied  for  one  second.  When  used  in  connection 
with  a  representative  set  of  commercial  bituminous  road  mate- 
rials, it  was  foimd  that  comparatively  few  materials  whose 
penetration  at  25°  C.  could  not  be  ascertained  required  more  than 
30  minutes  for  a  test  with  the  new  instrmnent.  In  fact,  most  of 
the  material  prepared  for  hot-surface  treatment  showed  a  test 
of  less  than  15  minutes.  Moreover,  some  eight  instruments, 
which  were  made  for  the  purpose,  were  found  to  give  practically 
identical  results,  as  shown  in  Table  I. 

In  view  of  the  fact  that  the  Engler  viscosimeter  has  been  so 
widely  used  as  a  means  of  determining  the  consistency  of  liquid 
bitimiinous  materials,  it  was  thought  that  it  would  be  interesting 
and  useful  to  determine  what  relation,  if  any,  existed  between 

Table  II. — ^Results  of  Tests  wrrn  Engler  Viscosimeter. 

80-per.cent  Cane  Sugar 


Speeififlgnmty 0.816  1.1385 

807 

EiigkrnN(MHffintfiOoe.(340^iample),ieoondi 16.0  U.O 

EngkrtinoaftF  flint  50  00.  (371-c  sample),  aeoonda 14.3  14.0 

test  values  obtained  with  the  Engler  instrument  and  with  the 
instrument  just  described.  Without  entering  into  great  detail 
it  may  be  stated  that  for  the  purpose  of  comparing  the  viscosities 
of  liquids  diflfering  materially  in  specific  gravity,  the  Engler 
viscosimeter  has  always  been  of  questionable  value  when  the  test 
is  made  in  the  ordinary  manner  with  the  same  initial  volume  of 
the  liquid  imder  test.  Under  such  conditions  it  is  evident  that 
the  static  pressure  over  the  outlet  tube  must  vary  with  the 
specific  gravity  of  the  material  so  that  the  factors  controlling 
the  rate  of  flow  must  also  vary  with  the  specific  gravity.  This 
means  that  two  materials  of  the  same  absolute  viscosity  might 
show  widely  different  Engler  viscosities  if  their  specific  gravities 
differed  materially.  This  is  an  important  ^natter,  when  it  is 
considered  that  liquid  bituminous  road  materials  may  vary  in 
specific  gravity  from  less  than  0.9  to  somewhat  over  1.2. 

To  demonstrate  this  error  in  the  ordinary  use  of  the  Engler 
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viscosimeter  a  search  was  made  for  two  liquids  of  approxiinately 
the  same  absolute  viscosity  which  diflfered  materially  in  specific 
gravity.  Amyl  alcohol  and  a  30-per-cent  solution  of  cane  sugar 
were  foimd  to  answer  this  purpose,  as  the  former  was  found  to 


Tablb  III. — Comparison  of  Englbr  ViscosmsTER  and  First  Consistency 

Tester  at  25**  C. 
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have  an  absolute  viscosity  of  309^  at  15°  C.  and  the  latter  307* 
at  20''  C.  The  specific  gravity  of  amyl  alcohol  at  15°  C.  is  0.816, 
while  that  of  a  30-per-cent  solution  of  cane  sugar  at  20°  C.  is 
1.1285.  The  time*  in  seconds  required  for  the  first  50  cc.  of  a 
240-cc.  sample  of  each  liquid  at  temperatures  of  15°  C.  and  20°  C. 

1  Chmnilur  KoUndar,  1909.  p.  328. 
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respectivdy  to  be  discharged  from  the  Engler  viscosimeter  was 
found  to  differ  appreciably  as  shown  in  Table  II.  When,  how- 
ever, equivalent  weights  of  the  liquids  were  tested  under  the  same 
conditions,  the  Engler  viscosities  were  found  to  coincide  almost 
as  closely  as  the  absolute  viscosities. 

While  these  results  may  not  be  considered  conclusive,  they 
nevertheless  bear  out  die  theory  that  equivalent  weights  rather 
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Pig.  4.— Tests  with  First  Consistency  Tester. 
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than  equivalent  volmnes  should  govern  the  charge  in  the  Engler 
viscosimeter.  In  determining  specific  viscosities  by  means  of 
the  Engler  apparatus,  it  would  therefore  appear  advisable  to 
limit  the  test  sample  to  240  gi  (the  weight  of  240  cc.  of  water) 
rather  than  to  240  cc.  When  this  was  done  some  interesting 
relations  between  the  Engler  viscosimeter  and  the  instrumen 
previously   described  were   developed.     These  are  shown  in 
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Table  lU,  which  also  illustrates  the  wide  range  of  usefulness  of 
the  instrument. 

Considering  the  viscosity  tests  at  25°  C,  it  will  be  noted 
that  a  much  more  definite  relation  exists  between  the  results 
obtained  with  this  instrument  and  the  viscosity  test  on  240  g. 
of  material  than  between  the  instrument  and  the  viscosity  test 
made  on  240  cc.  of  material.  When  plotted  as  shown  in  Fig.  4, 
this  relation  to  all  intents  and  purposes  takes  the  form  of  a 
straight  line.  For  reasons  previously  discussed  there  can  of 
course  be  no  definite  general  relation  between  specific  viscosities 
at  elevated  temperatures  and  the  results  obtained  with  the  instru- 
ment at  25°  C. 

Description  and  Use  of  New  Consistency  Tester. 

While  this  instrument  produced  satisfactory  results,  in  so 
far  as  indicating  the  relative  consistency  of  fluid  bitiuninous 
materials  was  concerned,  e3q>erience  proved  that  it  was  too  deli- 
cate for  rough  routine  laboratory  work,  as  it  was  readily  bent 
and  twisted  out  of  shape.  Modifications  in  its  construction  were 
therefore  necessary  in  order  to  produce  a  stouter  instrument 
which  would  withstand  ordinary  laboratory  handling  without 
injury. 

This  modified  apparatus,  shown  in  Figs.  5  and  6,  was  made 
at  the  Bureau  of  Standards.  It  is  3  in.  long,  weighs  2.8  g.  in  air 
and  1.487  g.  in  water,  and  has  a  specific  gravity  of  2.13.  The  cir- 
cular aluminum  disk  Ay  1.25  in.  in  diameter  and  0.008  in.  thick, 
is  riveted  to  the  middle  of  the  aluminum  rod  B  which  is  0.625 
in.  in  diameter.  It  is  also  riveted  to  the  end  of  the  hollow  alumi- 
num rod  C,  0.25  in.  in  diameter  and  1.3125  in.  long.  The  upper 
end  of  rod  C  which  is  solid  except  for  a  hole  large  enough  to 
allow  entry  of  the  small  rod  B  is  turned  ofif  to  form  a  square 
shoulder.  This  end  is  passed  through  a  snug-fitting  hole  in  the 
center  of  the  disk  and  is  used  to  rivet  the  disk  to  the  two  rods  at 
the  shoulder.  The  disk  carries  two  holes  0.04  in.  in  diameter, 
placed  on  opposite  sides  0.145  in.  from  the  center.  The  lower 
end  of  rod  B  is  threaded  and  screws  into  the  conical  aluminum 
bottom  weight  D.  The  bottom  weight  has  a  0.1875-in.  taper 
running  to  the  same  diameter  as  rod  C.  Its  upper  end  is  turned 
oflf  so  as  to  fit  snugly  into  the  hollow  end  of  rod  C  when  it  is 
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screwed  to  rod  B.  The  upper  end  of  rod  B  carries  two  scale 
markings  filled  with  red  baking  enamel,  one  0.25  in.  and  the 
other  1.25  in.  above  the  disk.    The  upper  edges  of  these  markings 
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Fig.  5. — Details  of  New  Consistency  Tester. 

are  exactly  1  in.  apart.    The  instrument,  which  weighs  normally 
1.8  g.,  is  filled  witi  fine  lead  shot  to  a  weight  of  exactly  2.8  g. 

A  special  bitumen  container,  shown  in  Fig.  7,  is  used  with 
this  instrument.    It  consists  of  a  cylindrical  flanged  copper  cup 
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i4,  2  in.  in  diameter  and  3.75  in.  deep,  which  is  placed  in  the 
water-bath  B  fitted  with  a  stirrer  C  passing  through  the  flange 
of  cup  A.  The  flange  is  also  provided  with  a  small  hole  for 
the  insertion  of  a  thermometer  in  the  bath. 

Before  making  a  test,  the  bituminous  material,  which  fills 
the  inner  compartment  of  the  water-bath,  is  brought  to  a  temper- 
ature of  exactly  25°  C.  which  must  also  be  maintained  in  the 
bath  throughout  the  test.    The  siurounding  atmosphere  should 


Fig.  6. — New  Consistency  Tester. 

also  be  as  dose  to  25°  C.  as  possible.  When  filling  the  container 
it  is  important  that  no  air  bubbles  be  imprisoned  in  the  bitumi- 
nous material,  as  they  are  apt  to  materially  retard  the  passage 
of  the  instrument.  Viscous  materials  should  be  warmed  before 
pouring  them  into  the  container  and  should  then  be  allowed  to 
cool  to  25°  C.  before  making  the  test.  If  air  or  gas  bubbles  rise 
to  the  surface,  they  should  be  removed  from  time  to  time  with  a 
tiny  flash  point  jet  until  the  surface  of  the  material  remains 
perfectly  smooth. 
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The  test  is  made  by  allowing  the  instrument  to  sink  of  its 
own  weight  in  the  bituminous  material  from  the  upper  edge  of 
the  lower  scale  marking  to  that  of  the  upper  marking,  and  noting 
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Soldered"' 
Fig.  7. — ^Bitumen  Container. 

the  time  reqmred.  When  placing  the  instrument  in  the  material, 
the  disk  should  first  strike  it  at  an  angle  and  then  be  permitted 
to  settle  until  it  lies  flat.    This  precaution  eliminates  the  chance 
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Table  IV. — ^Results  of  Tests  Using  New  Consistency  Tester, 
Showing  Range  of  Usefulness. 
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Table  V. — Comparison  of  Engler  Viscosimeter  and  New  Consistency 

Tester  at  25**  C. 
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of  imprisoning  air  under  the  disk.  In  the  case  of  very  viscous 
materials,  when  it  is  necessary  to  push  the  disk  below  the  surface, 
the  top  of  the  lower  scale  marking  should  never  be  lower  than 
the  general  level  of  the  material  in  the  container,  when  the 
actual  test  is  started.     Any  surface  deformation  due  to  such 
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Fig.  8. — Tests  with  New  Consistency  Tester. 
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procedure  should  first  be  allowed  to  correct  itself.  After  a  test 
has  been  made  the  instrument  should  be  removed  and  allowed 
to  drain.  It  should  then  be  inmiersed  in  a  beaker  of  solvent 
for  a  few  minutes  and  then  carefully  dried.  Gas  holder  oil, 
carbon  disulfide  or  solvent  naphtha  will  be  found  convenient 


Digitized  by 


Google 


620     HUBBASD  AND   PmTCHARD   ON   CONSISTENCY  TESTER. 

for  use  as  a  cleaning  solvent.  If  the  material  is  very  viscous, 
the  instrument  may  be  allowed  to  drain  in  an  oven  at  about 
100°  C.  for  a  few  minutes  before  inunersing  it  in  the  solvent. 
As  it  is  made  of  aluminum  it  should  of  course  never  be  heated 
in  a  free  flame. 

The  range  of  usefulness  of  this  new  instrument  was  found 
to  be  quite  similar  to  that  of  the  one  previously  described  as 
shown  by  a  comparison  of  Tables  I  and  IV.  Table  IV  also 
illustrates  the  ordinary  limits  of  accuracy  as  determined  by- 
three  operators  working  with  six  different  instruments  on  the 
same  bituminous  material. 

Table  V  gives  comparative  results  at  25°  C.  obtained  upon 
the  same  bitiuninous  materials  with  the  Engler  viscosimeter 
and  the  new  instrument. 

By  plotting  the  specific  viscosity  against  the  time  in  seconds 
of  the  tests  with  the  new  instncment  as  shown  in  Fig.  8,  it  is 
seen  that  practically  a  straight  line  curve  is  obtained  within  the 
working  range  of  the  Engler  instrument,  which  is  comparable 
with,  but  inclines  at  an  angle  different  from  that  of  the  curve 
for  the  first  instnunent  devised. 

While  bringing  the  new  instrument  to  the  attention  of  those 
particularly  interested  in  the  testing  of  bituminous  road  mate- 
rials, the  authors  also  desire  to  call  attention  to  its  possible 
usefulness  as  a  means  of  controlling  and  specifying  the  consist- 
ency of  paints  and  other  viscous  fluid  materials. 
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Mr.  W.  H.  Herschel. — There  is  a  certain  gap  between  Mr.  HencheL 
material  whose  hardness  can  be  detennined  with  a  Brinell  hard- 
ness machine  and  whose  viscosity  can  be  determined  with  a 
viscosimeter,  which  it  is  desirable  to  fill.  The  instnmient 
described  by  the  authors  is  one  of  the  means  for  filling  this 
gap  and  is  therefore  very  interesting.  There  are,  however, 
certain  points  in  this  paper,  to  which  exception  could  be  taken. 
For  example,  it  is  stated  that  200  is  considered  the  practical 
limit  for  the  Engler  viscosimeter,  whereas  in  Technical  Paper 
No.  74  of  the  Bureau  of  Mines  on  the  properties  of  the  petrolemns 
of  California,  viscosities  are  given  up  to  5499  Engler  degrees. 
You  will  note  that  I  say  Engler  degrees  and  not  specific 
viscosity.  I  think  the  term  "specific  viscosity"  should  be  avoided, 
because  the  impression  is  given  that  specific  viscosity  means 
relative  viscosity,  whereas  it  is  nothing  of  the  sort.  Engler 
degrees  simply  express  the  ratio  between  the  time  of  flow  for 
the  substance  being  tested  and  the  time  of  flow  for  a  very  poorly 
chosen  calibrating  liquid,  namely  water,  and  specific  viscosity  is 
not  relative  viscosity. 

In  Table  11  the  absolute  viscosity  of  amyl  alcohol  is  given 
as  309,  which  is  evidently  intended  for  0.0309  c.g.s.  units. 
Thorpe  and  Rodger^  found  that  the  viscosity  of  amyl  alcohol 
varied  greatly  in  different  samples,  the  lowest  value  obtained 
being  about  0.0517  at  15°  C.  Using  Eq.  9  in  my  paper  on 
absolute  viscosity,^  the  following  table  may  be  obtained. 
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iPkitosopkical  Trans,,  Royal  Soc..  Vol.  185,  Part  II.  p.  572  (1894). 
*  "  Determixiatioii  of  Absolute  Viscosity  by  the  Saybolt  UniversalWd  Bn^^er  Vlacosimeten,'* 
p.  551.— Ed. 
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Mr.  Herachdl.  In  tests  which  I  have  made  with  ethyl  alcohol  and  water 
solutions,  the  ratio  of  time,  Engler,  with  200  cc.  run  out,  and 
time  for  50  cc,  was  found  to  lie  between  4.5  and  4.7,  the  value 
decreasing  somewhat  with  the  viscosity.  These  values  of  the 
ratio  roughly  check  the  last  column  of  the  table.  A  more 
accurate  check  is  not  to  be  expected  on  account  of  the  shortness 
of  the  time  of  flow  and  the  uncertainty  in  regard  to  the  viscosity 
of  the  amyl  alcohol. 

It  is  not  certain  whether  the  tests  of  Table  II  were  made 
with  the  instrument  filled  up  to  the  gage  points,  it  being  assimied 
that  this  would  require  240  cc. ;  or  whether  240  cc.  was  measured 
out  and  poured  into  the  instrument.  This  latter  method  was 
originally  used  by  Engler.^  However,  on  April  1,  1907,  the 
Reichsanstalt  and  other  German  testing  laboratories  came  to 
an  agreement  to  discard  the  value  of  240  cc.  entirely  and  use 
the  gage  points.^  This  is  the  preferable  method,  because  the 
volume  of  the  dished  part  of  the  container — that  is,  the  capacity 
of  the  container  when  filled  to  the  gage  points,  less  the  200  cc. 
to  be  withdrawn — can  have  no  effect  on  the  head  causing  flow. 
Moreover,  since  the  contour  of  the  bottom  of  the  container  is 
not  specified,  it  differs  in  different  instruments,  with  a  con- 
sequent variation  in  the  volume  required  to  fill  the  container 
up  to  the  gage  points. 

By  means  of  Table  II  of  the  paper  an  attempt  is  made  to 
prove  that  weight  instead  of  volume  should  be  the  controlling 
factor  in  filling  the  Engler  instrument.  As  a  matter  of  fact, 
volmne  is  not  the  controlling  factor  and  weight  should  not  be  either. 
There  are  very  few  instruments,  probably,  that  could  be  filled 
up  to  the  gage  point  with  240  cc.  of  water.  Every  instrument 
I  ever  tested  required  more  than  240  cc.  Moreover,  there  is  no 
ambiguity  whatever  due  to  the  fact  that  two  liquids  of  different 
densities  but  the  same  viscosity  will  have  different  times  of  dis- 
charge, because  density  is  taken  care  of  in  the  equation.  A  vis- 
cosimeter  of  the  Engler  or  Saybolt  type  does  not  measure  abso- 
lute viscosity  and  should  not  be  expected  to.  All  it  measures 
is  what  is  called  kinematic  viscosity,  namely,  the  ratio  between 
the  absolute  viscosity  and  the  density;    therefore  there  is  no 

^ZettsckriftfUr  angtwandU  Chemie,  Vol.  5.  p.  725  (1892). 

>  HQlde-MflOer,  "The  Bzamixiation  of  Hydrocarbon  Oils."  1915.  p.  105. 
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ambiguity  introduced  by  the  fact  that  the  time  of  flow  may  be  Hr.  HerichaL 
different  for  two  liquids  of  the  same  absolute  viscosity  if  the 
density  is  different.  It  only  adds  confusion  and  introduces  a 
new  source  of  error  to  propose  the  use  of  a  constant  weight  in  a 
viscosimeter  instead  of  a  constant  voliune,  whereas  the  constant 
volume  is  already  out  of  date  and  the  constant  weight  never 
should  have  been  thought  of. 

Mr.  a.  W.  Dow. — I  want  to  make  a  few  remarks  on  Mr.  Mr.  Dow. 
Hubbard's  interesting  test  and  also  to  call  attention  to  another 
test  which  I  have  been  using  in  my  laboratory  this  past  fifteen 
years  for  testing  the  consistency  of  road  oils,  tarvias  and  such 
materials.  This  apparatus  was  briefly  described  in  my  paper 
"The  Relation  Between  Some  Physical  Properties  of  Bitumens 
and  Oils,"  published  in  the  Proceedings  of  this  Society.^  No 
special  modifications  have  been  made  to  the  apparatus  since 
then  with  the  exception  of  making  two  additional  plungers  of 
different  sizes.  The  apparatus  consists  of  a  cylinder  2  cm.  in 
diameter  and  9  cm.  long.  This  cylinder  is  fastened  in  the 
center  of  a  brass  cup  which  acts  as  a  water  bath  to  maintain  the 
material  being  tested  at  a  standard  temperature.  There  are 
three  inverted  cone  plungers,  respectively  1.95,  1.90  and  1.85  cm. 
in  diameter.  In  the  center  of  these  plungers  is  fitted  a  brass  rod 
about  6  cm.  long.  The  apparatus  is  meant  as  an  accessory  to 
the  Dow^  penetration  machine,  a  description  of  which  will  be 
found  in  the  Proceedings  of  the  Society.*  The  brass  rod  of  the 
plunger  is  fitted  in  the  place  of  the  needle  holder  and  the  test 
is  made  by  ascertaining  the  distance  the  plunger  will  sink  in 
the  material  under  test  in  the  cylinder  imder  a  given  weight  and 
in  a  given  time.  With  plungers  of  three  different  sizes  I  have 
foimd  it  possible  to  determine  the  consistency  of  liquids  ranging 
from  water  to  the  heaviest  road  oils.  There  have  been  several 
of  these  instruments  made  and  furnished  to  different  oil  com- 
panies and  laboratories,  but  as  the  Engler  viscosimeter  has 
been  so  generally  used  and  specified  for  determining  the  con- 
sistency of  road  oils,  I  have  not  pushed  the  introduction  of  this 
apparatus.  It  has  several  advantages,  however,  over  any  of  the 
viscosimeters:   the  test  is  immaterially  affected  by  the  specific 

>  Procttdintt,  Am.  Soc.  Test  Mats..  Vol.  VI,  n.  501  (1906). 

*  Dow,  "The  Testiiig  of  Bitumans  for  Paving  Purpoaa,*'  ProcMdings,  Am.  8oe.  Tatt. 
Mata^  Vol  m.  9. 349  (1903). 
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Mr.  Dow.  gravity  of  the  oil;  only  about  50  grams  of  the  material  are 
necessary  for  making  the  test;  and  the  same  sample  can  be 
retested  as  often  as  desirable  at  intervals  of  a  few  seconds,  or 
only  as  long  as  it  takes  to  raise  the  plmiger  in  the  oil. 

The  cylinder  can  be  removed  from  the  water  jacket  by 
merely  a  twist,  which  imlocks  it  from  the  bottom.  In  this  way 
several  cylinders  can  be  used  and  tests  on  a  number  of  oils  made 
at  short  intervals. 

An  instrument  resembling  Mr.  Hubbard's  very  closely  was 
devised  by  myself  a  number  of  years  ago  and  included  in  the 
patent  of  Mr.  H.  C.  Bowen  on  an  apparatus  for  determining 
viscosity,  No.  49474  and  dated  1893.  This  consisted  in  using  a 
disk  in  place  of  the  needle  in  the  Bowen  penetration  machine. 
The  rapidity  with  which  the  disk  sank  in  the  oil  when  attached  to 
this  apparatus  indicated  the  consistency  of  the  material  under 
test.  This  patent  was  assigned  to  the  Barber  Asphalt  Paving  Co. 
and  the  apparatus  was  used  in  their  laboratory  for  testing  the 
consistency  of  heavy  asphaltic  fluxes.  As  this  test  was  of  no 
particular  value  in  those  days  it  was  but  little  used. 

I  wish  to  take  exception  to  one  point  in  the  paper.  There 
is  little  or  no  relation  between  his  test  on  heavy  oils  and  the  pene- 
tration test  on  asphalt.  One  of  the  principal  factors  brought  out 
by  the  penetration  test  on  asphalts  is  the  surface  tension  of  the 
material.  In  the  case  of  Mr.  Hubbard's  apparatus  the  surface 
tension  -has  little  or  no  effect  upon  the  test.  This  point  is  also 
covered  in  my  paper  on  "The  Relation  Between  Some  Physical 
Properties  of  Bitumens  and  Oils, "  previously  referred  to. 
Mr.  Churciu  Mr.  S.  R.  Church. — ^There  is  a  real  need  for  a  simple  test 

by  means  of  which  the  consistency  of  highly  viscous  bituminous 
materials  may  be  easily  determined.  Tests  made  in  our  lab- 
oratory confinn  the  authors'  general  results  with  the  Lunge  and 
Hutchinson  instruments.  The  test  for  viscosity  as  determined 
by  the  Engler  viscosimeter  is  a  difficult  and  t^ous  one  when 
applied  to  a  certain  class  of  viscous  bitumens,  and  serious 
inaccuracy  is  often  encoimtered,  especially  when  the  bitumens 
contain  an  appreciable  amount  of  insoluble  material. 

It  should  perhaps  be  emphasized  that  the  range  of  the 
instrument  proposed  by  the  authors  is  limited.  It  is  quite 
evident  from  a  consideration  of  the  time  required  for  determin- 
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ing  the  consistency  of  material  suitable  for  cold  application,  Mr.  Church, 
that  is,  from  less  than  one  second  to  about  2j  seconds,  that 
such  a  short  time  interval  is  not  sufficient  to  render  the  test  a 
valuable  control  for  materials  of  that  character.  Its  particular 
field  would  seem  to  be  for  testing  materials  of  the  consistency 
ordinarily  used  for  hot  surface  treatment. 

Mr.  Provost  Hubbard. — Replying  to  Mr.  Herschel,  I  Mr.  Htibbard. 
wish  to  call  attention  to  the  fact  that  we  realize  the  validity  of 
his  contention  that  specific  viscosity  is  a  misnomer.  In  fact,  on 
the  first  page  of  our  paper  we  have  mentioned  it  as  "so-called" 
specific  viscosity.  However,  the  term  specific  viscosity  has  been 
so  widely  used  now  among  road  engineers  in  specifications  for 
this  class  of  product  that  it  is  almost  impossible  to  discuss  the 
subject  so  that  they  will  understand  it  without  making  use  of 
the  term,  and  hence  it  was  used  in  the  paper. 

As  to  the  practical  working  limits  of  the  Engler  viscosimeter 
being  200  so-called  specific  viscosity,  we  had  reference  to  the 
commercial  practical  working  limit,  not  to  the  actual.  Of  course 
there  is  probably  no  actual  limit  if  all  the  test  conditions  are 
accurately  maintained  for  a  sufficient  length  of  time,  but  there 
is  a  practical  commercial  working  limit  which  is  a  purely 
arbitrary  matter  to  be  decided  upon  by  the  testing  engineer. 
In  our  case  we  found  that  it  was  inadvisable  to  use  more  time 
and  attempt  to  get  closer  control  of  test  conditions  than  would 
be  demanded  by  a  test  of  200,  particularly  if  the  outside  or  air 
temperature  was  materially  different  from  the  test  temperature. 
This  is  due  to  the  fact  that  if  the  air  is  cooler  than  the  test 
temperature  there  is  a  tendency  for  very  slow  flowing  material 
to  congeal  at  the  outlet  of  the  tube  and  thus  retard  flow. 

In  connection  with  the  relation  of  volume  to  weight,  I  do 
not  wish  to  enter  into  any  theoretical  discussion  of  the  subject, 
as  Mr.  Herschel  is  much  better  posted  on  the  purely  theoretical 
considerations;  but  I  wish  to  state  that  the  constant  weight  of 
the  sample  tested  appears  to  us  to  be  more  rational  than  a  con- 
stant volume.  Certainly  the  relations  between  tests  obtained 
on  a  constant  weight  and  a  constant  volume  basis  as  compared 
with  tests  of  the  instruments  which  we  used,  show  that  there  is 
a  more  definite  relation  to  the  former.  Mr.  Herschel  has  stated 
that  the  volimie  is  not  a  proper  standard,  and  this  of  course 
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icr.  Hubbard,  applies  to  wherever  the  gages  are  set,  irrespective  of  whether  they 
measure  240  cc.  or  more.  In  fact  one  of  the  viscosimeters  we 
use  has  its  gage  set  for  more  than  240;  another  quite  close 
to  240. 

In  connection  with  Mr.  Dow's  remarks,  I  agree  with  him 
that  there  is  some  difference  between  the  character  of  the  test 
described  in  our  paper  and  the  character  of  a  penetration  test, 
due  to  surface  tension  of  the  material,  because  in  the  penetra- 
tion test  the  needle  or  the  plunger  is  not  inserted  in  the  material 
before  the  test  is  begun  but  is  brought  in  contact  with  the  sur- 
face. However,  there  is  a  closer  relation,  I  believe,  between 
our  test  and  a  test  made  with  his  instrmnent,  because  the  eflfect 
of  opposing  surfaces  has  been  eliminated;  in  other  words,  the 
film  of  material  between  the  plunger  which  Mr.  Dow  uses  and 
the  container  is  so  slight  that  the  effect  of  adhesion  on  opposing 
surfaces  is  obtained,  which  increases  any  difference  in  connection 
with  the  penetration  test. 
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METHOD    FOR    STUDYING    THE    EFFECTS    OF 
TEMPERATURE  UPON  THE  PHYSICAL  CON- 
DITION OF  ASPHALTS,  WAXES,  ETC. 

By  J.  A.  Capp  and  F.  A.  Hull. 
SUNINIARY. 


The  test  specimen  is  a  wedge-shape  piece  supported  as  a 
cantilever  beam,  in  a  heating  chamber  the  temperature  of  which 
is  gradually  and  uniformly  raised.  The  manner  and  temperatxire 
of  distortion  of  the  test  wedge  is  noted.  Some  waxes  and 
simple  bitumens  melt  throughout  and  drop  off  practically  as 
though  sheared  at  the  support.  Others  bend  under  their  own 
weight  through  large  angles  without  material  change  in  shape 
before  finally  stringing  out  and  dropping. 

The  test  method  yields  valuable  indications  of  the  behavior 
of  waxy  and  bituminous  materials  over  a  wide  range  of  tempera- 
ture below  the  melting  point  and  while  under  stress. 
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METHOD    FOR    STUDYING    THE    EFFECTS    OF 
TEMPERATURE  UPON  THE  PHYSICAL  CON- 
DITION OF  ASPHALTS,  WAXES,  ETC. 

By  J.  A.  Capp  and  F.  A.  Hull. 

The  change  in  physical  condition  of  asphalts,  pitches, 
waxes,  and  similar  substances  through  a  range  of  temperature 
is  frequently  a  matter  of  much  importance,  especially  to  those 
who  employ  these  materials  under  conditions  of  stress.  A 
laboratory  test  method  which  will  give  a  fairly  accurate  pre- 
diction of  what  may  be  expected  of  a  certain  material  under 
stated  conditions  is^  therefore,  much  to  be  desired.  Numerous 
methods  have  been  devised  but  practically  all  of  them  are 
limited  to  the  determination  of  the  so-called  melting,  "dropping" 
or  "flowing"  point,  or  to  the  penetration  of  the  material  by  a 
rod,  and  tell  little  or  nothing  about  the  change  in  condition 
of  the  material  under  examination  throughout  the  whole  tem- 
perature range  below  the  melting  point.  Necessity  led  us  to 
experiment  with  the  method  outlined  in  this  paper.  The 
method  itself  was  suggested  by  the  Seger  cones  used  in  porcelain 
manufacture. 

The  detailed  instructions  for  making  the  test  as  given  to 
the  laboratorians  are  as  follows: 

"Set  up  the  apparatus  as  indicated  in  Fig.  1,  using 
cotton  seed  oil  in  the  oil  bath.  The  test  wedges  or  cones 
are  made  with  the  dimensions  indicated  on  the  drawing. 
It  will  be  necessary  to  melt  the  wax  and  pour  it  out  to  the 
requisite  thickness.  The  wedges  can  be  cut  into  the  required 
shape  after  the  material  has  been  cooled  below  room  temper- 
ature. After  forming  the  wedges  bring  them,  together  with 
the  apparatus,  to  room  temperature.  Place  the  wedge  in 
position  on  the  stage  as  indicated  and  start  heating.  The 
heat  should  be  so  regulated  that  the  air  bath  rises  at  the 
rate  of  2°  C.  per  minute.  Careful  attention  must  be  paid 
to  the  behavior  of  the  wedges  at  all  times.     Reference  to 
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Fig.  1.— Test  Apparatus  and  Wedges. 
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the  drawing  will  show  that  the  wedge  on  the  stage  coincides 
with  the  line  A  which  is  marked  in  a  suitable  manner  on 
the  outside  of  the  beaker.     As  the  temperature  rises,  in 


Fig.  2. — Several  Typical  Curves. 

some  cases  the  material  will  be  found  to  bend  gradually 
so  that  the  tip  of  the  wedge  will  eventually  reach  line  B^ 
while  in  other  cases  the  material  will  string  out  to  the 
bottom  of  the  beaker,  which  is  marked  by  line  F.     Some 
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materials  will  melt  and  drop  off  sharply  to  the  bottom  of 
the  beaker,  or  line  F,  without  any  bending  of  the  wedge. 
Other  materials  will  be  found  which  will  give  all  the  different 
variations  of  behavior  between  the  two  extremes  just 
noted. 

^'Results, — Note  carefully  the  time  and  temperature 
at  start  and  condition  of  sample,  as  some  materials  will 
bend  at  room  temperature.  The  time,  temperature, 
condition  and  manner  of  bending  of  the  sample  ^ould  be 
recorded  to  show  when  the  tip  of  the  wedge  leaves  line  A 
and  when  it  reaches  Unes  B,  C,  D,  E  and  F.     Any  other 
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Fig.  3. — Comparison  of  Some  Beeswaxes. 

general  observations  on  the  behavior  of  the  material  should 
be  noted  and  recorded  so  that  the  tests  will  show  the 
behavior  of  the  material  over  quite  a  range  of  temperature. 
The  test  is  completed  when  the  first  material  touches  line 
F.  The  results  should  be  plotted  on  a  standard  curve 
sheet,  using  the  temperatiu-es  in  degrees  Centigrade  as 
ordinates  and  lines  A,  By  C,  D,  E  and  F  as  abscissas. 
The  curve  sheet  should  also  show  the  other  data  determined 
in  connection  with  the  sample. " 

For  a  period  of  more  than  a  year,  we  have  made  niunerous 
studies  of  the  behavior  of  a  niunber  of  materials  of  an  asphaltic. 
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pitchy  or  waxy  nature  and  have  obtained  some  rather  interesting 
results.  In  Fig.  2  are  plotted  curves  representing  some 
materials  which  are  comparatively  simple  in  composition  and 
some  which  are  decidedly  more  complex.  It  shoiild  be  noted 
that  the  line  marked  "start"  indicates  the  temperature  of  the 
air  bath  at  the  time  the  operation  is  started.  It  will  be  seen 
that  spermaceti,  which  is  largely  cetyl  palmitate,  and  at  ordinary 
room  temperature  is  a  brittle  wax,  has  a  very  sharp  melting 
poiQt.     It  softens  at  45^  C.  just  enough  to  leave  line  A  and 
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Pig.  4. — Comparison  of  Some  Petroleum  Waxes. 


then  drops  clear  at  48°  C.  Beeswax,  which  is  a  little  more 
complex  in  composition,  has  a  softening  range  from  46°  C. 
to  64°  C,  and  then,  like  spermaceti,  it  melts  sharply  and  drops 
oflf  to  the  bottom  of  the  beaker.  The  curves  for  the  hydro- 
carbon and  the  asphalt,  however,  behave  differently.  Instead 
of  melting  sharply,  both  of  these  compounds  bend  and  string 
out  over  a  wide  range;  the  hydrocarbon  is  in  a  very  plastic, 
aJmost  fluid,  condition  at  120-123°  C,  while  the  asphalt,  even 
at  147°  C,  is  still  in  a  stringy  condition,  although  plastic  enough 
to  flow. 
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In  Fig.  3  are  plotted  the  comparative  curves  of  a  refined 
yellow  beeswax  and  foiir  samples  of  beeswax  submitted  by  a 
jobber,  one  of  which,  No.  4,  was  claimed  to  be  pure,  while  the 
other  three  samples,  Nos.  1,  2  and  3,  were  admitted  to  be  adul- 
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Pig.  5. — Comparison  of  Several  Samples  of  an  Asphaltic 
Compound. 

terated.  When  the  tests  were  made  on  these  samples,  it  was 
noticed  that  sample  No.  4  showed  a  lower  curve  than  the  sample 
of  known  purity,  and  it  was  also  noted  that  the  other  three 
samples,  admittedly  adulterated,  gave  still  lower  results.  This 
seemed  to  indicate  that  sample  No.  4  might  also  be  adulterated. 
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The  results  of  chemical  examination  confirmed  these  indications 
in  every  way,  showing  5  per  cent  adulteration  in  that  sample. 

In  Fig.  4  are  plotted  comparative  curves  for  refined  paraflGui, 
ceresine,  Austrian  Ozokerite  and  two  samples  of  so-called 
American  Ozokerite. 

In  Fig.  5  are  plotted  first,  a  curve  showing  the  average  of 
seven  different  shipments  of  the  same  material,  and  second, 
the  high  and  low  curves  from  this  lot  of  seven.  The  material 
in  question  is  one  of  the  most  nearly  uniform  asphaltic  com- 
pounds on  the  market. 

The  method  of  testing  here  proposed  is  open  to  the  criticism 
that  it  is  not  strictly  quantitative,  but  is  really  qualitative  or 
comparative,  because  nothing  is  definitely  measurable  except 
temperatures  at  which  certain  approximate  physical  conditions 
of  the  test  specimens  have  been  attained.  It  does,  however, 
yield  close  comparisons  of  the  behavior  of  different  materials 
under  the  same  conditions  of  temperature.  During  the  year 
or  more  that  it  has  been  in  use  as  a  regular  method,  our  ideas 
concerning  the  materials  used  in  making  up  electrical  insula- 
tions have  been  considerably  modified,  because,  for  the  first 
time,  we  have  been  able  to  study  the  change  in  state  of  the 
materials  and  the  compounds  continuously  through  temperature 
changes  from  ambient  temperatures  to  that  of  actual  melting. 

Another  method  of  making  the  test  is  to  determine  the 
temperature  at  which  the  weight  of  the  specimen  causes  first 
flexure,  and  then  in  another  specimen  to  hold  that  temperature, 
or  one  slightly  above  or  below  it,  to  determine  the  effect  of  time. 
This  gives  a  very  fair  approximation  of  what  takes  place  in  the 
rotating  parts  of  electrical  apparatus,  where  the  insulation  is 
under  centrifugal  stress  at  the  operating  temperature. 
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Mr.  W.  H.  Herschel. — I  can  see  how  this  method  is  an  Bfr.  Henchei. 
unprovement  over  those  methods  which  simply  determine  the 
melting  point,  that  is,  the  condition  of  a  substance  simply  at 
one  temperature;  but  it  seems  to  me  that  particularly  where 
substances  are  used  imder  stress,  it  would  be  desirable  not  only 
to  vary  the  temperature  but  also  to  vary  the  stress.  In  this 
particular  case,  the  stress  cannot  be  varied,  being  caused  simply 
by  the  weight  of  the  specimen.  I  do  not  see  why,  in  a  great 
many  cases,  a  tube  could  not  be  used,  as  in  determining  the 
viscosity  of  oils.  On  accoimt  of  the  high  viscosity  of  the  sub- 
stances to  be  tested,  a  larger  tube  and  higher  pressure  would  be 
required. 

In  some  work  that  was  done  at  the  Bureau  of  Standards 
by  E.  C.  Bingham  on  the  plasticity  of  clay,  he  used  such  a 
method.  The  clay  was  put  in  a  receptacle  which  had  the  tube 
at  the  bottom.  Pressiu-e  was  applied  to  the  receptacle,  and 
the  material  as  it  flowed  through,  was  collected  in  a  receiver 
which  was  connected  with  the  open  air  so  that  the  day  would 
always  be  forced  through  against  atmospheric  pressure.  The  appa- 
ratus was  in  a  bath  to  control  the  temperatiu-e.  These  materials 
were  so  thick  that  they  would  not  flow  through  imder  their 
own  weight;  the  flow  did  not  begin  until  a  pressure  was  applied.  * 
The  amoimt  of  flow  was  obtained  by  measuring  the  weight  that 
passed  through  the  tube  in  a  given  time,  and  it  was  foimd  that 
there  was  a  distinct  difference  between  a  viscous  and  a  plastic 
substance.  With  a  viscous  substance,  the  volimie  of  flow, 
or  velocity,  is  proportional  to  the  pressmre;  but  with  a  plastic 
substance,  the  velocity  is  proportional  to  an  excess  pressxu-e, 
that  is,  to  the  pressiu-e  in  excess  of  a  certain  amount  required 
to  start  the  flow.  Shown  graphically,  if  the  flow  is  plotted  against 
pressure,  a  straight  line  passing  through  the  origin  will  represent 
a  viscous  substance,  but  a  line  which  intersects  the  X-axis 
some  distance  to  the  right  of  the  origin,  represents  a  plastic 
substance.    Now,  I  should  like  to  ask  Mr.  Capp  in  what  respect 
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Mr.  HeracheL  his  apparatus  serves  a  purpose  which  could  not  be  served  by 
a  tube,  and  whether  by  his  method,  he  ever  distinguished 
between  a  plastic  and  a  viscous  substance. 

Mr.  Capp.  Mr.  J.  A.  Capp. — ^The  only  difficulty  in  making  a  test 

through  a  tube  such  as  has  been  suggested  by  Mr.  Herschel 
is  that  some  of  these  things  we  have  to  deal  with  wet  the  glass 
and  stick  to  it,  and  the  condition  of  friction  then  between  a 
substance  which  wets  the  glass  and  one  which  does  not  wet  it 
introduces  too  many  variables  to  be  taken  into  accoimt.  We 
gave  up  the  attempt  to  use  any  test  of  that  variety.  We  tried 
it  a  long  while  ago  because  it  was  an  obviously  available  method, 
but  it  failed  simply  because  of  the  difference  in  the  way  these 
compounds  adhere  to  or  do  not  adhere  to  the  walls  of  the  tube. 
Some  of  these  materials  you  can  call  viscous,  I  suppose. 
For  instance,  take  a  good  sized  wad  of  asphalt  and  let  it  rest 
oh  the  table  with  part  projecting  over  the  edge  of  the  table; 
it  will  bend  down  in  time  even  at  ordinary  room  temperatures, 
and  to  that  extent  you  can  call  it  a  viscous  material.  Under 
ordinary  conditions  of  use,  however,  the  material  is  sufficiently 
held  so  that  it  takes  a  great  deal  of  the  excess  pressure  spoken 
of  to  cause  it  to  move.  In  practice,  the  compounds  are  so  applied 
that  they  are  supported  partly  mechanically  by  the  shape  of  the 
parts  in  connection  with  which  they  are  used,  and  partly  by 
sticking  to  these  parts.  Hence,  both  their  support  and  the 
friction  due  to  adhesion  influence  their  behavior  imder  stress 
,  and  temperature.  Our  test  indicates  the  effects  of  stress  and 
temperature  alone.  It  requires  less  stretching  of  the  imagina- 
tion to  apply  the  simple  effects  of  stress  and  temperature  to  a 
complicated  practical  case,  than  would  be  required  to  make 
comparisons  between  the  conditions  of  test  and  of  practical 
application  where  both  are  complicated  by  several  sorts  of 
unmeasurable  variables. 

We  have  not  been  able  to  make  anything  in  the  natiu-e  of 
a  tube  test  work  in  practice,  nor  have  we  been  able  to  use  the 
penetrometer  test;  the  difficulty  of  making  these  tests,  and 
especially  of  interpreting  the  results  as  meaning  anything  in 
particular,  was  such  that  we  gave  it  up.  The  proposed  test, 
crude  as  it  is,  subject  to  any  criticism  you  may  wish  to  make  of  it, 
actually  does  give  us  results  which,  for  the  first  time,  have  shown 
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us  why  we  can  make  successful  materials  out  of  certain  raw  Mr.  Capp. 
bases  and  not  out  of  certain  others;   why  those  of  the  second 
class  fail  and  those  of  the  first  do  not  fail.     No  other  test  has 
shown  us  that  before. 

Mr.  Robert  Job. — I  should  like  to  ask  Mr.  Capp  how  Mr.  job. 
closely  results  can  be  duplicated  by  different  observers;    also 
how  long  a  time  the  average  test  requires. 

Mr.  Capp. — ^Before  we  began  to  use  the  test  at  all  as  a  Mr.  Capp. 
laboratory  method,  we  covered  the  first  point  which  Mr.  Job 
has  mentioned.  We  set  up  a  battery  of  four  or  five  of  the 
apparatus  and  prepared  a  variety  of  test  pieces  from  different 
materials,  and  then  one  after  another  we  had  several  men  run 
the  tests  on  different  days,  taking  good  care  to  see  to  it  that  the 
different  men  did  not  know  the  results  obtained  by  the  others; 
and  the  curves,  which  are  invariably  plotted,  were  closer  than 
we  had  any  reason  or  right  to  expect.  I  cannot  give  you  the 
actual  figures  but  the  variation  was,  if  anything,  lower  than 
the  differences  that  are  shown  in  Fig.  5,  which  compares  the 
high,  average  and  low  points  on  a  series  of  commercial  receipts 
of  a  definite  material.  Those  curves  as  you  see  are  pretty  close. 
The  high  parts  show  some  differences.  At  the  lower  part  of  the 
curves  there  is  very  little  variation. 

The  time  of  test  will  be  perhaps  15  or  20  minutes;  never 
more,  and  as  a  rule,  less  than  that. 

Mr.  E.  F.  Hicks. — Mr.  Capp  has  mentioned  having  tested  Mr.  Hicks, 
other  materials  than  those  referred  to  in  his  paper,  and  I  should 
like  to  ask  him  whether  he  has  submitted  shellac  or  any  other 
resin  to  this  test;  and  if  so,  with  what  results. 

Further,  with  reference  to  the  apparatus  illustrated  in 
Fig.  1,  what  is  the  best  way  of  attaching  the  platform  to  the 
tube,  and  why  could  not  the  platform  be  attached  directly  to 
the  thermometer,  thus  eliminating  the  glass  tube  entirely? 

Mr.  Capp. — ^I  cannot  say  whether  we  have  tested  such  Mr.  Capp. 
materials  as  shellac  or  not;  I  do  not  remember.  However, 
we  have  tested  nearly  everything  that  goes  through  the  labora- 
tory; practically  anything  which  can  be  melted  and  poured 
on  to  a  slab  to  permit  the  cutting  out  of  the  wedge-shape  piece 
can  be  tested.  The  second  question,  with  respect  to  the  attach- 
ment of  the  little  platform,  is  only  a  structural  detail;   we  have 
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Mr.  Capp.  put  it  on  the  tube  and  tied  it  on.  Whether  or  not  it  can  be  tied 
to  the  thennometer  depends  entirely  on  whether  the  thermometer 
is  of  siifficient  diameter.  I  do  not  see  that  there  is  any  particular 
reason  for  having  a  tube  except  that  the  tube  is  big  and  stiff 
enough  to  support  the  platform.  Actually,  the  thermometer 
is  not  put  down  inside  the  tube,  as  shown,  but  alongside  and 
tied  to  the  supporting  tube. 

Mr.  Voorheei.  Mr.  S.  S.  Voorhees. — I  should  like  to  ask  Mr.  Capp  if  he 
has  established  uniformity  of  temperature  in  the  bath  which  he 
uses.  We  have  foimd  several  difficulties  in  attempting  to  get 
uniform  temperature  in  a  bath  heated  to  approximately  these 
temperatures  to  determine  the  loss  on  heating.  In  ordinary 
baths  it  has  been  foimd  that  there  is  a  marked  variation  in 
temperature  in  different  parts  of  the  bath,  and  an  effort  was 
made  to  develop  a  method  by  means  of  fans  and  air  movement 
to  obtain  imiformity  of  temperature.  In  the  particular  insta^^ce 
to  which  I  refer,  uniform  temperature  was  obtained  by  revolving 
the  shelf.  May  I  ask  if  Mr.  Capp  has  established  the  fact  that 
the  temperature  of  the  bath  is  uniform? 

Mr.  Capp.  Mr.  Capp. — ^The  tests  at  first  were  made  not  with  one 

thermometer  in  the  bath  but  with  a  number  of  them,  placed 
at  various  parts  of  the  bath,  both  as  to  height  and  as  to  distance 
from  the  center  and  from  the  wall  of  the  inner  or  chamber  beaker, 
and  we  found  that  when  we  controlled  the  heating  flame  or 
whatever  means  of  heat  we  used  so  as  not  to  have  the  tempera- 
ture of  the  oil  bath  widely  different  from  but  approximately 
the  same  as  that  of  the  chamber  (the  rate  of  heating  therefore 
is  very  slow),  there  is  very  little  difference  in  temperature,  not 
more  than  half  a  degree  or  so,  in  different  parts  of  the  heating 
chamber.  We  have  obtained  a  sufficiently  close  degree  of 
uniformity  for  our  purpose  simply  by  a  slow  enough  rate  of 
heating. 

Mr.  Hubbard.  Mr.  Pr^vost  Hijbbard. — ^I  should  like  to  ask  Mr.  Capp 
if  he  considers  the  "wedge"  shape  of  the  specimen  any  advantage 
over  that  of  a  flat,  oblong  specimen.  I  ask  this  question  because 
of  the  possible  effect  of  the  wedge-shape  specimen  upon  the 
rate  of  softening  of  various  materials  due  to  variations  in  their 
heat  conductivity. 
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Mr.  Capp. — ^The  reason  for  using  a  wedge-shape  specimen  Mr.  Capp. 
is  that  the  load  on  the  projecting  cantilever  from  its  own  weight 
is  uniformly  distributed.  If  a  test  piece  in  the  fonn  of  a  straight 
prism  were  used,  the  load  per  unit  of  area  would  be  less  at  the 
end  than  at  the  support;  that  is,  it  would  not  be  a  beam  of 
uniform  resistance.    Therefore,  we  use  the  wedge  shape. 

If  the  rate  of  heating  is  slow  enough,  I  do  not  believe  that 
the  question  of  conductivity  enters  sufficiently  to  interfere 
materially  with  the  results.  It  would  if  the  rate  of  heating 
were  too  great;  but  in  that  case  a  uniform  temperature  could 
not  be  maintained  throughout  the  test  chamber,  and  that  would 
also  vitiate  the  results. 

Mr.  C.  O.  Harrington. — ^Did  Mr.  Capp  use  aluminiun  Mr-  HMrington. 
purposely? 

Mr.  Capp. — Simply  on  account  of  the  light  weight.    There  Mr.  c«pp. 
is  no  reason  why  another  material  cannot  be  used. 
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DISTRIBUTION  OF  PRESSURES  THROUGH 
EARTH  FILLS. 

By  a.  T.  Goldbeck. 
SUIVIIVIARY. 


The  object  of  this  investigation  was  to  obtain  data  on  the 
distribution  of  vertical  pressures  through  earth  fills  imder  con- 
centrated loads.  The  solution  of  the  problem  is  one  of  interest 
to  the  designer  of  highway  structures.  Sand  fills  were  investi- 
gated up  to  a  depth  of  5  ft.  and  the  pressures  under  them  meas- 
ured with  a  special  diaphragm  cell.  From  the  results  of  the 
measurements,  the  spread  of  an  equivalent  imiform  load  is 
obtained  and  is  presented  in  a  form  readily  available  for  the 
bridge  designer. 
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EARTH  FILLS. 

By  a.  T.  Goldbeck. 

The  present  paper  gives  some  results  of  soil-pressure  meas- 
urements made  with  the  aid  of  an  apparatus  which  has  already 
been  described  before  this  Society.^  As  the  tests  progressed 
certain  structural  defects  developed  in  the  diaphragm  cell  and 
changes  were  made  to  overcome  these  weaknesses  and  render 
the  apparatus  thoroughly  practicable  under  working  conditions. 
The  principles  involved  in  the  manipulation  and  the  general 
construction  remain  unchanged.  In  view  of  the  alteration  in 
structural  details,  however,  it  seems  desirable  to  describe  the 
pressure  measuring  apparatus  as  it  now  stands.  With  this 
apparatus,  the  present  series  of  measurements  were  obtained. 

Soil-Pressure  Measuring  Apparatus. 

The  principles  of  pressure  measurement  with  the  Use  of 
this  instrument,  as  already  stated  in  the  previous  paper,  depend 
upon  (1)  the  equilibration  of  the  soil  pressure  with  air  pressure 
within  a  small  cell  buried  where  the  pressure  is  desired,  (2)  the 
detection  of  the  instant  of  equiUbration  by  the  breaking  of 
electrical  contact  within  the  cell,  (3)  the  measmrement  of  the 
air  pressure  within  the  cell  at  the  instant  of  equilibration  by  the 
use  of  a  sensitive  gage. 

A  cross-section  of  the  cell  as  it  is  used  at  present  is  presented 
in  Fig.  1  and  its  construction  is  shown  there  very  plainly  with- 
out further  description.  When  in  operation,  the  movable  side 
of  the  cell  (plan  view  in  Fig.  1)  is  placed  in  contact  with  the 
earth  fill  in  the  direction  necessary  to  give  the  desired  compo- 
nent of  pressure,  horizontal,  vertical,  or  oblique.  The  i-in«  pipe 
containing  an  insulated  wire  is  led  to  any  convenient  accessible 
place  for  taking  the  measurements.  The  cell  may  be  at  any 
distance  from  the  pressure  recording  instrument.    When  taking 

>  A.  T.  Goldbeck  and  B.  B.  Smith,  "An  Apparatus  for  Determininff  Soil  PreMore.** 
Proc«0dimgs,  Am.  Soc  Teat.  Mats..  VoL  XVI,  Part  n.  p.  309  (1916). 

(641) 


Digitized  by  VjOOQIC 


642     GOLDBECE  ON  DISTRIBUTION  OF  EaRTH  PRESSURES.. 


N0.IO-ZZ, 


6l;eel, 
f'iong^- 


No.  16  Copper 
~  Wirejriph 
arokiWtclfh8r- 
proof  Imvh- 


Material 
AfB,Cj  Casflron. 
D,J4alleabh  Casf/ron. 
£,  Steer 


k 2iDiam"'!\ 

4^*'Diam.     - -- 

Plan. 


\<-o:'935--4- 


o:o3 


y'AII  Inferior  Surfaces 

to  be  Coated  thoroughly 
witti  Vaseline. 

"3.57 >fh 


Note:  Top  to  be  Covered 
with  a  Brass  Dkxphragm 
0.^002  thick,  Preised  over 
the  Sides  and  Cemented 
to  Sides  only,  wifhJsphalf^ 
ic  Cement  BrassTop  io  be 
Protected  with  Cover- 
ing of  Cheese 'Cloth  Ce- 
mented toTop  and  Sides 
with  a  Blown -Oil 
Asphalt 

Y- 0:915 -^       / 


\k- 


:::::'';:S-:=5f 

Ver^ical  Section . 

^^'Note  :  All  Joints  withstanding 

Air  Pressure  to  be  Treated 
with  a  Special  C^nj pound  of 
Rubber,  Vaseline  and  Beeswax. 

Fig.  1. — Soil-Pressure  Measuring  Apparatus 


qOoIv.  Iron  Pipe 
-  -fBakelite  Cement 


Digitized  by 


Google 


GOLDBECK  ON  DISTRIBUTION  OF  EaRTH  PRESSURES.       643 

a  reading,  air  enters  the  cell  through  the  pipe  and  when  the  air 
pressure  just  exceeds  the  soil  pressure,  contact  is  broken  between 
B  and  E,  This  fact  is  shown  immediately  by  the  extinguishing 
of  a  small  electric  light,  and  the  operator  at  the  indicating  instru- 


FiG.  2. — Indicating  Instrument. 

ment  at  once  notes  the  pressure  on  the  pressure  gage.     This,  for 
practical  purposes,  equals  the  soil  pressure. 

The  indicating  instrument  is  shown  in  Fig.  2.  In  field 
measurements  this  is  placed  in  any  desired  and  convenient  posi- 
tion and  its  air  and  electrical  connections  are  so  arranged  that 
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it  requires  only  a  few  seconds  to  shift  from  one  cell  to  another. 
At  the  bottom  of  the  containing  box  is  a  compressed-air  bottle 
which  may  be  filled  with  air  by  means  of  a  hand  pnnip. '  It  is 
fitted  with  a  rough  gage  for  recording  its  approximate  pressure. 
Two  accurate  standard  pressure  test  gages  are  placed  in  the  line 
leading  to  the  pressure  cell  buried  in  the  fill.  These  appear 
just  above  the  air  bottle.  One  is  graduated  from  0  to  30  lb.  by 
increments  of  0.2  lb.,  the  other  reads  up  to  100  lb.  in  increments 
of  1  lb.  A  dry  cell,  a  switch,  and  an  electric  light  are  the  only 
electrical  equipment  required.  Necessary  valves  are  placed  in 
the  air  line  to  enable  the  operator  properly  to  control  the  pres- 
sure within  the  pressure  cell.  It  is  possible  to  so  regulate  the 
rate  of  increase  of  pressure  in  the  cell  that  it  will  not  exceed  the 
soil  pressure  acting  on  the  outside  of  the  cell  by  more  than 
approximately  0.1  lb.  per  sq.  in.  after  eleclrical  contact  is  broken. 
In  measiuing  the  pressure  on  a  cell  buried  under  an  earth  fill,  or 
at  any  other  place  where  the  pressmre  is  desired,  the  rubber  hose 
leading  from  the  indicating  instrument  is  connected  with  the 
pipe  leading  to  the  buried  cell  and  the  two  wires  of  the  electrical 
circuit  are  hung  in  place.  The  valve  of  the  air  bottle  is  then 
opened  slightly  to  permit  the  air  to  flow  very  slowly  into  the 
diaphragm  cell.  The  electric  switch  is  turned  on,  lighting  the 
small  electric  light.  The  operator  stands  ready  to  manipulate 
the  exhaust  valve  which  allows  him  to  reduce  the  air  pressure 
in  the  cell  immediately,  and  he  watches  the  fine  pressure  gage 
and  the  reflection  from  the  light.  As  soon  as  the  light  goes  out 
he  reads  the  gage  and  at  the  same  time  opens  the  exhaust  valve 
to  prevent  the  air  pressure  from  climbing  higher  than  the  soil 
pressure  acting  on  the  buried  cell.  If  this  were  permitted, 
future  readings  might  be  destroyed,  due  to  the  permanent 
deformation  of  the  soil. 

Application  of  Diaphragm  Cells  for  Measurement  of 
Pressures  Through  Earth  Fills. 

The  measurement  of  the  distribution  and  intensity  of  pres- 
sure under  earth  fills  due  to  concentrated  loads  in  only  one  of 
many  phases  of  earth  pressure  measurements  on  which  know- 
ledge is  desired  by  engineers.  For  carrying  on  this  part  of  the 
investigation  a  special  building,  having  a  very  heavy,  reinf orced- 
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concrete  floor  was  designed  and  constructed  by  the  Office  of 
Public  Roads  and  Rural  Engineering  at  the  Arlington  Experi- 
mental Farm,  belonging  to  the  Department  of  Agriculture.    The 


Fig.  3. — Bins  for  Holding  Filling  Material,  showing  Spacing  of  Measuring 

Cells. 

soil  pressure  measuring  cells  were  placed  in  this  floor  along  a 
straight  line  with  the  following  spacing:  5J,  5J,  7,  18,  18,  18  in. 
(see  Fig.  3).    One  cell  was  also  placed  10  in.  on  each  side  of  the 
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middle  on  a  line  at  right  angles  to  the  long  line  of  cells.  The 
top  surfaces  of  the  cells  were  set  flush  with  the  concrete  slab  and 
the  air  pipes  led  down  to  the  floor  below,  where  the  indicating 
instrument  was  manipulated.  Holes  are  provided  in  the  floor 
for  mounting  other  cells  should  this  be  necessary. 

Bin  for  Holding  Filling  Material. — In  Fig.  3  is  shown  the 
bin  for  containing  the  material  used  in  the  investigation.  It 
may  be  made  18  ft.  square  and  10  ft.  high  if  desired.  In  the 
present  investigation,  however,  the  bin  was  cut  down  to  a  width 
of  7i  ft.  and  a  length  of  14  ft.  for  all  fills  above  2  ft.  Up  to 
two  ft.  the  bin  was  7i  ft.  square.  Only  in  the  case  of  the  5-ft. 
fill  was  the  size  of  the  bin  insuflGicient  to  properly  take  care  of 
the  pressure  distribution.  In  this  case,  the  side  walls  interfered 
with  the  transmission  of  the  vertical  pressure. 

Filling  Material  and  Method  of  Compacting, — ^In  the  present 
series  of  tests  a  coarse  concrete  sand  dredged  from  the  Potomac 
river  was  used.  It  seemed  desirable  to  start  the  investigation 
with  sand,  since  it  is  easy  to  handle,  and  moreover  it  was  believed 
that  sand  would  show  the  reliability  of  the  apparatus  for  record- 
ing the  pressures  for  which  it  was  designed.  The  following 
mechanical  analysis  best  describes  the  sand  u^ed. 

Mechanical  Analysis  of  Sand  Used  in  Soil-Pressure  Tests. 
Percentage  passing  i-in.    Sieve  and  retained  on  No.  10  Sieve 11.0 
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The  sand  was  tested  in  its  moist  condition,  as  delivered,  and  was 
kept  moist  by  daily  sprinkling.  There  was  from  3  to  5  per  cent 
of  moisture  in  the  sand,  enough  so  that  it  would  stick  together 
when  compressed  with  the  hands.  In  placing  it,  layers  of  about 
3  in.  in  thickness  were  shoveled  into  place  and  heavy  wooden 
tampers  were  used  to  compact  it.  No  definite  number  of  blows 
were  given  during  this  compaction,  but  the  sand  was  simply 
rammed  as  hard  as  it  seemed  possible  by  this  method. 
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Device  for  Applying  Load  {Fig.  4)- — ^When  the  proper  depth 
of  fill  was  obtained,  the  surface  was  smoothed  off  and  the  bearing 
block  very  carefully  centered  over  the  central  measuring  cells. 
Flat  circular  bearing  blocks  were  used,  one  8  in.  and  the  other 
13§  in.  in  diameter.  A  calibrated  I-beam  was  used  for  applying 
the  loads.  It  was  provided  with  proper  knife  edges  and  was 
kept  level  by  means  of  a  screw  jack.  By  placing  a  100-lb. 
weight  in  various  positions  on  this  I-beam,  the  different  loads 
could  be  obtained.    Extreme  care  had  to  be  exercised  in  placing 


Fig.  4. — Device  for  Applying  Load. 

the  bearing  block  and  in  seeing  that  it  remained  level.  The 
slightest  disturbance  from  its  position  over  the  central  cell  or 
its  lack  of  horizontality  would  show  in  the  readings  of  the  cells 
adjacent  to  the  center.  Only  those  readings  obtained  with  the 
block  in  as  nearly  a  horizontal  position  as  possible  were  con- 
sidered in  working  up  the  results. 

Pressure  Readings, — ^Having  placed  the  sand  to  the  required 
depth,  an  initial  set  of  readings  was  taken  showing  the  pressure 
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exerted  by  the  sand  alone.  The  bearing  block  and  load  apply- 
ing device  were  then  placed  and  the  required  load  was  applied. 
After  each  application,  pressure  indications  were  taken  on  each 
cell.  In  some  cases  the  process  was  varied  so  that  the  highest 
loads  were  taken  first  and  the  final  reading  was  made  under  the 
weight  of  the  sand  alone.  Great  care  had  to  be  exercised  in  the 
manipulation  of  the  instrument  to  see  that  the  air  pressure  did 
not  run  beyond  the  soil  pressure,  as  this  would  tend  to  lower  all 
future  readings  slightly,  due  to  the  displacement  of  the  soil,  thus 
decreasing  the  pressure  on  the  weighing  disk.  Under  low  fills 
it  was  found  that  the  curve  of  readings  changed  very  rapidly 
only  a  few  inches  from  the  center,  and  in  order  to  obtain  the 
correct  shape  of  the  curve  it  was  foimd  necessary  to  offset  the 
position  of  the  bearing  block  one  or  two  inches,  thus  permitting 
of  taking  readings  close  to  the  center  cell.  In  this  way  readings 
1  in.  ofif  center  could  be  obtained  and  the  shape  of  the  pressure 
curve  very  accurately  determined. 

Results  of  Tests. 

The  results  of  the  readings  are  shown  in  Figs.  5,  6  and  7. 
The  readings  due  to  the  weight  of  sand  alone  were  subtracted 
from  the  readings  obtained  when  the  fill  was  loaded.  The  dif- 
ferences were  plotted  as  ordinates.  The  abscissas  represent  the 
lateral  distribution  of  the  pressures.  Since  a  circular  bearing 
block  was  used,  it  is  to  be  assumed  that  the  pressures  in  all  lines 
passing  through  the  center  are  identical  with  those  measured. 
The  volume  of  the  solid  generated  by  rotating  a  curve  of  pres- 
sure about  its  vertical  axis,  when  multiplied  by  the  number  of 
pounds  represented  by  a  cubic  inch,  will  equal  the  reaction. 
These  reactions  have  been  calculated  for  a  number  of  the  applied 
loads,  and  are  shown  in  parentheses  on  the  curves.  The  loads 
applied  are  shown  outside  of  the  parentheses:  theoretically  they 
should  be  identical,  and  actually  they  are  nearly  equal.  When 
it  is  remembered  that  any  slight  difference  in  the  compaction 
of  the  sand  in  the  different  radial  planes  will  change  the  intensity 
of  the  pressure  exerted  in  those  planes,  and  when  it  is  remembered 
that  the  pressures  were  measured  principally  in  a  single  plane 
and  partly  in  a  plane  at  right  angles,  the  agreement  of  the 
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12-iN.  Fill. 


Ordinafes    Represent 
Pressure  in  Pounds 
per  Square  Inch. 
Abscissas  Show  LaferdI 
Dishribufion  in  Inches. 


24-IN.FlLL. 

Nofe :  A/umbers  in  Parentheses  are 
Values  of  Reactions  Calcula- 
ted from  Curves.    Numbers 
Outside  of  Parentheses  are 
Loads  Applied. 


Pig.  6. — Presstire  Distribution  through  Damp  Sand  Fills, 
applied  through  13i-in.  Circular  Bearing  Block. 
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calculated  reactions  with  the  applied  loads  is  remarkably  dose. 
The  reliability  of  the  apparatxis  for  measuring  pressures  through 
sand  is  thus  established. 


Application  of  Results. 

The  designing  engineer  is  continually  encountering  the  design 
of  structures  subjected  to  the  pressure  of  earth  fills  or  to  pres- 
sures transmitted  through  fills.  The  present  tests  were  made 
under  conditions  which  resemble  those  in  a  road  slab  having  an 
earth  covering.  In  the  design  of  such  a  slab,  the  engineer  is 
primarily  interested  in  the  amount  of  distribution  of  a  concen- 
trated load  furnished  by  the  earth  fill.  He  would  like  to  know  the 
lateral  distribution  in  order  that  he  might  figure  what  width  of 
slab  carries  the  load.  He  would  like  to  know  the  distribution 
forward  or  backward  from  the  wheel  load  in  order  that  he  might 
determine  the  moment  about  the  concentrated  load  of  the  dis- 
tributed pressure  load,  and  thence  obtain  the  bending  moment. 

It  is  very  common  practice  at  the  present  time  to  assmne 
that  a  wheel  load  acts  over  a  definite  area  on  top  of  the  fill,  that 
the  pressure  is  transmitted  with  uniform  intensity  to  the  slab,  and 
that  it  acts  over  an  area  determined  by  an  assumed  angle  of 
spread  from  the  top  of  the  fill.  This  assumption  of  uniform 
intensity  is  of  course  wrong  as  shown  by  these  pressure  measure- 
ments, but  forms  a  convenient  means  of  calculation  provided  the 
correct  intensity  and  area  of  pressure  are  assumed.  In  order  to 
make  use  of  the  curves  of  pressure  for  practical  calculations  of 
bending  moment,  it  would  be  well  to  know  the  location  of  the 
center  of  gravity  of  the  half  volume  of  the  figure  generated  by 
revolving  the  curve  about  its  central  axis.  The  distance  from 
the  center  of  gravity  to  the  center  of  the  curve,  multiphed  by 
one-half  the  total  load,  is  the  moment  about  the  wheel  load  of 
the  distributed  pressure  to  either  side  of  that  load.  The  centers 
of  gravity  of  these  half  volumes  for  the  maximum  loads  applied 
to  the  various  depths  of  fill  have  been  calculated,  and  are  shown 
in  Table  I. 

If  for  the  convenience  of  the  designer,  the  pressure  at  the  bot- 
tom of  the  fill  is  considered  uniform  and  acts  over  a  square  of  area, 
the  sides  of  each  of  these  areas  will  be  equal  to  the  values  in  the 
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last  column  of  the  preceding  table  multiplied  by  four.  The 
sides  of  the  squares  of  areas  thus  obtained  are  somewhat  differ- 
ent for  the  highest  and  lowest  loads  applied  and  may  be  tabulated 
as  in  Table  II. 

Table  I. — Location   of   Center  of  Gravity  of  Half  of  Pressure  on 
Slab  with  Respect  to  Center  of  Load. 
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The  results  in  Table  II,  for  the  high  loads  only,  are  shown 
graphically  in  Fig.  8.  In  calculating  the  bending  moment  in 
a  slab,  the  designer,  instead  of  using  the  varying  intensity  of 

Table  II. — ^Equivalent  Squares  of  Area. 
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the  load,  as  it  is  shown  to  exist  in  the  pressure  measurements, 
may  consider  the  same  total  pressure  applied  over  a  square  of 
area  whose  side  is  given  in  Table  II  or  as  shown  in  Fig.  8. 
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It  is  realized  that  in  order  to  give  complete  data  on  this 
problem,  so  that  it  will  be  entirely  useful  to  the  designing  engi- 
neer, several  other  kinds  of  filling  material  should  be  investigated 
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I3i  'circular  Block 
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Spread  of  Equivalent  Uniform  Load  Applied  over  a  Square  of  Area  to  Produce 
Moment  about  Center  of  Load  Equal  to  that  of  Actual  Load. 

Fig.  8. — Equivalent  Squares  of  Area. 

and  bearing  blocks  shaped  and  spaced  like  wheels  and  rollers 
should  also  be  applied  to  the  fill.  This  will  all  be  undertaken 
in  the  investigation  still  under  way,  as  well  as  the  question  of 
lateral  pressures  produced  by  vertical  loads. 
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DISCUSSION. 


Mr.  R.  B.  Fehr  (presented  in  written  form  and  read  by  the  Mr.  F«itf. 
Secretary). — ^The  paper  by  Mr.  Goldbeck  shows  that  his  dia- 
phragm cell  apparatus  is  capable  of  giving  remarkably  consistent 
results  in  earth-pressure  determinations.  It  seems  that  at  last 
there. has  been  perfected  a  small,  simple,  and  compact  device 
j^hich  will  enable  one  not  only  to  study  the  laws  of  the  distribu- 
tion of  earth  pressure,  but  also  to  obtain  important  data  on  earth 
pressures  against  completed  structures  such  as  retaining  walls, 
culverts,  tunnels,  subways,  etc.  Further  improvements  may 
possibly  be  made,  for  example,  along  the  line  of  an  automatic 
device  for  rapidly  bringing  the  air  pressure  in  the  cell  up  to  its 
equiUbrimn  value  so  as  to  indicate  the  pressure  due  to  a  moving 
load,  to  eliminate  the  personal  error  in  regulating  the  air  pressure 
and  to  prevent  an  excessive  air  pressure  which  would  cause 
errors  in  future  readings;  but  as  far  as  the  reliability  and  con- 
venience of  the  apparatus  is  concerned,  it  appears  that,  when 
used  by  skilled  observers,  there  are  no  important  defects. 

Attention  may  be  allied  to  the  fact  that  Mr.  Goldbeck's 
apparatus  minimizes  the  movement  of  the  earth,  when  taking 
observations,  to  a  greater  degree  (as  shown  by  his  paper  of  a 
year  ago)  than  does  the  platform  scale  apparatus  employed  by 
the  writer  in  conducting  earth  pressure  tests  several  years  ago ' 
at  the  Pennsylvania  State  College.  In  the  latter  apparatus  the 
movement  of  the  beam  was  restricted  to  i  in.,  and  since  the  scale 
ratio  was  200,  the  movement  of  the  platform  was  1/1600  in.,  or 
practically  twice  the  value  of  the  maximum  deflection  of  the 
diaphragm  cell.^  In  the  Pennsylvania  State  CoU^e  tests  check 
readings  within  5  lb.  per  sq.  ft.  were  readily  obtained,  and 
indicated  that  a  movement  of  1/1600  in.  was  not  enough  to  cause 
an  appreciable  error  in  the  observed  pressiure.  Consequently,  it 
is  sflie  to  say  that  the  diaphragm  cell  apparatus  with  its  even 
smaller  deflection  gives  very  reliable  results,  although  it  must 

»A.  T.  Ooldbeek  and  B.  B.  Smith,  "An  Appuatot  for  Determiniiig  Sofl  Pramini/: 
FF9€udimtt,  Am.  8oe.  Tcit.  liAta^  VoL  XVI,  Part  U,  p.  336. 
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Mr.  F«iir.  be  remembered  that  greater  skill  is  required  in  its  manipulation 
than  is  the  case  where  a  platfonn  scale  is  used,  the  movement  of 
which  can  be  positively  controlled,  if  necessary,  within  about 
0.0003  in.  After  all,  the  best  proof  of  the  success  of  this  new 
apparatus  lies  in  the  very  remarkable  agreement  between  the 
reactions  and  applied  loads. 

An  important  advantage  of  the  diaphragm  cell  apparatus, 
outside  of  the  matters  of  compactness  and  simpKdty,  is  that  the 
distribution  of  the  load  is  determined  by  means  of  simultaneous 
readings  and  not  by  the  shifting  of  the  load  with  its  attendant 
errors.  For  example,  the  calculated  reactions  of  the  Pennsyl^ 
vania  State  College  tests  would  be  about  50  per  cent  greater 
than  the  appUed  load  if  the  latter  were  assimied  to  be  distributed 
equally  in  all  directions  from  its  point  of  application.  Such 
an  assumption  would  not  be  justifiable,  however,  for  the  reason 
that  restricting  walls  cause  the  pressure  to  be  distributed 
unequally  when  the  loading  area  is  not  in  the  center  of  a  box 
whose  walls  lie  within  the  zone  of  distributed  pressure.  Mr. 
Goldbeck's  tests  are  free  from  this  criticism,  except  in  the  cases 
where  the  sand  fill  had  a  depth  of  about  four  feet  or  more. 
However,  the  slight  pressures  foimd  near  the  walls  of  the  bin  in 
these  cases  were  not  sxiffident  to  cause  any  appreciable  errors 
in  the  practical  results  obtained. 

The  results  of  Mr.  Goldbeck's  tests,  when  reduced  to  per- 
centages of  unit  pressiure  transmitted,  show  the  same  general 
characteristics  as  those  of  the  writer.  However,  the  different 
conditions  under  which  the  two  tests  were  run,  as  for  example 
a  measuring  area  of  10  sq.  m.  and  damp  sand  in  the  former  as 
against  a  measuring  area  of  144  sq.  in.  and  dry  sand  in  the  latter, 
do  not  pennit  of  any  definite  comparison.  Nevertheless,  it 
should  be  noted  in  the  accompanying  Fig.  1  that  the  percentages 
of  transmitted  pressure  for  central  loads  are  higher  for  shallow 
fills  than  those  obtained  by  the  writer  with  his  larger  measuring, 
area  and  consequently  lower  average  unit  pressure,  but  not  so 
high  as  one  would  be  led  to  expect  from  the  results  reported  by 
Piof.  M.  L.  Enger*  where  percentages  as  high  as  300  are  shown 
for  a  6-in.  depth  of  sand  and  loading  and  weighing  areas  of  13j 
and  4  in.  in  diameter,  respectively.    It  is  interesting  to  note  in  the 
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accompan3dng  curves  that  a  20-per-cent  transmission  of  unit  Mr.  Y«iir. 
pressure  for  central  loads  occurs  at  a  depth  of  26  in.  in  Mr. 
Goldbeck's    tests   as   compared   with    the   writer's   value   of 
nearly  25  in. 

An  important  point  to  note  in  the  tests  of  this  paper  is  that 
there  was  practically  no  error  introduced  by  the  movement  of 
the  concrete  floor  of  the  bin  when  the  load  was  applied,  because 
any  slight  movement  that  may  have  occurred  was  taken  care  of 
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by  the  fact  that^the  embedded  diaphragm  cells  moved  with  the 
floor. 

In  conclusion,  the  writer  desires  to  point  out  that,  while 
the  apparatus  described  in  the  paper  is  admirably  adapted  to  the 
determination  of  daia  on  a  large  scale,  it  is  too  difficult  to  con- 
trol such  conditions  as  the  moisture,  content,  degree  of  com- 
paction, etc.,  for  a  study  to  be  made  of  the  laws  of  the  distribution 
of  earth  pressure.     Consequently,  he  would  suggest  that  the 
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Mr.  Fehr.  diaphragm  cell  apparatus  be  applied  to  a  small  box  having  a 
cross-section  of  about  4  ft.  by  4  ft.,  and  that  a  study  be  made 
of  the  relation  of  the  bearing  area  and  measuring  area,  and  of 
the  distribution  of  pressure  through  various  sizes  of  steel  spheres 
(or  lead  shot),  grain,  sand,  loam,  clay  and  soil  mixtures  having 
various  moisture  contents  and  degrees  of  cohesion,  and  through 
different  sizes  of  crushed  stone. 

Mr.  Slater.  Mr.  W.  A.  Slater. — ^As  has  been  noted  in  the  discussion 
just  given,  there  was  an  article  in  Engineering  Record,  January 
22,  1916,  by  Professor  Enger,  of  the  University  of  Illinois,  on  a 
problem  similar  to  this.  I  have  noticed  in  comparing  the  test 
data  given  in  this  paper  with  the  test  data  there  given,  which 
compares  Professor  Enger's  results  with  the  Pennsylvania  State 
College  results,  that  there  is  a  very  great  similarity  in  the  form 
of  the  diagram,  and  so  far  as  I  have  been  able  to  go  through  the 
results,  I  have  also  foimd  that  the  variation  in  results  with  the 
depths  of  measurement  between  the  surface  of  appyling  the 
pressure  and  the  measuring  instrument  is  about  the  same  as 
those  in  the  Pennsylvania  and  in  the  Illinois  tests;  but  I  could 
not  check  the  variation  in  distribution  with  the  size  of  the  area 
over  which*  the  pressure  is  applied.  I  should  like  to  know 
whether  Mr.  Goldbeck  has  made  any  comparison  of  his  results 
with  the  equation  given  there. 

I  have  noticed  that  the  total  earth  pressure  applied  and  the 
reactions  computed  from  the  measured  pressure  at  different 
positions  agree  very  closely,  though  slight  errors  are  present. 
In  the  Illinois  tests,  which  were  made  with  an  entirely  different 
kind  of  apparatus,  the  errors  were  greatest  with  Hie  13j-in. 
bearing  block  and  the  6-in.  fill.  I  believe  it  is  true  that  the  same 
thing  was  observed  in  the  Pennsylvania  test.  Mr.  Goldbeck's 
paper  does  not  show  the  pressure  distribution  for  this  combina- 
tion of  size  of  bearing  block  and  depth  of  fill.  •  I  should  like  to 
ask  Mr.  Goldbeck  if  his  tests  cover  this  case. 

Mr.  Smith.  Mr.  J.  HAMMOND  Smith. — It  seems  to  me  that  the  differ- 
ence between  downward  and  upward  pressures  which  one  notes 
in  the  paper  may  possibly  be  due  to  friction  on  the  sides  of  the 
bin.  In  tests  on  earth  pressures  on  the  walls  of  bins,  made  at 
the  University  of  Pittsburgh,  this  downward  tangential  pres- 
sure on  walls  was  found  to  exist  with  all  materials  tested.    Fills 
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of  sand,  gravel  and  various  other  materials  were  used.  This  Mr.  SmUiu 
means  that  in  most  cases,  the  resultant  pressure  on  the  side  wall 
of  a  bin,  or  on  a  limited  area  of  this  wall,  is  not  in  a  line  per- 
pendicular to  the  surface,  but  is  oblique  to  the  surface:  and 
therefore  may  be  stated  as  the  resultant  of  a  normal  component 
and  a  tangential  component.  This  may  even  be  true  for  a  large 
part  of  the  bottom  of  a  bin. 

The  above  argument  may  be  made  clearer  by  the  example 
in  which  a  cubical  bin  is  being  fQled  by  means  of  a  chute  over  its 
center.  The  weight  of  the  filling  will  rest  wholly  upon  the  bottom 
so  long  as  no  material  comes  in  contact  with  the  sides;  but  when 
the  bin  is  sufficiently  filled  for  material  to  reach  the  sides,  by 
rolling,  sliding  or  by  leveling,  then  a  considerable  part  of  the 
weight  of  the  filling  will  be  transmitted  to  the  foundation  through 
the  side  walls  of  the  bin.  An  analogous  case  may  be  found  when 
a  superimposed  load  rests  upon  the  fill. 

I  should  like  to  inquire  whether  the  pressure  between  the 
upper  loading  plate  and  bottom  of  bin  has  been  investigated. 
What  is  the  condition,  with  respect  to  pressure,  between  the  top 
loading  plate  and  the  diaphrams  which  measure  the  pressure 
at  the  base? 

Mr.  R.  L.  Sackett. — ^The  experimental  work  at  Penn-  Mr.  8Mk«tt 
sylvania  State  College  on  soil  pressure  was  designed  to  obtain 
information  concerning  the  pressure  on  culverts.  In  that  case 
the  movement  of  the  earth  in  one  direction  was  restricted,  while 
in  the  other,  at  right  angles  thereto,  it  was  unrestricted.  That 
accoimts  for  certain  discrepancies  which  might  appear  where 
other  investigators  were  considering  a  cone  or  pyramid  with 
unrestricted  movement  in  all  directions.  The  similarity  in 
results  obtained  by  Mr.  Goldbeck  at  the  Office  of  Public  Roads, 
and  by  Mr.  Fehr  at  the  Pennsylvania  State  College,  are  evidence 
of  careful  accurate  work  wUch  warrants  confidence  in  these 
independent  results. 

Mr.  a.  T.  Goldbeck  (Aulhar's  closure  by  leUer).—As  ut.OMhtk. 
suggested  by  Mr.  Fehr  it  would  be  desirable  to  make  improve- 
ments in  the  diaphragm  cell  apparatus  so  as  to  render  it  capable 
of  recording  instantaneous  loads  for  which  the  present  apparatus 
is  not  suitable.  However,  almost  all  problems  in  soil  pressures 
involve  static  pressures  alone,  so  that  the  apparatus  in  its  present 
form  has  a  very  wide  range  of  applicability. 
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Mr.  o^idbMk.  The  curves  prq)ared  by  Mr.  Fehr  showing  a  comparison  of 
his  Pennsylvania  State  College  results  with  those  obtained  by 
me  at  the  Office  of  Public  Roads  and  Rural  Engineering  are  inter- 
esting. The  higher  percentages  of  transmission  obtained  in  the 
Office  of  Public  Roads  and  Rural  Engineering  over  those  of 
Mr.  Fehr  are  due  to  the  large  size  of  his  weighing  area  compared 
with  his  loading  area.  As  will  be  pointed  out  later  the  per- 
centage of  transmission  imder  the  center  of  the  loading  block 
increases  as  the  ratio  of  the  loading  area  to  weighing  area 
increases. 

The  writer  quite  agrees  with  Mr.  Fehr  that  it  will  be  desir- 
able to  continue  these  investigations  on  a  somewhat  smaller 
scale  in  order  to  better  control  the  character  of  the  filling  material, 
using  the  large  apparatus,  however,  to  check  up  any  laws  that 
might  be  obtained  with  the  smaller  apparatus. 

In  answer  to  Mr.  Slater  relative  to  the  variation  in  the 
pressure  distribution  with  the  size  of  area  over  which  the  pressure 
is  applied,  let  me  say  that  since  obtaining  the  results  already 
reported  we  have  made  other  tests  on  sand  54  in.  and  31  in.  in 
depth  using  circular  loading  blocks  having  areas  in  square  feet 
as  follows:  0.371,  1.02,  1.98,  4.08,  and  8.33.  We  have  also 
investigated  loadiug  blocks  shaped  like  truck  wheels.  With 
the  54-in.  depth  of  sand,  using  the  flat  circular  bearing  blocks, 
the  percentages  of  unit  transmission  directly  under  the  center 
of  the  blocks  -were  found  to  be  proportional  to  thdr  areas. 
Thus,  under  5000-lb.  load  the  following  percentages  of  unit 
transmission  for  dififerent  sizes  of  blocks  were  obtained: 


Pbcsntaob  or  TnutaMosnif  at  im 
AreaolCixciiUrBeiaiiig  Gdculated  by 

Block, iq.ft.  Ftom  Bipsrimeot.  FWmok. 

0.371 16  1.9 

1.02 5.3  4.8 

1.98 8.7  9.1 

4.08 20.7  17.9 

8.33 42.5  34.8 

A  depth  of  31  in.  has  likewise  been  tested  with  the  above 
blocks  and  it  is  found  that  the  percentages  of  transmission  are  a 
decreasing  fimction  of  the  areas  of  the  blocks.  Tests  of  lower 
depths  of  fill  are  now  in  progress. 


Digitized  by  VjOOQIC 


Discussion  on  Distribution  of  Earth  Pressures.    661 

A  comparison  of  our  results  with  the  equation  given  by  Mr.  Goldbecid 
Professor   Enger   in   Engineering  Record,   January   22,    1916, 
page  107,  will  be  found  in  the  above. table  whidi  applies  to 
54  in.  of  sand  only.     It  seems  unlikely  that  Enger's  formula 
will  be  capable  of  general  application. 

I  regret  that  our  series  of  tests  has  thus  far  not  included  one 
in  which  a  bearing  block  of  1  sq.  ft.  area  was  used,  on  a  6-in. 
fill.  It  is  expected,  however,  that  the  above-mentioned  range 
of  sizes  of  blocks  will  finally  be  used  on  this  depth  of  fill.  These 
tests  on  sand  fills  should  be  completed  within  a  few  months.  As 
stated  by  Mr.  Smith,  it  is  probable  that  the  small  discrepancy 
between  the  calailated  reactions  of  the  downward  loads  applied 
are  due  to  some  extent  to  the  friction  developed  at  the  sides  of 
the  bin.  This  is  particularly  true  of  the  higher  depths  of  fill 
in  which  cas»  the  calculated  reactions  are  somewhat  less  than 
the.  applied  loads. 

Relative  to  an  investigation  of  the  pressures  existing  within 
the  fill  between  the  bearing  plate  and  the  bottom  of  the  bin, 
let  me  say  that  our  investigations  have  not  included  these 
measurements.  As  stated  by  Mr.  Sackett,  the  similarity  of  the 
curves  obtained  independently  by  Mr.  Fehr  and  at  the  Office 
of  Public  Roads  is  evidence  that  the  results  are  at  least  approxi- 
mately correct.  It  is  recognized  by  the  writer  that  willi  the 
same  sand  compacted  differently  or  with  a  different  percentage 
of  moisture  entirely  different  curves  will  be  obtained.  The 
results  presented  are,  however,  believed  to  represent  what  might 
be  called  average  conditions  where  a  sandy  fill  over  a  slab  bridge 
is  used.  Moreover  it  is  believed  that  for  design  purposes,  no 
matter  what  the  filling  material  is,  the  results  presented  will 
provide  a  safe  working  basis.  These  investigations  are  .being 
continued  by  means  of  laboratory  tests  as  well  as  from  tests  of 
structures  in  the  field.  It  is  hoped  that  the  laboratory  tests 
will  furnish  a  basis  for  the  formulation  of  laws  and  that  the  field 
tests  will  furnish  evidence  of  the  applicability  of  these  laws. 
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